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The  Ninety.fourth  Ordinary  General  Meeting  of  the  Society  was 
held  at  the  Institution  of  Civil  Engineers,  25,  Great  Geoige 
Street,  Westminster,  on  Wednesday  evening,  January  26th, 
1881— Mr.  W.  H.  Fbsecb  (President)  in  the  Chair. 

The  minutes  of  the  Ordinary  General  Meeting,  and  the  Annual 
Meeting  held  on  December  22nd,  were  read,  and  the  names  of  new 
candidates  annoxmced, 

Mr.  W.  H.  Pbbegjb  :  GentlemeQ,-~The  time  has  arrived  when 
I  must  throw  off  that  imaginary  mantle  which  I  have  held  for  the 
past  twelve  months  as  your  President,  and  throw  it  over  the 
shotilders  of  this  more  worthy  representative,  Professor  G.  C. 
Foster,  F.R.S.,  whom  I  have  now  great  pleasure  in  introducing  to 
you  as  your  President  for  the  ensuing  year. 

Sir  C.  F.  BsiOHT :  The  pleasant  duty  has  fallen  on  me  to-night 
of  proposing  the  thanks  of  this  Society  to  Mr.  W.  H.  Preece  for  the 
admirable  manner  in  which  he  has  discharged  the  duties  of 
President  during  the  past  year.  I  am  quite  sure  that  all  of  you 
will  support  the  proposition  most  heartily.  It  is  no  easy  matter  to 
be  President  over  a  Society  such  as  this,  which  has  so  great  a 
variety  of  subjects  coming  before  it,  and  which  require  to  be  intro- 
duced  and  dealt  with  more  or  less  by  the  President.  Still  more 
arduous  must  the  post  be  when  he  who  undertakes  such  functions 
VOL.  X.  1 
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is  at  the,  same  time  engaged,  as  Mr.  Preece  has  been,  in  the  per. 
formance  of  the  many  and  varied  duties  of  the  ofiScial  position  held 
by  him  in  the  Post  Office  Telegraphs.   I  have  known  Mr.  Preece  for 
nearly  thirty  years.    We  were  fellow- workers  in  the  early  days  of 
that  telegraph  world  in  which  be  has  so  much  distinguished  himself. 
Not  only  has  he  done  so  well  for  this  Society,  but  he  is  a  man  of 
rare  inventive  genius,  as  is  shown  by  his  improvements  in  railway 
telegraph  signalling  and  many  other  things  which  are  well  known 
to  all  readers  of  electrical  works,  especially  those  treating  of  the 
technical  details  of  telegraphs.    I  most  heartily  congratulate  my 
friend  on  the  admirable  manner  in  which  he  has  presided  over  us 
while  holding  the  helm  of  this  Society  during  the  past  twelve 
months.     We  have  had  during  that  period  some  most  important 
papers.     He  has  been  a  good  caterer  to  our  mess,  introducing 
to  us  the  best  dishes  and  the  newest  in  the  season,  and  I  am  con- 
fident that  the  year  1880  will  be  marked  in  the  history  of  this 
Society  as  one  which  can  hardly  be  surpassed  in  its  future  history. 
Very  appropriately,  just  now  that  we  have  changed  the  title,  and 
have  added  the  name   *' Electricians"   to  the  old  title  of  the 
Society,  we  have  in  Mr.  Preece's  successor  a  man  of  high  dis- 
tinction  and  genius  in  physics  and  natural  philosophy.     I  beg  to 
propose  (and  I  am  sure  it  will  be  carried  with  acclamation)  that 
the  best  thanks  of  this  Society  are  due  to  Mr.  Preece  for  the 
admirable  manner  in  which  he  has  discharged  the  duties  of 
President  during  the  past  year. 

Professor  W.  O.  Adahs:  I  have  great  pleasure  in  seconding 
the  vote  of  thanks  which  has  been  proposed  by  Sir  C.  Bright.  It 
is  unnecessary  that  I  should  take  up  much  of  your  time  in  doing 
so,  for  you  all  know  the  way  in  which  Mr.  Preece  has  exerted 
himself  during  the  past  two  years  to  make  our  meetings  interesting, 
and  a  very  little  reflection  will  bring  to  mind  the  very  interesting 
meetings  we  have  had  during  that  time.  I  need  say  no  more.  I 
have  very  great  pleasure  in  seconding  the  proposition. 

Professor  O.  C.  FoSTEB  (President):  It  affords  me  great 
pleasure  that  my  first  official  duty  is  to  put  this  vote  of  thanks  for 
your  late  President.  I  most  heartily  join  in  the  proposition,  and 
can  only  hope  that  you  may  not  too  greatly  regret  the  proceedings 
of  the  Council  in  electing  tne  to  succeed  Mr.  Preece,  but  I  shall  do 
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mj  best  to  prevent  the  contrast  between  your  late  and  new 
President  being  too  keenly  felt. 

Mr.  W.  H.  Pbeece:  Mr.  President  and  Qentlemen, — I  had 
placed  in  my  hands  not  many  days  ago  a  paper  (I  think  from  the 
other  side  of  the  Atlantic)  written  by  a  member  of  the  Diplomatic 
Service,  which  was  headed  '*  Butter  with  a  Soapstone  Basis."    Now 
I  do  not  want  you  to  infer  that  any  of  the  remarks  made  by  Sir  C. 
Bright  are   in  any  way  characterised  by  butter,  nor  that  the 
remarks  made  by  Professor  Adams  had  anything  in  them  of  the 
character  of  soapstone,  but  I  am  sure  that  Sir  C.  Bright  introduced 
a  little  modicum  of  soapstone  and  Professor  Adams  a  small 
nx)dicum  of  butter.     I  do  not  think  the  encomiums  they  have 
passed  upon  me  have  been  deserved.     All  that  I  can  say  is  that 
during  my  term  of  office  I  have  endeavoured  to  do  my  duty,  and 
if  I  could  not  command  success,  at  least  I  have  tried  to  deserve  it. 
I  have  sought  your  approbation  by  bringing  before  you  every 
recent  novelty  in  electrical  science,  by  pressing  and  pestering  all 
my  friends  to  give  you  papers,  and  by  doing  my  very  utmost  to 
make  your  evenings  entertaining  as  well  as  instructive.     At  the 
commencement  I  pointed  out  how  essential  it  was  for  the  Tele, 
graph  Engineer  to  combine  theory  with  practice,  and  to  endeavour, 
as  much  as  he  possibly  could,  to  further  the  interests  of  his  pro« 
fession  hy  interlarding,  as  much  as  he  cotdd,  theory  with  practice. 
I  have  done  so  in  the  papers  that  have  been  put  before  you  during 
my  term  of  office.     We  have,  in  that  period,  had  some  admirable 
papers,  thanks  to  Professor  Hughes,  Professor  Bell,  Mr.  Stroh,  Dr. 
Siemens,  Mr.  Alexander  Siemens,  Mr.  E.  Graves,  and  others — 
papers  containing  a  mixture  of  points  practical  and  theoretical ; 
and  I  am  happy  to  think  that  the  interest  of  our  meetings  has 
increased  at  a  compound  rate  rather  than  diminished,  for  we  all 
remember  what  a  successful  and  interesting  meeting  signalised 
ihe  last  evening. 

There  are  other  matters  that  we  have  to  congratulate  ourselves 
Tipon,  and  not  the  least  among  them  is  that,  thanks  to  the  exertions 
of  our  honorary  Treasurer  (Mr.  E.  Qraves),  the  Society  has  been 
brought  into  a  position  in  which  it  is  not  only  entirely  out  of  debt, 
Imt  with  a  balance  to  its  credit ;  and  more  than  that,  we  com- 


4  mAUaUBAL  ADDBE8S.  [Jan.  Mtli, 

mence  this  year  with  (and  it  gives  me  great  pleasure  to  hand  over 
to  Professor  Foster)  a  balance  also  of  papers,  which  are  already  in 
our  possession,  to  be  read  at  the  forthcoming  meetings,  and  whicH  I 
am  sure  will  prove  interesting. 

I  thank  you  all  for  the  great  assistance  which  I  have  received 
from  every  Member  and  Associate  during  the  past  year,  and  can 
only  hope  that  Professor  Foster  will  meet  with  as  much  kindness 
and  attention  at  the  hands  of  those  who  prepare  and  read  papers 

05  I  have  had.     (Applause.) 

INAUGURAL  ADDRESS. 
By  G.  Cabby  Fostbb,  F.R.S.,  President. 

When  one  finds  oneself  in  a  position  of  so  much  distinction  as 
that  to  which  I  have  been  called  by  the  Society  of  Telegraph 
Engineers  and  of  Electricians,  it  is  only  natural  to  ask  oneself  the 
question,  What  can  people  mean  by  selecting  me  for  such  an 
honour  ?  If  the  only  reason  for  putting  this  question  were  the 
interest  that  the  asker  takes  in  all  that  concerns  the  person  to 
whom  it  is  addressed,  there  would  be  no  excuse  for  mentioning  it 
here.  It  seems  to  me,  however,  that  it  is  a  question  which  it  is 
not  only  natural  but  very  desirable  that  I  should  ask  mysel£ 
For,  clearly,  the  likelihood  of  my  beiog  able  in  any  degree  to 
carry  out  the  wishes  and  intentions  of  the  Society  must  greatly 
depend  upon  my  forming  a  correct  judgment  as  to  what  those 
wishes  and  intentions  are. 

I  make  no  excuse^  therefore,  for  having  tried  to  make  out  what 
may  have  been  the  possible  reasons  that  determined  your  last 
choice  of  a  President.  Most  obvious  among  such  reasons  appeared 
simple  and  unearned  kindness,  for  which  I  can  only  o£fer  sincere 
and  grateful  thanks.  But  I  think  I  cannot  be  wrong  in  suppoging 
that  another  motive  which  contributed  to  the  election  of  one  who 
is  no  way  connected  with  telegraphy  or  any  other  practical  appli. 
cation  of  electricity,  was  the  feeling  that  the  Society  of  Telegraph 
Engineers  is  not,  and  does  not  wish  to  be,  simply  a  professional 
society,  but  that  it  is  as  much  concerned  with  the  scientific  prin- 
ciples which  underlie  the  practical  operations  in  which  many  of 
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ite  members  are  engaged^  as  with  the  details  of  these  opeiations 
themselTes. 

NoWy  whatever  view  I  may  take  of  the  wisdom  of  your  reoent 
choice,  coDsidered  as  a  way  of  putting  forward  the  scientific 
interests  of  the  Society,  I  have  ventured  to  take  as  the  subject  of 
what  I  have  to  say  this  evening,  some  considerati<ms  which  have 
1)een  suggested  to  me  by  the  supposition  that  this  was  the 
meaning  of  that  choice.  My  remarks  will  accordingly  relate  to 
some  of  the  ways  in  which  the  scientific  study  of  electrical 
})henomena  and  the  application  to  practical  purposes  of  the  results 
of  that  study  mutually  affect  each  other. 

It  is  a  trite  as  well  as  true  saying  that  practical  inventions 
spring  out  of  scientific  discoveries.  The  chief  practical  inventions 
that  we  have  to  do  with  in  this  Society  owe  their  origin  to  a 
burst  of  discovery  which  took  place  just  over  sixty  years  ago.  It 
was  on  the  21st  July,  1820,  that  Oersted  made  known  the  hct  of 
the  deflection  of  the  magnetic  needle  by  the  galvanic  current,  and 
in  less  than  twelve  months  from  that  date  Ampere  had  demon- 
strated the  reciprocal  action  of  magnets  on  currents ;  he  had  also 
discovered  the  force  exerted  by  currents  upon  each  other ;  and  he 
and  Arago  had  discovered  the  production  of  temporary  electro- 
magnets when  a  current  is  carried  by  means  of  a  coiled  conductor 
round  a  soft  iron  core.  Scarcely  had  electric  telegraphy  thus 
become  possible,  when  in  1821  Sir  Humphry  Davy  produced  a 
voltaic  arc  1  inch  in  length  between  carbon  poles  connected  with 
a  battery  of  2,000  cells,  thus  giving  to  his  own  generation  a 
prophetic  glance  at  what  was  to  be  the  light  of  their  grand, 
children.  Ten  years  later,  in  1831,  Davy's  great  pupil  followed 
with  the  discovery  of  induced  currents— a  discovery  of  which  it 
is  hard  to  say  whether  the  scientific  or  the  practical  results  have 
been  the  most  important. 

Its  fundamental  character  must  have  been  evident  from  the 
firstf  not  only  in  the  number  and  variety  of  the  phenomena 
wherein  the  principle  of  induction  manifested  itself,  but  perhaps 
even  more  in  the  mavellously  beautiful  relation  of  reciprocity  in 
which  these  phenomena  stood  to  those  of  electro-magnetism  and 
electio-dynamics.    Faraday 's  discovery  was  the  complement  of  those 


6  INAUaUBAL  ADDRESS.  [Jan.  26tii, 

of  Oersted  and  Ampere.  Taken  in  conjunction  with  eacli  other,  the 
phenomena  of  electro-magnetism  and  those  of  induced  currents  are 
seen  to  be  different  aspects  of  the  same  facts.  When  thus  known 
from  both  sides,  tiiese  facts  fall  naturally  into  relation  with  the 
other  systematised  physical  facts  under  the  grand  generalisation  of 
the  doctrine  of  Energy;  whereas,  were  but  one  aspect  of  them 
known,  the  phenomena  would  belong  to  the  domain  of  Natural 
History  rather  than  to  that  of  Scientific  Physics. 

On  the  other  hand,  the  practical  consequences  of  the  discovery 
of  induced  currents  have  shown  themselves  year  by  year  to  be 
growing  more  and  more  rapidly  both  in  number  and  importance. 
In  illustration  of  this  statement,  I  need  not  do  more  than  remind 
the  Society  that  it  is  by  the  help  of  induced  currents,  that  the 
electric  light  has  ceased  to  be  merely  a  "  marvel  of  science,"  and  has 
become  a  matter  of  interest  to  municipal  corporations  and  limited 
liability  companies ;  that  electro-magnetic  engines,  instead  of  being 
things  which  would  sometimes  go  round  upon  a  scientific  lecture- 
table,  and  sometimes  would  not,  have  become  the  means  whereby 
water*power:can  be  substituted  for  steam-power  upon  a  practical 
scale ;  and  that  Qraham  Bell  has  made  it  easier  to  talk  to  a  friend 
in  the  next  county  than  it  used  to  be  if  he  were  in  the  next  room. 

With  this,  discovery  of  Faraday's  we  may  say  that  the  essential 
foundations  of  all  practical  applications  of  electricity  made  up  to 
the  present  time  had  been  completely  laid.  The  rearing  of  the 
superstructure  has  depended  on  the  progress  of  practical  invention. 
So  far  as  it  has  been  aided  by  scientific  enquiries,  these  have  related 
to  the  more  complete  elucidation  of  the  laws  of  known  phenomena 
rather  than  to  the  discovery  of  new  phenomena ;  or,  in  cases  where 
they  have  resulted  in  new  discoveries,  the  things  discovered  have 
been  matters  of  more  or  less  important  detail  rather  than  funda- 
mental  principles. 

Always,  however,  when  we  find  scientific  discoveries  giving 
rise  to  practical  inventions,  we  may  also  find  these  inventions 
contributing  to  the  advancement  of  science.  If  it  is  true  that 
in  many  cases  practice  has  been  rendered  possible  by  science,  it  is 
no  less  true  that  every  scientific  discovery  which  is  applied  for 
practical  ends  becomes  more  fertile,  even  of  purely  scientific  results. 
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ikan  it  would  have  been  had  it  not  been  so  applied.  If  the  outcome 
ol  \lie  application  is  a  new  instrument,  such  as  a  magneto-electric 
machine,  a  telephone,  or  a  mirror-galvanometer,  this  immediately 
becomes  a  new  tool  in  the  hands  of  the  scientific  investigator.  If 
the  outcome  is  a  new  process  like  electric  telegraphy,  it  gives 
occasion  for  the  observation  of  phenomena-^say,  electrostatic 
induction  in  galvanic  conductors,  or  earth  currents — ^which  would 
otherwise,  in  all  probability,  have  long  remained  unknown.  It  is 
of  some  aspects  of  this  beneficial  influence  exerted  by  the  progress 
of  practical  inventions  upon  the  advancement  of  science  that  I 
wish  chiefly  to  speak  in  what  follows. 

And  there  is  another  way  in  which  practice  reacts  beneficially 
upon  science,  which  is  not  less  important  than  supplying  it  with  new 
tools  of  research,  or  new  phenomena  for  investigation — that  is,  in 
often  shedding  new  light  upon  the  relative  importance  of  different 
branches  of  enquiry,  and  demanding  an  answer  to  questions  which 
might  otherwise  have  had  long  to  wait  for  full  attention. 

When  an  operation  is  transferred  from  the  laboratory  to  the 
manufactoryi  the  conditions  under  which  it  is  carried  out  are  com- 
pletely changed.  It  is  not  simply  a  change  of  scale,  tons  taking 
the  place  of  grammes,  and  miles  of  centimetres :  the  change  goes 
much  deeper  than  this,  and  affects  both  the  object  in  view  and  the 
criterion  of  success.  The  object  of  the  scientific  investigator  is  to 
get  to  know  something,  and  his  criterion  of  success  is  the  fulness 
and  definiteness  of  the  knowledge  he  gains.  The  object  of  the 
engineer  or  the  manufacturer  is  to  (2o  or  to  Tnake  something,  aiid 
his  criterion  of  success  is  that  he  is  able  to  do  or  make  this  thing 
under  certain  conditions,  and  especially  that  he  can  do  it  or  make 
it  at  not  too  great  a  cost. 

It  does  not,  however,  follow  from  this  that  the  knowledge 
which  will  enable  a  man  to  succeed  in  the  application  of  a  scientific 
discovery  to  practical  purposes  is  of  inferior  quality  to  that  of  the 
professed  man  of  science.  It  may  be  narrower  in  range,  but  in 
what  relates  directly  to  the  particular  subject  he  takes  in  hand,  the 
practical  man  finds  himself  from  the  outset  obliged  to  know  matters 
which,  when  the  only  motive  for  enquiry  is  the  simple  love  of 
knowledge,  are  commonly  not  investigated  until  a  high  stage  of 
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development  has  been  reached.  In  the  ordinary  course  of 
scientific  discovery,  what  may  be  called  the  qualitative  aspects  of 
phenomena  are  the  first  to  attract  attention.  Quantitative  know- 
ledge comes  later,  and  by  degrees :  first  it  is  ascertained  what  are 
the  conditions  which  cause  an  increase  or  decrease  of  the  effects 
observed;  next,  numerical  relations  of  an  empirical  kind  are 
established  between  the  variations  of  these  conditions  and  the 
resulting  variations  of  the  effects.  It  is  not  until  a  phenomenon  is 
sufficiently  well  known  for  definite  mathematical  expression  to  be 
given  to  its  laws  that  what  are  called  '^  absolute  "  values  of  the 
constants  entering  into  the  expression  are  required  for  scientific 
purposes,  or  that  methods  for  the  determination  of  such  values  can 
be  devised. 

On  the  other  hand,  when  an  operation  has  to  be  carried  on,  or 
some  definite  result  is  to  be  produced  as  part  of  a  conmiercial 
undertaking,  it  becomes  of  the  utmost  importance  from  the  very 
first  that  the  effect  of  every  essential  condition  should  be  known  in 
such  a  way  that  it  can  be  stated  by  reference  to  universally 
recogmsed  standards. 

The  difference  between  the  requirements  of  the  two  cases 
becomes  very  evident  on  considering  an  example  of  each  kind. 
During  the  last  hundred  years  some  unknown  number  of  thousands 
of  electrical  machines  have  been  made  and  used  for  purposes  more 
or  less  scientific,  but  after  all  this  experience,  who  cotdd  draw  up 
a  specification  for  an  electrical  machine  which  should,  with  a 
stated  number  of  revolutions,  produce  a  known  quantity  of  elec. 
tricity^-that  is,  which  should  charge  a  condenser  of  known 
capacity  to  a  given  potential  ?  Passing  from  electrical  machines  to 
galvanic  batteries,  we  pass  from  instruments  whose  only  important 
uses  are  for  scientific  purposes  to  instruments  of  which  the 
practical  applications  are  far  more  widespread,  if  they  are  not 
intrinsically  of  greater  importance,  then  their  scientific  uses. 
Accordingly,  we  find  that  the  knowledge  which  we  possess  of  what 
a  galvanic  battery  can  do  is  far  more  definite  than  what  we  have  in 
relation  to  electrical  machines.  We  can  tell  not  only  how  much 
stronger  or  weaker  the  current  produced  by  one  battery  will  be 
than  that  produced  by  another  battery  in  a  circuit  of  equal 
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resistanoe,  but,  when  the  resistance  is  given,  we  can  say  how 
strong  the  cnrrent  will  be  in  each  case,— how  much  silver  it  would 
deposit  in  an  hour,  how  much  heat  it  would  evolve  in  a  given 
]nece  of  platinum  wire,  or  what  would  be  the  strength  of  the 
magnetic  field  produced  when  it  traversed  a  coil  of  known  dimen. 
sions.  And  who  can  doubt  that,  if  the  practical  uses  of  the 
electrical  machine  were  comparable  with  those  of  the  galvanic 
battezy,  oar  knowledge  of  its  efficiency  would  soon  be  equally 
definite? 

The  necessity  for  practical  purposes  of  having  numerical  data 
expressed  in  terms  of  generally  accepted  standards  has  exerted  a 
beneficial  influence  of  a  very  important  kind  on  the  progress  of 
more  than  one  branch  of  physics ;  but  as  our  business  here  is  with 
electricity,  we  need  not  go  beyond  the  bounds  of  this  science  in 
endeavouring  to  trace  such  effects.  The  progress  of  electrical 
science  within,  say,  the  last  thirty  years,  has  been  such  as  to 
amount  almost  to  a  transformation.  Multitudes  of  new  and 
important  facts  have  been  brought  to  light,  but  the  effect  due  to 
the  changed  point  of  view  from  which  the  old  facts  are  regarded 
has  been  greater  than  that  of  any  newly-discovered  phenomena. 
Hatters  that  used  to  be  the  secrets  of  the  high-priests — not  because 
they  were  anxious  to  conceal  them,  but  because  they  found  no  one 
to  listen — are  known  to  the  multitude,  and  are  to  be  found  written 
in  every  tolerable  text-book.  The  introduction  of  methods  of 
absolute  measurement  has  rendered  possible  the  definite  applica- 
tion to  electrical  phenomena  of  the  doctrine  of  Energy,  whereby 
their  relations  to  each  other  and  to  other  physical  phenomena  have 
been  placed  in  altogether  a  new  light.  The  share  which  the 
practical  applications  of  electricity  have  had  in  accelerating  this 
development  of  the  mathematical  theory  of  the  science  is  so  con- 
siderable, that  it  seems  fitting  to  consider  a  little  more  in  detail 
what  the  system  of  so-called  "  absolute  "  measurement  implies  in 
its  application  to  electricity,  and  to  note  some  of  the  most  important 
matters  connected  with  the  development  of  the  system. 

Strictly  speaking,  to  measura  a  thing  of  any  kind  is  to  ascer- 
tain  the  numerical  relation  between  it  and  some  magnitude  of  its 
own  kind  taken  as  a  standard  for  comparison.    In  so  far,  then,  as 
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ahaohUe  means  that  'which  is  not  relative^  it  is  a  contradiction  in 
terms  to  talk  about  absolute  measurements*  But  in  physics, 
words  are  not  always  used  in  exactly  the  same  sense  as  in  meta- 
physics, and  any  physical  quantity  is  said  to  be  known  in  absolute 
measure  when  its  magnitude  can  be  expressed  without  reference  to 
any  other  standard  units  than  those  of  length,  time,  and  mass. 
These  are  of  course  the  units  employed  in  dynamics  in  all  state, 
ments  involvmg  the  numerical  values  of  forces  or  of  the  work  done 
by  them;  and  by  adopting  for  the  measurement  of  electrical 
magnitudes  methods  founded  upon  the  intensity  of  the  forces  to 
which  they  give  rise,  or  upon  the  amount  of  work  done,  mathe- 
matical physicists  have  been  able  to  show  bow  every  such 
magnitude  can  be  expressed  in  terms  of  the  dynamical  units.  It 
is  precisely  the  general  adoption  of  a  system  of  measurement 
founded  on  these  prmciples  that  constitutes  the  most  characteristic 
distinction  between  the  electrical  science  of  the  present  and  that 
of  a  generation  ago ;  and  the  history  of  its  development  affords  a 
striking  example  of  the  manner  in  which  the  most  abstract 
scientific  investigations  may  indirectly  render  services  of  the 
greatest  value  to  industrial  pursuits. 

Before  methods  of  measurement  can  be  devised,  it  is  evident 
that  clear  conceptions  must  be  formed  of  the  things  to  be  measured. 
Such  conceptions  usually  grow  up  by  degrees  in  many  minds  from 
indistinct  beginnings,  until,  in  some  one  mind,  they  take  definite 
shape  and  receive  the  precise  expression  which  makes  it  possible 
for  them  to  become  the  subject  of  mathematical  reasoning.  For 
the  first  great  step  of  this  kind  in  connection  with  the  subjects 
that  most  concern  us  here,  we  are  indebted  to  G.  S.  Ohm,  who  in 
bis  memorable  work  on  the  Mathematical  Theory  of  the  Galvanic 
Circuit,  published  in  1826,  first  placed  in  a  clear  light  the  nature 
and  mutual  relations  of  the  magnitudes  we  now  speak  of  as 
electro-motive  force,  strength  of  current,  and  resistance.  But  the 
system  of  absolute  measurements  in  electricity  owes  its  origin  to 
the  celebrated  paper  published  by  Gauss  in  1832, — Intenaitas  vis 
magneticcB  terrestris  in  menswram  absclutam  revocata^^^in  which 
he  showed  how  the  intensity  of  the  earth's  magnetic  force  and  the 
magnetic  moments  of  artificial  magnets  could  be  measured  in 
absolute  units. 
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In  1840^  Weber  showed  that  this  was  all  that  was  required  in 

order  to  furnish  a  method  for  the  absolute  measurement  of  electrio 

cwrrerUSf  since,  according  to  Oersted,  there  is  magnetic  force  in  the 

neigbbourhood  of  a  current    In  the  tame  year  that  Oersted  made 

known  bis  great   discovery,  Biot  and  Sayart  made  a  series  of 

experiments  by  which  they  ascertained  how  the  direction  and 

intensity  of  the  force  exerted  by  a  current  upon  a  magnetic  pole 

varied  witb  the  distance  and  direction  of  each  part  of  the  conductor 

relatively  to  the  pole.    Combining  these  results  with  those  of 

Gauss,  Weber  defined  the  absolute  unit  of  current-streugth  in 

terms  which  were  equivalent  to  saying  that,  when  a  current  is 

carried  once  round  the  circumference  of  a  circle  of  unit  radius^ 

the  numerical  value  of  the  strength  of  the  current  was  equal 

to  the  numerical  value  of  the  magnetic  force  produced  by  the 

current  at  the  centre  of  the  circle,  divided  by  the  number  of 

units  of  length  in  the  circumference  of  the  circle.    In  order  to 

carry  out  practically  the  measurement  of  currents  in  this  way, 

Weber  devised  the  instrument  which  is  still  in  most  cases  the  best 

and    most  convenient  for    the    purpose,    namely,    the    tangent 

galvanometer.* 

The  first  application  that  he  made  of  this  method  of  measure, 
ment  was  to  determine  the  value  of  the  so-called  '*  electro-chemical 
equivalent "  of  water,  that  is  to  say,  the  quantity  of  water  which 
is  decomposed  per  second  in  a  voltameter  by  a  current  of  unit 
strength.  The  result  obtained  may  be  stated  in  the  language 
of  modem  electricians,  by  saying  that  a  current  of  the  strength 
produced  when  an  electro-motive  force  of  1  volt  acts  in  a  circuit 
of  1  ohm  resistance  would  decompose  1  gramme  of  water  in  2  hcnMra^ 
57}  minutes.  The  special  importance  of  this  result  atises  from 
the  fact  that,  according  to  the  law  of  electrolysis  discovered  by 
Faraday,  the  quantity    of  electricity    needed    to  decompose  a 

•  As  a  matter  of  historical  accuracy,  it  should  be  mentioned  that  a  tangent 
galYanometer  had  been  constructed  by  Pouillet  in  1837,  that  is,  three  years 
before  Weber's  instrument,  and  that,  earlier  still,  in  18S4,  De  la  Kiye  had 
constructed  a  sine-galvanometer.  But  as  neither  of  these  physicists  took 
acoount  of  the  absolute  value  of  the  earth's  magnetic  force,  their  measurements 
of  current  strength  were  only  oom|Miratiye. 
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gramme  of  water  is  also  the  quantity  needed  to  decompose  a 
chemically  equivalent  quantity  of  any  other  substance.  It  thus 
enables  us  to  calculate  the  quantity  of  material  consumed  in  each 
cell  of  a  battery  of  given  construction  when  it  maintains  a  current 
of  known  strength  for  a  known  time. 

Weber's  measurement  has  since  been  repeated  with  closely 
accordant  results  by  Joule,  Bunsen,  Casselman,  F.  Eohlrauschy  and 
others. 

In  1851,  Weber  pointed  out  that  a  knowledge  of  the  absolute 
intensity  of  the  earth's  magnetic  force  also  furnishes  a  basis  for  an 
absolute  method  of  measuring  dectro^Tnotive  forces;  since,  according 
to  the  laws  of  induced  currents  established  by  Faraday,  whenever 
a  conducting  circuit  is  displaced  in  a  magnetic  field,  an  electro, 
motive  force  acts  in  it,  the  magnitude  of  which  depends  only  on  the 
dimensions  and  motion  of  the  circuit,  and  on  the  strength  of  the 
magnetic  field.  It  is  evident  that  electro-motive  forces,  thus  stated 
in  terms  of  absolute  magnetic  intensity,  would  be  known  in  absolute 
measure,  for  the  dimensions  and  motion  of  the  conducting  circuit 
involve  only  the  units  of  length  and  time. 

In  Ohm*s  theory  of  the  galvanic  circuit,  the  resistance  of  a 
conductor  appears  as  the  ratio  of  the  electro.motive  force,  acting  in 
it  to  the  strength  of  the  current  which  it  produces.     Accordingly, 
absolute  units  of  current-strength  and  electro-motive  force,  derived 
firom  electro-magnetic  effects  in  the  way  indicated,  having  been 
adopted,  the  definition  of  the  absolute  unit  of  reaistaince  followed  as 
a  natural  consequence — ^being  the  resistance  of  a  conductor  in  which 
the  unit  electro-motive  force  produces  the  unit  current.    Weber  had 
thus  established  theoretically  a  coherent  system  for  the  measure, 
ment  of  all  the  three  fundamental  constants  of  the  galvanic  circuit. 
Practically,  it  is  sufficient  that  we  should  have  direct  methods  of 
determining  only  two  of  these,  since  the  mutual  relations  of  any 
two  determine  the  third.     We  have  seen  how  Weber  in  1840  gave 
an  experimental  method  for  the  absolute  measurement  of  cur- 
rents, and  in  1851  he  made  known  two  different  methods  which 
he  had  applied  for  the  absolute  measure  of  resistance.    The  results 
of  these  memorable  experiments  were  embodied  by  Weber  in  three 
standard  wires,  which  were  deposited  for  future  reference  in  the 
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Pbjaical  Institute  of  the  Umversity  of  Leipzig,  after  the  absolute 
resistance  of  each  had  been  determined.  These  resistances  were, 
appioximateljy  what  would  now  be  expressed  as  10,  5,  and  2*5 
ohms  respectiyely. 

The  importance  of  thus  establishing  a  system  of  measarement 
for  electrical  quantities  which  should  be  independent  of  the 
dimension  or  construction  of  any  particular  instrument,  or  even  of 
the  special  properties  of  any  particular  substance^  was,  with 
characteristic  penetration,  immediately  recognised  by  Sir  William 
Thomson.  Sir  William  at  once  adopted  and  extended  Weber's 
system.  By  a  course  of  reasoning  which  consists  essentially  in 
equating  the  work  done,  when  an  induced  current  of  constant 
strength  is  maintaioed  by  the  motion  of  a  conductor  in  a  magnetic 
field,  with  the  expenditure  of  chemical  energy  needed  to  keep  up 
an  equal  current  in  the  same  circuit  by  means  of  a  galvanic  battery, 
he  showed  how  the  electro-motive  force  of  a  battery  may  be  calcu. 
lated  firom  the  thermal  value  of  the  chemical  action  which  takes 
place  in  it  when  a  current  is  passing.  In  this  way,  employing 
experimental  data  supplied  respectively  by  Dr.  Joule  and  by 
Br.  Andrews,  he  estimated  the  electro-motive  force  of  a  Daniell's 
cell  to  be  what  wotdd  now  be  called 

1*074  volt  according  to  Joule's  numbers,  and 
I'lOl  volt  according  to  those  of  Andrews. 

These  results  were  arrived  at  from  consideration  of  the  energy  of 
the  current,  and  did  not  depend  on  measurements  either  of  current 
or  of  resistance ;  it  is  therefore  interesting  to  compare  them  with 
those  derived  from  measurements  of  these  two  quantities.  The 
first  recorded  determination  of  the  latter  kind  is  due  to  Bosscha, 
who  in  1856  found  for  the  electro-motive  force  of  a  Daniell's  cell  a 
nimiber  equivalent  to 

1-026  volt. 

hi  1868,  von  Waltenhoven  obtained  a  value  equivalent  to 

1-094  volt. 

Since  resistance-coils  of  known  absolute  value  have  been  in  the 
hands  of  every  electrician,  measurements  of  the  absolute  electro, 
motive  force  of  Daniell's,  Grove's,  and  various  other  batteries, 
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have  been  made  by  several  observers — ^notably  by  Professor  F. 
Kohlrausch  and  by  Mr.  Latimer  Clark. 

The  system  of  measures  of  which  I  have  been  speaking  was 
established  by  Weber  as  a  matter  of  purely  scientific  interest,  but 
the  development  of  electric  telegraphy  which  had  been  going  on 
meanwhile,  and  especially  the  extension  of  submarine  telegraphy, 
had  made  methods  of  accurate  electrical  measurement  matters  of 
great  practical  as  well  as  scientific  importance.     The  consequence 
was  that^  by  about  1860,  those  who  were  reponsible  for  the  proper 
fulfilment  of  the  electrical  conditions  essential  to  the  success  of  the 
great  enterprises  that  were  by  this  time  becoming  common,  not 
only  felt  the  necessity  of  having  exact  experimental  methods,  but 
also  in  many  cases  recognised  the  importance  of  being  able  to 
express  their  experimental  results  in  terms  of  a  coherent  system  cf 
standard  units,  so  that  measurements  of  one  kind  could  be  compared 
with  measurements  of  related  quantities  without  the  introduction 
of  unnecessary  reducing  factors.     At  the  meeting  of  the  British 
Association  held  in  Manchester  in  1861,  a  remarkable  paper,  in 
which  the  importance  of  these  considerations  was  forcibly  brought 
out^  was  read  before  the  Physical  Section  by  Sir  Charles  Bright 
and  Mr.  Latimer  Clark ;  and  at  the  same  meeting  the  following 
resolution  was  passed  by  the  General  Committee  :  **  That  Professor 
Williamson,   Professor  W.   Thomson,  Professor  Miller  (of  Cam- 
bridge), Dr«  Matthiessen,  and  Mr.  F.  Jenkin  be  a  Committee  to 
report  upon  Standards  of  Electrical  Resistance ;  and  that  the  sum 
of  £50  be  placed  at  their  disposal  for  the  purpose."    This  was  the 
afterwards  well-known  Committee  on  Electrical  Standards,  which^ 
with  various  additions  to  its  list  of  members,  continued  in  existence 
till  1870,  and  in  furtherance  of  whose  labours  sums  amounting 
altogether  to  £590  were  paid  by  the  Association.     I  need  scarcely 
remind  the  Society  that  it  is  to  this  Committee — and  especially  to 
three  of  its  members,  the  late  Professor  Clerk  Maxwell,  Professor 
Jenkin,  and  Mr.  Hockin — that  we  are  indebted  for  *'  the  ohm  '*  as 
a  generally  accessible  standard  making  a  close  approach  to  the 
absolute  resistance  of 

10  million  metres  per  second. 

It  would  be  tedious  to  attempt  to  indicate  the  ways  in  which 
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both  tbe  diSusion  and  the  advancement  of  sound  knowledge  of 
electrical  science  have  been  promoted  by  the  multiplication  of  care- 
fuUy-adjusted  standards  of  known  absolute  resistance,  m  the  form 
of  resistance-coils  adjusted  either  by  reference  to  the  ohm  or  to 
Dr.  Werner  Siemens's  mercurial  standard.  It  may  suffice  to  say 
that,  while  providing  for  their  own  needs  by  the  construction  of 
graduated  series  of  resistance-coils,  practical  electricians  have 
placed  an  invaluable  instrument  of  research  in  the  hands  of 
scientific  men,  which  they  have  not  failed  to  appreciate  and 
profit  by« 

From  an  experimental  point  of  view  standards  of  resistance 
are  of  greater  importance  than  electrical  standards  of  any  other 
kind,  on  account  of  the  great  number  of  methods  of  practical 
measurement  of  other  quantities  which  can  be  founded  upon  their 
use.     It  is  therefore  a  matter  for  much  satisfaction  that,  since  the 

introduction  of  the  ohm  as  a  standard  of  resistance,  several  investi. 

» 

gaticms  should  have  been  made,  having  for  their  object  to  determine 
the  absolute  value  of  the  mercury-unit,  or  to  ascertain  how  nearly 
the  resistance  of  the  ohm  itself  agrees  with  its  intended  value  of 
ten  nullion  metres  per  second.  The  results  of  such  investigations 
hitherto  made  known  are  given  in  the  following  table  : — 


BesLBtanoe  in . 

10^  Centimetre! 
Beoond 

Date. 

Obfleryer. 

Ohm. 

Blemene's 
IferoiiTy  Unit. 

XOwxJ         ••.      ..■       *•• 

F.Kohlrausch    ... 

10196 

09717 

Xo/w        ••.      ...      ••# 

Lorenz ...    

•9797 

•9337 

XoJv        ...      ...      •■• 

Bowland     

•9912 

•9446 

Xof  f         **.      •••      .•• 

H.  P.  Weber       ... 

1-002 

•9650 

In  this  comparison  1  ohm  is  taken  as  being  equal  to  1'0493 
mercuiy-unity  the  ratio  given  by  Hermann  Siemens  and  by 
EoUrausch.  Kohlrausch,  Lorenz,  and  Weber  determined  directly 
the  value  of  the  mercuiy-unit,  and  the  values  assigned  to  the  ohm 
on  their  authority  are  calculated  by  the  ratio  just  given.  Rowland 
determined  the  absolute  value  of  copies  of  the  ohm«  With  regard 
to  the  experimental  methods  by  which  these  numbers  were 
obtained,  it  may  be  noted  that,  with  the  exception  of  one  out  of 
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three  di£ferent  methods  employed  by  Weber,  they  all  depended  in 
one  way  or  another  upon  the  production  of  induced  currents.  The 
exceptional  method  depended  on  the  determination  of  the  rate  at 
which  heat  was  eTolved  in  a  conductor  traversed  by  a  current  of 
known  strength,  a  method  that  had  been  employed  by  v.  Quintus- 
Icilius  in  1857,  and  by  Joule  in  1867,  for  the  determination  of  the 
mechanical  equivalent  of  heat.  Lorenz*s  method  calls  for  a 
moment's  remark  on  account  of  its  being  the  only  one  of  the 
induction  methods  in  which  a  steady  current  was  employed,  and 
from  the  great  simplicity  of  the  theoretical  principle  .involved. 
Besistance  in  absolute  electro-magnetic  measure  is  represented, 
just  as  velocity  is,  by  the  ratio  of  a  length  to  a  time)  and  in  Lorenz's 
method  the  only  measures  which  enter  into  the  final  result  are 
certain  linear  dimensions  and  the  time  of  rotation  of  a  copper  disc. 
It  will  be  seen  that  his  results  differ  from  those  of  other  observers 
to  a  relatively  large  extent,  and  it  is  understood  that  they  were 
given  by  him  rather  for  the  sake  of  establishing  the  practicability 
of  his  method  than  as  laying  claim  to  a  very  high  degree  of 
accuracy. 

But  even  leaving  Lorenz's  numbers  out  of  account  altogether, 
a  comparison  of  the  remainder  shows  that  the  real  resistance  of 
our  practical  standards  of  resistance  is  not  yet  known  with  all  the 
certainty  that  is  desirable.  Happily  we  may  hope  before  long  to 
have  further  evidence  on  the  subject.  Dr.  Schuster  having,  I 
understand,  been  engaged  for  some  time  past  at  the  Cavendish 
Laboratory,  Cambridge,  in  redetermining  the  value  of  the  ohm 
with  the  original  instruments  of  the  British  Association  Committee, 
imder  the  superintendence  of  Lord  Bayleigh.  A  revived  Electrical 
Standards  Committee  was  also  appointed  by  the  British  Association 
at  its  late  meeting  at  Swansea,  and  one  of  the  duties  of  this  Com. 
mittee  will  be  to  make  another  determination  with  independent 
apparatus  and  by  a  somewhat  different  method. 

From  time  to  time  doubts  have  been  expressed  as  to  what 
evidence  there  is  that  any  coil  now  in  existence  represents 
accurately  the  resistance  of  the  ohm  as  fixed  by  the  original 
Committee.  As  a  precaution  against  the  effects  of  a  possible 
secular  change  in  the  specific  resistance  of  wires,  the  Committee 
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embodied  their  results  in  a  namber  of  coils  of  dififerent  toaterialsy 
it  being  reasonably  assumed  that  any  serious  change  of  the  kind 
mentioned  would  reveal  itself  by  affecting  the  different  metals 
unequally.  These  coils,  which  were  originally  deposited  in  the 
Eew  Observatory,  and  latterly  in  the  Cavendish  Laboratory,  were 
compared  together  by  Mr.  Hockin  in  1867^  with  the  general  result 
that  there  was  no  certain  indication  of  change  in  any  of  the  wires.  In 
1876  seven  of  the  same  coils  were  re-examined  by  Professor  Chrystal, 
whose  results  generally  confirm  those  of  Mr.  Hockin,  except  as  to  a 
wire  made  of  platinum.silver  alloy,  the  resistance  of  which  seemed 
to  have  slightly  gone  down.  Again,  during  the  last  two  years. 
Dr.  J.  A.  Fleming,  of  St  John's  College,  Cambridge,  has  been 
€Dgaged  in  a  very  careful  study  of  the  temperature-coefficients  of 
the  same  seven  coils,  and  he  tells  me  that  five  of  them  agree  very 
closely  indeed  at  the  temperatures  marked  by  the  Committee, 
while  the  other  two  (one  of  them  being  the  coil  which  Professor 
Chiystal  had  previously  found  to  disagree  with  the  others)  differ 
somewhat  from  the  rest»  but  that  they  ''  all  are  well  within  a  r^ 
of  an  ohm  of  each  other." 

Of  scarcely  less  importance,  both  scientifically  and  practically, 
than  accurate  standards  of  measurement,  are  exact  methods  of 
comparison.    I  do  not  propose  to  occupy  your  time  by  discussing 
details  of  any  such  methods,  but  there  are  two  which  have  proved 
to  be  capable  of  such  very  various  applications,  and  which  illustrate 
so  well  the  point  I  have  had  in  view  all  through  my  address, 
namely,  the  mutually  beneficial  influence  exerted  on  each  other 
by  pure  and  applied  science,  that  I  venture  to  refer  to  them.    I 
mean  Wheatstone's  bridge  and  Poggendorff's  method  of  comparing 
electro-motive  forces.    Without  making  any  attempt  to  point  out 
nearly  all  the  applications  of  either  of  these  methods,  I  may 
mention  some  of  those  which  are  perhaps  of  greatest  interest  to 
practical  electricians.    Let  us  begin  with  the  Wheatstone's  bridge. 
Of  the  four  resistances,  replace  two  that  are  connected  with  the  same 
pole  of  the  battery,  by  two  condensers^  and  we  have  Mr.  De  Sauty's 
arrangement  for  comparing  inductive  capacities ;  replace  by  con- 
densers two  reristanoes  connected  with  the  same  galvanometer- 
terminal,  and  we  have  an  arrangement  for  the  comparison  of 
TOIi.  X  2 
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indactive  capacities  communicated  to  this  Sociely  by  Sir  William 
Thamaon  {Jour.  Telegr.  Eng.,  YoL  L,  p.  397,  1872);  leplaoe  all 
four  resistaQces  by  condensers,  and  we  have  another  arrangement  of 
Sir  William  Thomson's  for  the  same  purpose.  Another  modification 
gives  us  a  method  devised  by  Mr.  Mance  for  the  measnrement  of 
battery-resistances.  Lastly,  if  two  resistances  connected  with  the 
same  batteiy.terminal  are  replaced,  one  by  a  telegraph  cable,  and 
the  other  by  an  equivalent  artificial  line,  we  have  a  practicallj 
successfol  method  of  duplex-telegraphy. 

Poggendorff  8  method  of  compaiing  electro-motive  forces  has  not 
given  rise  to  so  great  a  variety  of  applications,  but  the  principle 
is  of  constant  utilily  in  experimental  work.  By  slight  modifica- 
tions it  yields  two  distinct  methods  of  measoring  battery  resist. 
ances;*  and  as  improved  by  Mr.  Latimer  Clark  it  became  the 
'*  potentiometer,"  and,  as  Mr.  dark  has  shown,  in  combination  with 
a  standard  cell  of  known  electro-motive  force,  it  gives  a  method  of 
determining  the  strength  of  currents  in  absolute  measure  which  is 
probably  much  more  accurate  than  the  use  of  an  ordinary  tangent, 
galvanometer. 

There  is  a  very  important  service  of  a  different  kind  fiom  any 
that  I  have  spoken  of  as  yet,  which  has  been  rendered  to  science 
by  practical  electricians.  I  have  dwelt  at,  I  fear,  tedious  length 
on  the  scientific  value  of  an  absolute  system  of  measures,  and  upon 
the  way  in  which  the  adoption  of  such  a  system  in  connection  with 
electricity  has  been  hastened  by  the  requirements  of  practical  elec* 
tricians.  I  have  not,  however,  mentioned  one  circumstance  that  has 
greatly  facilitated  the  introducticm  of  the  system.  I  mean  the  selec- 
tion by  Sir  Charles  Bright  and  Mr.  Clark  of  decimal  multiples  of  the 
primary  units  of  such  values  as  are  convenient  for  practical  use, 
and  the  sending  of  each  of  them  out  into  the  world  with  a  simple 
weU-chosen  name,  such  as  oha^  voU,  or  farad.  It  is  certain  that 
the  practical  imit  of  resistance  would  have  had  long  to  wait  for  the 
honourable  recognition  it  now  enjoys  if  it  had  had  no  handier 
name  than  "  ten  million  metres  per  second."    It  is  said  that 

•  One  of  these  described  by  Hr.  Mance  in  1871  {Proe,  .12oy.  Boe.^  xiz.,  252, 
1871)  had  been  pabliiBhed  four  years  earlier  by  M.  Baynaud  (CompC  rml., 
l2Jv.,170). 
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literary  men  never  invent  a  genuine  new  English  word— -tbey  can 
only  borrow  one  ready  made  firom  Greek  or  Latin.  It  is  the 
people  who  find  themselves  actually  doing  and  working  with  new 
thiDgs  who  are  able  to  invent  new  English  words  like  trwm  and 
AxmU  In  science  the  constant  growth  of  ideas  causes  a  constantly- 
recQiring  need  for  enlarged  powers  of  expression.  To  supply  this 
need  in  one  direction.  Professor  Everett  introduced,  7  or  8  years 
ago,  those  useful  words  dyne  and  erg^  which  seem  now  to  have 
taken  firm  root,  but  they  would  hardly  have  come  into  existence 
Iiad  it  not  been  for  the  encouraging  example  of  the  ohm  and  volt 

Let  me  end  with  a  practical  suggestion,  which  is  perhaps  all  the 

more  likely  to  be  acceptable  because  it  is  not  altogether  original. 

From  time  to  time  one  hears  complaints  of  the  want  of  agreement 

lietween  the  ^'resistance  boxes"  issued  by  different  makers,  or 

even  that  those  issued  by  the  same  makers  are  not  consistent  with 

each  other.    Such  irregularities,  if  they  exist  to  any  considerable 

extent,  are  of  course  a  very  serious  evil,  but  at  present  there  is  no 

recognised  and  accessible  authority  to  appeal  to  in  such  a  case. 

It  has  even  been  suggested  that  the  uniformity  of  electrical 

standards  is  of  sufficient  importance  to  the  community  for  them  to 

be  taken  cognizance  of  by  the  Qovemment  Standards  Department. 

But  this,  however  desirable  eventually,  can  hardly  be  asked  for 

until  scientific  men  are  more  closely  agreed  than  they  are  at 

present  as  to  what  the  absolute  value  of  the  standards  ought  to 

be.     In  the  meantime,  there  is  no  body  in  the  kingdom  which 

could  so  suitably  take  the  supervision  of  this  matter  as  the  Society 

of  Telegraph  Engineers  and  of  Electricians.    Might  not  an  arraoge. 

ment  be  made — something  on  the  model  of  the  system  followed  at 

the  Kew  Observatory  for  the  testing  of  meteorological  instruments — 

whereby  any  one  who  wished  it  might  have  his  resistance-coils 

compared  with  some  one  standard,  and  might  receive  a  certificate 

under  the  authority  of  this  Society,  stating,  with  sufficient  accuracy 

for  practical  purposes,  their  errors  as  referred  to  this  standard  1 

Whether  the  organisation  required  for  this  purpose  would  be 

practicable,  I  cannot  say,  but  it  seems  to  me  that  the  plan  is  at 

least  worthy  of  consideration. 
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Mr.  E.  Graves  :  I  think  that  the  Society  has  good  cause  to 
congratulate  itself  on  the  fact  that  the  diversity  of  Presidents 
who  have  occupied  our  chair  have  treated  us  to  addresses  founded 
on  almost  every  conceivable  branch  of  knowledge  to  which  their 
attention  could  be  directed,  and  that  no  President  has  trodden  in 
the  steps  of  a  predecedsor  and  reproduced  anything  bearing  on  the 
same  ideas.  We  have  listened  to  many  eloquent  and  interesting 
addresses,  and  I  am  sure  you  will  all  agree  with  me  that  the 
worthy  President  who  now  occupies  the  chair  for  the  first  time — 
and  who,  I  am  sure,  all  will  heartily  welcome  among  us — ^has 
given  us  an  address  inferior  to  none  that  we  have  hitherto  heard. 
It  is  not  easy,  by  simply  listening  to  an  address  read  for  the  first 
time,  to  immediately  fit  oneself  to  attempt  to  characterise  it.  It 
strikes  me,  however,  as  possessing  several  features  of  special  im- 
portance— as  being  a  resurne  of  those  successive  scientific  discoveries 
(to  use  his  own  words)  ^'  of  a  qualitative  "  character  that  have 
aided  in  the  practical  development  of  applied  science,  and  it  has 
shown  us  how  the  labours  of  the  closet  and  the  laboratory  have 
conduced  to  the  commercial  success  of  apparatus  of  all  kinds  used 
at  the  present  day.  It  has  shown  us  how  the  practical  use  of  the 
principles  originally  discovered  in  the  closet  have  enabled  some 
conclusions  of  the  discoverers  to  be  corrected,  and  it  has  shown 
us  also  the  great  necessity  for  exact  calculation,  so  that,  given  a 
certain  electrical  arrangement,  the  result  can  be  predicated  as  exactly 
as  a  naval  architect  by  the  use  of  certain  measurements,  dimensions, 
and  laws  can  predicate  the  stability  or  speed  of  a  vessel.  From  the 
very  multifarious  nature  of  the  topics  dealt  with  by  Professor 
Foster,  it  is  impossible  to  form  more  than  a  very  imperfect  idea  of 
the  value  of  the  paper  we  have  listened  to ;  but  I  am  perfectly 
certain  that  it  will  be  a  most  important  subject  for  study  when  we 
have  the  opportunity  of  reading  it ;  and  I  am  sure  you  will  all 
join  with  me  in  the  resolution  I  have  to  propose,  viz.,  "  That  the 
best  thanks  of  the  Society  are  due  to  the  President  for  the  able 
and  lucid  address  just  delivered  by  him,  and  that,  with  his  per., 
mission,  the  same  be  printed  and  published  in  the  Journal  of  the 
Society." 
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Professor  D.  E.  Hughes  seoooded  the  resolution,  and  said  he 
▼as  sare  that  every  one  present  would  heartily  approve. 

li  solution  carried  unanimously. 


I 

j        Professor  Fobtbb  :  I  have  to  thank  Mr.  Graves  and  Professor 


Hog;  «  most  cordially  for  the  very  kind  manner  in  which  they 
ba?e  >ropo8ed  and  seconded  the  vote  of  thanks,  and  the  members 
proe*  t  for  the  way  in  which  they  have  received  it,  as  well  as  for 
the  i^^inlgence  with  which  they  listened  to  my  address. 


SOME  EXPERIMENTS  ON  INDUCTION  WITH  THE 

TELEPHONE. 

By  A.  W.  Heaviside,  Member. 

D  iring  December,  1880,  whilst  making  some  experiments  on 
bdr'ition,  in  which  the  telephone  was  used  as  a  current  detector, 
I  experienced  much  trouble  at  first  from  foreign  induction.  The 
exjeiiments  were  made  in  a  room  where  there  wero  many 
bai  eries  and  wires  leading  to  the  instrument  room,  and  line  wires 
from  the  instrument  room  to  the  street  pipes. 

'Hie  difficulty  that  presented  itself  was  how  to  distinguish  what 
was  general  from  the  particular  induction  being  experimented 
upon,  and  in  endeavouring  to  separate  and  find  the  value  of  each 
I  was  lod  to  make  the  following  experiments : — 

The  accompanying  plan  shows  the  disposition  of  the  basement 
rooms  in  which  the  experiments  were  conducted. 

1.  In  the  position  shown  in  the  plan  (Fig.  1),  it  was  found  that, 
if  about  18  feet  of  G.P.  wire  (18  copper-covered  to  No.  7)  was 
opened  out  and  suspended  by  means  of  loops  of  gutta  percha  strip 
at  the  three  points  A,  B,  C,  and  the  extremities  connected  to  the 
primary  of  the  small  induction  coil  of  a  Crossley's  transmitter,  a 
Bell  telephone  being  in  circuit  with  the  secondary  coil  of  the  same, 
induction  from  the  neighbouring  batteries  and  wires  was  plainly 
heard,  so  plainly  that  Morse  signab  by  hand  could  be  heard 
sofficiently  loud  at  times  to  be  read,  whilst  automatic  transmitter 
signalling  could  also  be  heard. 
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Upon  closing  ap  the  G.P.  wire,  as  shown  by  the  dotted 
the  sounds  ceased. 


2.  The  telephone  was  now  joined  np  minus  the  induction  coil, 
and  the  sounds  were  diminished  to  about  one-third  the  loudness. 

To  prove  that  the  sounds  were  not  due  to  leakage  at  the  points 
of  suspension  (for  I  had  previously  found  surface  leakage  to 
produce  disturbing  effects),  an  electroscope  was  put  in  contact 
with  the  G.P.  wire  and  was  not  discharged. 

8.  Following  the  example  of  Professor  Hughes,  who  has  made 
this  field  of  study  particularly  his  own  (March  12, 1879),  a  light 
firame  for  the  support  of  the  wire  was  now  made,  two  pieces  of 
lath  tied  together  in  the  middle  so  as  to  form  a  cross,  each  piece 
6  feet  long,  and  the  G.P.  wire  was  fastened  to  it  as  here  shown, 
thus  making  a  very  portable  coil. 

Fio.  8. 
Thiee^azni  wixei  oloae  together. 


The  induction  coil  was  used  as  in  experiment  No.  1«    On 
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carrymg  this  induction  current  detector  about  the  battery  room, 
the  echo  of  what  was  going  on  in  the  instrument  room  wa|3  plainly 
heard. 

The  indnction  coil  was  now,  for  convenience,  discarded  (al- 
though this  somewhat  reduced  the  sounds),  and  the  telephone  was 
joined  direct  to  the  wire  on  the  frame.  With  this  arrangement, . 
on  placing  one  side  of  the  square  ag^dnst  any  set  of  batteries,  if 
the  batteries  were  in  use  two  kinds  of  sounds  were  distinguishable, 
one  the  general  induction  of  the  neighbouring  wires  and  batteries,, 
the  other  the  particular  induction  of  the  battery  parallel  with 
which  the  firame  of  wires  was  held  In  the  latter  case  all  the 
messages  passing  could  be  distinctly  read. 

4.  TTpon  taking  the  frame  and  placing  it  parallel  with  the  trough 
containing  the  line  wires  entering  the  building,  the  general  induc- 
tion was  very  distinct,  and  the  theoretical  laws  of  induction  were 
well  illustrated,  a  neutral  position  always  being  found  when  two 
sides  of  the  wire  frame  were  eqiddistant  from  the  centre  of  the 

Kms  Ynnr. 


trough ;  at  all  intermediate  positions  the  sounds  varying  with  the 
angle  in  which  the  frame  was  held. 
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The  loudest  sounds  were  heard  when  the  experimental  ooil  was 
so  held  that  the  trough  and  the  ooil  were  in  the  same  plane,  and 
turning  the  frame  round  to  any  other  position  always  caused  a 
diminution  in  the  sounds.  The  neutral  position  in  which  all  sounds 
ceased  was  when  two  sides  of  the  frame  were  equidistant  from  the 
trough  and  parallel  to  it. 

These  experiments  were  varied  in  many  ways,  with  results  all 
confimatory  of  those  described,  and  then  a  new  fact  presented  itself, 
for  I  found  that  the  induction  produced  sounds  in  the  telephone 
when  disconnected. 

5.  The  wire  suspended  by  G.P.  loops  at  A,  B,  C  was  con. 
nected  with  a  contact  breaker  giving  100  reversals  per  second. 


and  a  battery  of  sufficient  power  to  produce  a  current  of  the 
strength  of  2  Webers*  On  taking  a  disconnected  telephone 
anywhere  within  15  feet  of  the  wires  A,  B,  C,  the  reversals  could  be 
detected ;  on  approaching  the  wire  they  became  very  loud,  and 
when  a  turn  of  wire  was  taken  round  the  neck  of  the  telephone  the 
sounds  could  be  readily  heard  without  placing  the  telephone  to  the 
ear.  Of  course,  when  the  telephone  was  placed  anywhere  within 
the  space  bounded  by  A,  B,  and  C,  the  sounds  were  veiy  loud. 
6.  This  experiment  also  very  beautifully  illustrated  the  laws 
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of  isdnctioD,  inaannclt  as  if  the  tele|^i(»ie  iras  placed  as  in 
poBititn  1,  load  soands  weare  beard ; 

2,  louder  Bounds ; 

3,  no  sounds  -whatever; 

4,  ditto. 


On  taking  a  disconnected  telephone  and  coiling  one  turn  of  any 
battery  connection  round  it,  if  the  battery  was  in  use  all  that  was 
passing  conld  be  heard,  and  the  messages  read  if  sent  by  hand. 

7.  I  next  found,  if  the  terminals  of  the  telephone  were  connected 
together,  and  a  condnotiTe  closed  path  were  thus  offered  for  the 
induced  cnrrents,  that,  instead  of  obtaining  Unider  sounds,  the 
sounds  were  amaziDgly  reduced — smothered,  in  bet. 

This  &ct  enabled  me  in  the  experiments  I  was  conducting  to_ 
distinguish  when  I  beard  sounds  whether  the  currents  I  was 
endeavouring  to  detect  existed,  or  whether  the  sounds  arose  from 
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induction  from  the  primaiy  or  surroondrng  batteries ;  for  if  there 
was  any  uncertainty,  by  remoying  one  of  the  ooxmections,  the 
sound  either  disappeared  entirely  or  increased  in  loudness. 

In  the  former  case  the  sounds  must  have  arisen  from  induction 
acting  on  the  wires  in  connection  with  the  telephone ;  in  the  latter, 
firom  direct  induction  on  the  telephone  itself,  proved  by  the 
increase  in  loudness  on  disconnecting  it. 

The  only  case  of  induction  on  a  disconnected  telephone  pro- 
ducing sounds  with  which  I  became  acquainted,  through  looking  up 
the  subject  after  making  these  experiments,  was  the  published 
observations  of  Mr.  Stroh,  who  found  that  a  powerful  magnet 
moved  close  to  a  disconnected  telephone  caused  it  to  emit  faint 
sounds.  Mr.  Stroh  has,  however,  since  informed  me  that  Professor 
Hughes  has  observed  that  a  disconnected  telephone  is  sounded 
by  the  making  and  breaking  contact  of  an  induction  coil  at  work 
in  its  neighbourhood,  and  that  he  (Mr.  Stroh)  has  verified  this 
experiment,  and  finds  the  sound  audible  in  an  adjoining  room. 

Why  the  sounds  are  so  much  louder  when  the  telephone  is 
disconnected  than  when  it  is  short-circuited  may  perhaps  be  thus 
e:i^lained.  We  have  a  primary  wire  in  which  a  current  is  made 
and  interrupted,  and  a  secondary  wire  (the  telephone  coQ)  in 
which  the  makes  and  breaks  of  the  current  in  the  primary  induce 
electro-motive  forces.  When  the  secondary  is  closed,  the  induced 
current  due  to  the  establishment  of  the  primary  current  is  a 
continuous  .wave,  rising  to  a  maximum  and  falling  to  nothing 
again.  But  when  the  coil  is  disconnected,  a  continuous  current 
cannot  flow,  and  the  induced  current  is  oscillatory.  Its  magnitude 
ifiy  of  course,  immensely  less  than  in  the  fonoer  case,  but  its  oscilla- 
tory  character  renders  it  more  suitable  for  producing  sounds. 

Mr.  O.  Heaviside  informs  me  that  the  period  of  the  induced 
oscillatory  current  in  a  secondary  wire  (where  the  terminals  are 
connected  to  a  condenser  of  small  capacity)  due  to  the  establish, 
ment  of  a  current  in  a  primary  is  represented  by  the  following 
formula :—  

where  e  is  the  capacity  of  the  condenser,  Li  the  coefBcient  of  self. 
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induction  of  the  primaiy,  L^  that  of  the  secondary,  and  M  their 
coefficient  of  mntoal  induction ;  the  frequency  being  thus  inveiBely 
proportional  to  the  square  root  of  the  capacity  of  the  condenser; 
The  disconnected  telephone  may  to  a  first  approximation  be 
r^arded  as  connected  to  a  condenser  of  small  capacity. 

AddUiont  Jcmtiary  25iJif  1881. 

The  following  experiments  have  reference  principally  to  the 
effect  produced  by  connecting  condensers  to  the  disconnected 
telephone. 

The  sounds  in  a  disconnected  telephone  produced  by  making 
and  breaking  a  primary  circuit  containing  a  battery  are»  as  might 
be  expected,  considerably  increased  by,  instead  of  a  single  turn, 
making  the  primary  make  several  turns  round  the  telephone. 

Winding  four  feet  of  the  primary  into  a  flat  coil,  and  laying  it 
flat  upon  the  mouthpiece  of  the  disconnected  telephone,  gave  the 
same  result. 

Equally  loud  sounds  were  obtained  by  wrapping  four  feet  of 
the  primaiy  round  the  neck  of  the  telephone  dcse  to  the  ochI,  and 
in  all  cases  the  sounds  were  much  dulled  by  shortKarcuiting  the 
telejAone. 

The  eSed  of  electrostatic  capacity  is  curious.  A  single  turn 
of  the  primaiy  being  taken  round  the  neck  of  the  disconnected 
telephone,  and  condensers  of  different  capacities  being  attached 
thereto,  I  found  in  the  fiist  place  that  a  capacity  of  about  xiAnr 
microfarad  made  no  perceptible  difference,  ditto  with  ^  micro. 
fajsd. 

With  a  capacity  of  from  ^  to  ^  of  a  microfarad,  the  sharpness  of 
the  sounds  was  increased^  but  further  addition  to  the  capacity 
produced  diminution,  which  continued  until  with  29  to  SO  micro- 
fjBrads  the  sounds  were  the  same  as  with  the  telephone  short, 
drcuited.  On  gradually  taking  out  capacity,  the  sounds  increased 
imtil  the  normal  sound  of  the  disconnected  telephone  returned ; 
and  I  again  found  that  a  capacity  of  from  ^  to  }  mixsrofEurad  increased 
instead  of  diminishing  the  sharpness  of  the  sounds. 

Next,  with  resistance  coils  connecting  the  terminals  of  the  tele- 
phone instead  of  condensers,  I  found  that  the  insertion  of  10,000 
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ohms  gave  nearly  the  same  aounds  as  diacannectio&y  while  smaller 
reeistaaoes  diminished  the  sounds,  which  became  gradoalij 
smothered  as  the  resistance  was  reduced.  These  ooUb  were,  of 
coarse^  doable  wound.  An  etectro-magnet  instead  quite  altered 
the  character  of  the  sounds  by  its  self-induction,  producing^  in  fact, 
a  similar  e£kct  to  what  is  to  be  observed  in  the  Gower-Bell 
telephone.  In  receiving  with  that  instrument,  the  secondary  of 
an  induction  coil  is  in  circuit,  but  there  is  an  immediate  improve- 
ment both  in  loudness  and  distinctness  if  the  secondary  coil  be 

short-circuited. 

Professor  D.  E.  Hughbs  :  I  have  listened  with  a  great  deal  of 
interest  to  Mr.  Heaviside's  paper,  and  I  must  say  that  I  have 
myself  observed  many  of  the  effects  mentioned,  and  can  vouch  to 
their  accuracy.  The  reason  why  the  effect  was  greater  in  one  ex. 
periment  than  another  was  because  a  quantity  wire  was  used. 
When  an  intensity  wire  was  substituted  for  a  quantity  wire,  the 
induction  became  stronger.  The  employment  of  a  square  coil 
allows  us  to  observe  the  effect  upon  that  portion  of  the  coil  nearest 
to  the  supposed  cause  of  induction,  and  the  larger  the  square  coil 
used  the  less  neutralising  effects  we  perceive  from  the  opposing 
side  of  coil.  The  diagrams  used  by  Mr.  Heaviside  illustrate  this. 
The  same  effect  takes  place  in  the  induction  balance.  If  a  piece 
of  iron  be  exactly  in  the  centre,  no  effect  is  produced,  but  the 
slightest  deviation  will  cause  a  positive  or  negative  induced 
current. 

The  paper  deserves  great  credit  and  thanks. 

Mr.  A.  Stboh  :  As  Mr.  Heaviside  mentioned  in  his  paper  an 
experiment  made  by  me  some  time  ago  (described  in  the  Tde^ 
graphie  Journal,  15th  Jan.,  1879),  I  should  like  to  say  a  few 
words  respecting  it.  It  is  a  fact  that,  if  a  powerful  magnet  is  made 
to  approach  a  telephone  while  the  latter  is  applied  to  the  ear, 
sounds  are  heard  which  resemble  the  breathing  of  a  person  or 
child.  That  is  entirely  a  magnetic  effect,  which  I  have  endeavoured 
to  investigate  further.  The  following  diagram  illustrates  the 
experiment : — 
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It  practically  coDsiBts  of  a  thin  iron  diaphragm.  A,  and  a  wooden 
crossbar,  B,  supportiDg  a  bent  rod  of  soft  iron,  C.  When  a  strong 
horseahoe  magnet,  D,  is  brought  into  the  position  shown,  the 
diaphr^m.  A,  and  the  rod,  C,  become  magnetised,  but  with 
opposite  polarity,  and  attraction  takes  place  at  E.  If  now  the 
m^Det,  D,  is  caused  to  move  gently  to  and  fro  in  the  direction  of 
the  arrows,  the  diaphragm,  A,  will  make  corresponding  movements, 
approaching  and  receding  from  the  iron  rod,  C.  During  each  of 
these  movements  the  sounds  I  have  mentioned  can  be  heard.  It 
further  appears  that  the  quality  of  the  sound  during  the  approach 
of  the  ma^et,  D,  is  slightly  different  to  that  produced  by  a  move, 
ment  in  the  opposite  direction. 

Mr.  Alex.  J.  S.  AdaHS:  Wliilst  discussing  the  subject  of 
induction  io  relation  to  the  telephone,  penuit  me  to  mention  the 
result  of  some  experiments  made  upon  the  effect  of  circulating 
correnta  upon  iron.  It  is  well  known  that  if  a  piece  of  iron  be 
presented  to  the  end  of  a  hollow  coil,  the  pass^e  oE  a  current 
tluou^  the  coil  tends  to  draw  the  iron  into  it,  and  to  hc^  the  iron 
witliin  the  coil  until  the  current  ceases.  This  effect  is  apparently 
<me  of  m^netic  attraction.  If,  however,  a  straight  piece  of  iron 
wire  be  balanced  along  the  centre  of  a  hollow  helix,  and  is  free  to 
move,  at  the  moTnent  of  completing  or  of  breaking  the  circuit 
the  iron  wire  is  drawn  from  its  central  position  towards  the  inner 
wall  of  the  coil — in  taiA,  to  that  part  of  the  wall  to  which  it  may 
be  nearest.  This  effect  ia  but  momentary,  for  the  wire  immedi. 
ately  returns  to  its  original  position.  This  lateral  attraction  on 
the  part  of  the  coil  is  beautifully  shown  if  fine  iron  filings  be 
caused  to  occupy  a  central  position  along  the  inside  of  the  coil, 
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for  the  filings  will  at  the  moment  of  completing  or  breaking  the 
circuit  jump  and  start  towards  the  inner  wall  of  the  coil,  although 
owing  apparently  to  want  of  weight,  and  to  the  shortness  of  the 
interval  during  which  the  effect  takes  place,  they  do  not  materially 
change  their  original  position.  It  would  seem  that  this  lateral 
effect  is  purely  one  of  induction,  and  the  result  of  the  experiment 
may  interest  the  author  of  the  paper  just  read. 

Professor  HuQHES :  I  will  just  say  with  regard  to  Mr.  Stroh's 
experiment  that  I  have  repeated  it  myself,  and  would  reconmiend 
every  one  possessing  a  telephone  to  repeat  it  also.  I  have  tried  to 
investigate  the  cause  of  the  sound  produced,  but  my  place  is  too 
noisy  to  admit  of  sufficient  stillness  to  trace  it,  though  it  is 
evidently  due  to  the  magnetisation  in  the  telephone  not  being 
continuous.  If  it  were  we  should  not  have  "  breathing.''  The 
experiment  is  a  most  beautiful  one,  and  will  in  my  opinion  lead  to 
something  greater  if  properly  investigated. 

Professor  Aybtok  :  I  am  not  quite  clear  whether  Mr.  Heaviside 
in  his  paper  gave  us  one  reason  why  he  heard  better  when  the 
telephone  circuit  was  open  than  when  it  was  closed.  Does  not 
the  primary  battery  current  act  directly  on  the  magnet  of  the 
telephone  and  not  on  the  coil  ?  Of  course,  we  hear  the  telephone 
simply  because  there  is  a  change  in  the  magnetism  of  the  bar 
magnet,  which  causes  motion  of  the  diaphragm.  We  know  that 
in  an  ordinary  Bhumkoff  coil  the  main  object  of  the  primary 
current  is  not  to  act  directly  on  the  secondary  coil,  but  by  its 
intermittence  to  produce  changes  in  the  magnetism  of  the  bundle 
of  iron  wires  which  produce  the  currents  in  the  secondary  coil. 
If  we  consider  that  we  have  a  primary  wire  through  which  there 
is  an  intermittent  current  produced  by  a  battery  flowing,  we 
should  have  changes  produced  in  the  magnetism  of  the  bar,  which 
would  produce  corresponding  actions  of  the  telephone,  and  so 
sound  would  result.  The  same,  to  a  certain  extent,  would  happen 
if  the  circuit  were  open.  But  if  a  closed  circuit  were  used,  two 
inductions  would  have  to  be  considered,  viz.,  the  direct  induction 
of  the  primary  current  (when  it  is  altered  in  intensity)  on  the 
magnet,  and  the  induction  of  the  primary  current  on  the  closed 
secondary  current,  which  itself  again  acts  on  the  magnet.    When 
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a  CQirent  flows  along  the  primary  coil  it  t&tkds,  say,  to  increase 
the  magnetism  in  one  ead  of  a  magnet,  but  that  current  would 
induce,  in  ihe  opposite  direction,  a  current  in  the  secondary  coil, 
and  that  current  would  tend  to  diminish  the  magnetism  of  the 
magnet:  that  is,  the  two  effects  would  tend  to  neutralise  one 
another,  and  consequently  there  would  be  less  change  in  the 
magnetism  of  the  bar,  and  therefore  less  motion  of  the  diaphragm 
than  there  would  be  if  the  coil  of  the  telephone  were  open  or 
removed  altogether.  If  this  be  correct,  then  the  best  effects  ought 
to  be  obtained  if  there  were  no  coil  in  the  telephone  at  all ;  not 
BO  good  if  an  open  coil  be  used ;  and,  lastly,  the  worst  effects  with 
a  closed  coil. 

I  mention  this,  as  it  does  not  appear  to  me  that  Mr.  Heaviside 
has  pointed  it  out  in  his  paper. 

Professor  HUGHES :  Excuse  my  rising  again,  but  I  wish  to  say 
that  I  can  corroborate  the  remarks  Professor  Ayrton  has  just  made, 
I  have  tried  the  experiments^  and  he  is  quite  right  in  stating  that 
the  effects  are  far  greater  without  the  coil.  I  use,  in  fact,  myself 
a  telephone  without  a  coil  to  test  my  batteries ;  and  it  is  a  fact 
(which  I  published  in  the  Comptes  Rendvs  in  Paris  last  year) 
that  with  a  diaphragm  and  magnet  placed  at  one  ear  and  a  coil  at 
the  other  ear,  all  that  is  passing  in  the  coil  will  be  heard  from  the 
diaphragm ;  the  head,  as  it  were,  acting  as  a  transmitter. 

The  Pbbsidekt  (Professor  Fosteb)  :  I  think  there  can  be  no 
doubt  that  Professor  Ayrton  has  given  us  the  correct  explanation 
of  the  effect  of  closing  the  circuit.  The  direct  action  of  the 
primary  current  upon  the  coil  of  the  telephone  must  be  extremely 
small ;  it  can  only  be  due  to  the  difference  of  distance  between 
the  two  edges  of  the  coil,  one  being  nearer  to  the  primary  than  the 
other.  The  effects  of  the  primary  circuit  on  the  iron  of  the 
magnet  must  evidently  be  much  greater  than  its  direct  effect  upon 
the  coil.  I  should  like  to  ask  Mr.  Stroh  a  question  about  the 
experiment  he  has  mentioned  to  us.  I  did  not  at  first  sight  see 
why  the  bit  of  soft  iron  wire  should  be  bent  on  one  side,  but  I 
presume  that  that  is  in  order  that  the  force  of  the  magnet  should 
not  act  directly  upon  the  diaphragm  ?  Also  as  to  the  precise  way 
in  which  the  experiment  is  made^  whether  the  magnet  is  held  in 
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the  hand  when  it  is  brought  near,  because  this  *^  breathing  sound  *' 
means  that  the  disc  must  be  making  minute  vibrations  during  all 
the  time  the  sound  lasts.  I  should  think  it  is  almost  impossible 
(even  though  we  think  we  are  holding  it  steady)  to  prevent  small 
movements  in  the  hand  which  would  cause  one  pole  to  be  con- 
tinually  approaching  or  receding.  Holding  the  magnet  in  the 
hand  must  cause  a  slight  trembling,  but  that  explanation  wocdd 
go  for  nothing  if,  when  the  magnet  is  held  artificially  steady,  the 
sounds  are  still  perceived  equally  well.  Let  me  ask  how  far  any- 
thing  of  this  kind  is  possible  towards  explanation  ? 

Mr.  Stboh  :  I  think  I  can  satisfactorily  answer  Professor 
Foster's  questions  if  I  may  refer  once  more  to  the  diagram.  The 
first  time  I  tried  the  experiment  I  used  an  ordinary  Bell 
telephone  with  a  straight  bar,  and  found  that,  on  coming  near  a 
strong  magnet,  almost  any  movement  produced  the  breathing 
sound ;  but  the  arrangement  I  have  described  to-night  with  the 
bent  iron  bar  or  rod  gives  the  best  effect.  By  this  arrangement 
the  magnet,  D,  can  be  brought  easily  into  such  a  position  as  to 
induce  magnetism  in  the  diaphragm  and  the  iron  rod  at  the  same 
time.  The  experiment  is  performed  by  simply  moving  the 
magnet  to  and  fro  with  one  hand  near  the  instrument,  which  is 
held  to  the  ear  by  the  other  hand.  Bespecting  the  suggestion 
that  the  sounds  may  be  caused  by  an  unsteady  hand  in  moving  the 
magnet,  I  will  say  that  I  think  it  quite  impossible,  with  a  horse, 
shoe  magnet  weighing  about  two  pounds,  to  produce  movements 
quick  enough  so  as  to  cause  sound.  Any  one  who  noay  repeat  the 
experiment  will  at  once  perceive  that  the  effect  is  not  due  to  un- 
steady movements  of  the  magnet. 

As  to  the  origin  of  these  sounds,  it  seems  to  me  that  the  dia. 
phragm,  when  drawn  towards  or  receding  from  the  iron  rod,  does  not 
perform  these  movements  with  smoothness,  but  by  numerous 
minute  and  irregular  jerks.  But  whether  the  gradual  increase  and 
decrease  of  magnetism  in  the  iron  rod  and  diaphragm  takes  place 
in  jerks  or  step  by  step,  or  whether  it  be  in  the  nature  of  an  iron 
diaphragm  to  yield  to  a  gradually  changing  force  by  minute  jerks, 
I  have  not  been  able  to  ascertain.  Certain  it  seems  that,  if  the 
diaphragm  moved  smoothly  and  gradually,  no  sounds  would  be  the 
result. 
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A  vote  of  thanks  was  then  accorded  to  Mr.  Heaviside,  and  the 
President  annoanoed  that  the  hallot  for  new  Members  and 
Associates  was  opened. 

The  following  gentlemen  were  elected 

As  Foreign  Members : 

S.  Lauritzen. 


Paul  BayoL 

Dr.  Mathnes  Nogueira  Biand&o. 

Gavino  B.  Cueli. 

F.  I.  C.  M.  Hoist. 

N.  Ispolatoff. 

F.  Kolvig. 


C.  A.  MoUer. 
K  B.  Petersen. 
N.  Pissarewsky. 
Olegario  Y.  Ugarte. 


Ernest  Boiler. 

William  Belville. 
(xeorge  Menzies  Clements. 
William  D.  Gooch. 
Frederick  Edward  Hesse. 


As  Membera : 

I         A.  Ainslie  Common. 

As  Aaaodaies : 

James  Huggins. 
Alfred  Bichard  Sexmett. 
Henry  Taylor. 
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M  EABTH  OUBEENTS.  [Feb.  10th, 

The  Ninety-fifth  Ordinary  General  Meeting  of  the  Society  was 
held  on  Thursday  evening,  February  lOth^  1881,  at  ihe 
Institution  of  Civil  Engineers,  25,  Great  George  Street, 
Westminster— Professor  Q.  C.  Fostee,  F.R.S.,  President,  in 
the  Chair. 

Tho  Seobetabt  read  the  Minutes  of  the  last  Meeting,  which 
were  confirmed,  and  the  names  of  new  candidates  were  announced, 
after  which  the  following  paper  was  read : — 

EARTH  CURRENTS. 
(Seeond  Paper.) 

By  Alexai^deb  J.  S.  Adahs,  Associate. 

In  bringing  the  subject  of  earth  currents  under  your  notice 
this  evening,  I  would,  in  the  first  place,  incidentally  refer  to  my 
previous  paper  upon  the  same  subject ;  and,  in  the  second  place, 
lay  before  you  some  important  data  with  reference  to  the  so-called 
**  diurnal "  variation,  submitting  also  an  analysis  of  the  results  of 
my  own  investigations  regarding  that  particular  phase,  together 
with  deductions  and  inferences  that,  to  my  mind,  appear  to  be  the 
logical  outcome  of  the  analysis. 

In  my  previous  paper  it  was  asserted  that  the  normal  earth 
current  was  clearly  distinguishable  from  the  temporary,  stronger, 
and  more  variable  currents  that  break  in  upon  it,  and  which  I 
have  called  '*  Electric  Storms,"  and  that  whilst  the  former 
appeared  to  be  obedient  to  some  general  law,  the  latter  was  evan- 
escent and  exceptionaL  In  the  light  of  more  recent  experiences , 
and  because  of  the  extreme  complexity  of  the  subject,  I  would 
again  ask  your  recognition  of  that  distinction. 

Moreover,  in  that  paper  the  absolute  value  of  the  electro-motive 
force  of  the  normal  earth  current  passing  over  a  wire  running 
parallel  to  the  line  of  greatest  force  was  stated  rarely  to  exceed  a 
strength  equal  to  five  Daniell  cells  per  150  miles ;  but,  from  a  care- 
ful daily  record  extending  over  the  past  two  years,  it  appears  that 
the  usual  strength  of  the  earth  current  at  the  maximum  of  its 
ordinary  variation  rarely  exceeds  the  one-tenth  of  a  milliweber. 
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In  the  furesent  paper  I  propose  to  confine  myself  to  the  normal 
oarreats  only ;  and  before  proceeding  to  examine  the  actual  residtB 
of  my  investigations,  I  would  ask  your  permission  to  state  some  of 
the  reasonings,  based  upon  the  recorded  impressions  and  results 
of  fifteen  years^  labour,  which  have  led  up  to,  and  guided  me  in 
my  conclusions. 

I  r^fard  the  globe  we  inhabit  as  essentially  an  electrified  sphere, 
its  electricity  being  liable  to  disturbance  both  &om  within  and 
from  without ;  whilst  the  known  fact  that  the  electrical  disturbance 
of  a  sphere  is  calculated  to  increase,  as  it  were,  its  electricity  upon 
the  sides  perpeiidiculaT  to  the  disturbing  force — as,  in  fact,  the 
tides  act  in  reference  to  the  moon— is  equally  referable  to  disturb- 
ances of  the  normal  electrical  condition  of  our  globe. 

At  first  sight,  following  up  this  idea,  it  appeared  that  the 
probable  cause  of  electrical  disturbance  as  regards  our  globe  was 
the  sun,  but  investigation  showed  that  the  mean  direction  of  the 
normal  earth  current,  as  given  upon  the  chart  furnished  with  my 
last  paper,  in  no  way  coincided  with  the  lines  of  solar  influence, 
whilst  the  daily  maxima  and  minima  of  current  were  indefinite, 
the  variatioDs  of  one  day  rarely  agreeing  with  those  of  another, 
and  the  mean  of  one  series  of  days  often  disagreeing  with  the  means 
of  other  series :  indeed  the  evidence  was  altogether  against  a  theory 
of  solar  causation  for  these  normal  earth  currents. 

.  To  elucidate  the  question  more  thoroughly,  I  commenced  in 
1878  an  analysis  of  the  observation  figures  furnished  by  Mr.  James 
Graves  (member  of  the  Soc.  Tel.  Engineers)  in  1873,  with  a  result, 
80  Ikr  as  the  analysis  was  carried,  that  the  cause  was  evidenced 
as  being  distinctly  hma/r^  and  the  variations  Itinar-diumal.  The 
curves  of  these  figures,  however,  appeared  to  be  much  interfered 
with  by  cable  fault-currents  of  polarisation,  and  other  local 
currents,  so  that  I  availed  myself  of  an  opportunity  which  offered 
in  March  and  April,  1879^  for  prosecuting  a  further  systematic 
course  of  observation^  and  those  observations  were,  by  means  of  a 
vire,  the  ends  of  which  were  connected  to  the  earth,  one  at  Cardiff 
and  the  other  through  a  sensitive  astatic  galvanometer  at  London, 
and  with  the  kind  assistance  of  confreres  and  telegraphists*  obtained 
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every  quarter  of  an  hour  from  March  28th  to  April  26th,  wid 
exceptions,   and  the  curves  of  the  figures  so  obtained   aj         dm 
remarkable  for  their  regularity  as  for  the  clearness  with  4  ^„ 

they  indicate  the  lunar  origin  of  the  variations  they  represent  |  j'"  j- 

Plate  1  represents  consecutive  days  from  the  1st  to  the  2^ '  ,it  _ 
April,  inclusive,  each  day  being  divided  by  thin  perpendi^  l\ 
lines  into  hours  coinciding  with  Greenwich  mean  time.  The 
horizontal  lines  marked  — % —  represent  lines  of  no  curren^^iy-KL  A. 
distances  above  and  below  which,  thin  horizontal  lines  are  d^  '' ' 
representing  degrees  of  current  in  milliwebers ;  for  the  milliwt 
value  of  each  degree  of  galvanometer  scale  being  previously  kn^ 
the  value  of  any  earth-current  deflection  was  at  once  ob 
without  further  calculation.  The  dotted  curve  represents  '  ^ 
moon's  phases  for  the  dates  given  upon  the  diagram,  i.6.,  her  tl^^lTT 
of  southing  for  London,  and  of  London's  arrival  at  the  nadir  ^'^^^^ 
nodes  of  her  orbit;  whilst  the  thick  curve  represents  the 
current  variations  observed  during  the  same  interval. 

Plate  1,  therefore,  is  a  comparison  between  the  moon's  phi 
and  the  earth-current  variations  from  the  1st  to  the  2l6t 
1879,  and  it  will  be  seen  how  very  nearly  they  coincide.  I  w< 
here  suggest  that  the  importance  of  the  fact  that  the  normal  ea< 
current  variations  of  our  globe  are  almost  wholly  controlled  by  CT  i  .  » 
moon,  can  hardly  be  over-estimated ;  because,  whilst  the  MAGNBf---^^X(^ 
variations  at  diflferent  localities  are  more  or  less  complicated,  ^LL/iL 
are  influenced  apparently  by  more  than  one  disturbing  power  " 
shall  later  on  endeavour  to  show  why  from  the  nature  of  things 
should  be  so),  the  consideration  of  the  earth's  ELECTBICAL  distal 
ance  is  lifted  from  mere  particulars  or  accidents  to  more  genei 
principles.  A  due  apprehension  of  this  assumption :  that  t 
moon's  influence  w,  in  proportion^  felt  by  the  earth's  electricity  i 
every  part  of  the  earth* s  surface,  is  necessary  for  the  proper  appn 
elation  of  the  deductions  which  will  hereafter  be  submitted. 

There  is,  however,  a  deeper  meaning  in  the  lunar-diurnal  curv< 
than  would  at  first  sight  appear^  and  we  will  analyse  that  of  oB 
lunar  day  by  the  aid  of  Plate  2. 

Of  course  our  lunar  day  is  the  mean  result  of  the  motions  c 
the  earth  and  moon,  although  from  the  surface  of  the  former  th 
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V  A  A  appears  to  travel  round  the  earth  once  in  about  24  hours ; 

to  enable  us  to  comprehend  more  easily  the  signification  of  the 

lr.diumal  curve,  let  us  take  it  for  granted  that,  whilst  the  moon 

I   the  time  being  is  stationary,  the  earth,  by  her  rotation,  presents 

-fenwich  during  the  lunar  day  successively  to  all  parts  of  the 

kr  orbit.     Following  Greenwich  in  her  day's  journey,  we  find 

(selves  at  starting  directly  opposite  the  moon,  and,  at  the  same 

fd,  in  a  position  of  maximum  inductive  influence  or  point  of 
ngest  current,  as  at  +  M  (Fig.  1,  Plate  2). 
Circling  onwards,  Greenwich,  in  about  three  hours,  reaches  an 
trical  zero  or  point  of  least  current ;  and  three  hours  later  still, 
en  opposite  the  descending  node,  DN  (Fig.  1,  Plate  2),  a  second 
mttm,— ED,  bvi  of  different  Idnd,  is  experienced.    Another 

Mliree  hours,  and  a  second  zero  is^  passed,  and  again  three  hours 
ivings  Greenwich  opposite  the  moon's  nadir,  and  also  to  a  maximum     • 
fnaUar  m  sign  to  thefirstf  +  m  (Fig.  1,  Plate  2). 

Precisely  similar  features  obtain  for  the  other  half  of  the  lunar 
day,  and  the  result  of  this  analysis  as  regards  the  current  phases  of 
■one  lunar  day  is  equally  true  of  any  other  lunar  day  in  the  year. 

If,  then,  these  earth-current  phases  obtain  for  Greenwich,  why 
not  for  all  other  points  upon  the  same  meridian  ?  I  take  it  as 
.  altogether  illogical  to  suppose  that  such  current  phases  obtain  ONLT 
upon  that  portion  of  the  meridian  at  which  Greenwich  happens  to 
be  situated.  May  we  not  rather  conclude  that  for  a  given  time,  a 
similar  development  of  the  earth.current  obtains  throughout? 
And  if  this  be  so,  and  I  take  it  to  be,  it  simply  means  that  in  pasa. 
ing  the  lateral  maxima,  —ED,  — EA  (Fig  1,  Plate  2),  Greenwich 
cuts  through  a  ring  or  belt  of  maximum  electrical  effect  that 
encircles  the  earth  mid-way  between  those  points  of  the  globe 
which  are  respectively  opposite  the  moon  and  the  moon's  nadir. 
This  circle  of  maximum  electric  effect  is  illustrated  at  Plate  3. 

But  there  are  the  four  zeros  for  coDsideration,  because  each  of 
the  four  maxima  of  a  lunar  day  is  divided  from  the  others  by  them, 
as  shown  upon  Plates  l,  2«  and  3.  A  careful  ^examination  of  the 
facts  will  hardly  fail  to  convince  us  that  here  also  we  have  zones  or 
helie  of  zero  extending  round  the  globe,  one  upon  either  side  of  the 
electrve^drcle^  and  dividing  it  from  the  electric  maxima  of  the 
opposite  kind,  as  at  ZD,  ZA,  and  zd,  za  (Plate  3). 
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This  carious  developmexit  of  the  earth's  electricity  into  poles 
+  M  +  m  and  circle  ED,  EA  (Plate  8),  by  the  moon's  inflaence, 
is  most  interesting,  and  a  knowledge  of  the  fact  can  hardly  fail  to 
be  of  importance. 

Before  proceeding  to  discuss  the  apparent  motions  of  the 
earth's  electricity,  it  will  be  convenient  to  state  the  designations 
oy  which,  in  my  investigations,  I  distinguish  the  different  phases  of 
the  earth  current,  and  by  which  they  will  here^ftbr  be  recognised 
in  my  communications. 

First.  An  imaginary  line  drawn  between  the  two  maxima  that 
always  obtain  upon  the  sides  of  the  earth  that  are  perpendicular 
to  the  moon,  M  m  (Plates  2  and  3),  I  have  termed  the  electric 
perpendicular^  of  which  the  maximum  nearest  the  moon  is  the 
major f  and  iks,i  farthest  from  the  moon  is  the  minor  pole. 

Second.  In  like  manner,  the  circle  of  maximum  already 
alluded  to  is  the  electric^circle^  of  which  the  right  half,  looking 
towards  the  moon,  is  the  ascendant^  and  left  half  is  the  deecevidanJt 
semioirele. 

Third.  The  points  north  and  south  at  which  these  semicircles 
meet  constitute  the  poles  of  the  lunar^diumal  electric  aocis. 

Fourth.  The  zones  of  no  current  that  divide  the  electric-circle 
from  the  electricpoles  are  respectively  the  major  zero-eirde 
nearest  the  moon,  ZA,  ZD,  and  the  minor  zero^rcle  farthest 
from  the  moon,  za^  zd  (Plate  3). 

Fifth.  The  whole  of  the  electric  distribution  thus  arranged  by 
the  moon  follows  that  orb  in  her  course,  and  revolves  about  the 
lunar-diurnal  axis:  this  rotation  of  the  system  I  have  termed 
hmar-diumal  circulation. 

Sixth.  An  imaginary  line  drawn  round  the  earth  at  right 
angles  to  the  plane  of  the  moon's  orbit,  and  cutting  the  poles  of 
the  lunar-diurnal  axis,  and  the  major  and  minor  poles  of  the 
electric  perpendicular,  is  the  electric  meridian^  constituting  a 
convenient  basis  for  earth-current  phase  calculation. 

According  to  the  hypothetical  arrangement  of  the  earth's 
electricity  already  cited,  if  the  moon's  age  be  given  with  an 
allowance  for  retardation,  to  which  I  shall  presently  refer,  the 
electric  curve  which  should  be  forthcoming  at  a  given  time  for 
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any  given  spot  upon  the  eartii's  8ur£ace  should  admit  of  aocoraie 
^^'      prediction — a  concliudon  warranted  by  the  resalts  of  one  or  t^o 
taperimentid  trials  that  have  been  made. 

.  The  reta/rdatum  to  which  I  have  alluded  is  a  peculiarity  ' 
1^  dearly  indicated  by  the  variation  curves,  as  oomgwmi  mXk  hina/t 
time  (as  at  Plate  1),  and  is  a  lagg;ing  of  the  electric  curve  some 
hours  in  rear  of  the  moon :  thus,  Greenwich  for  instance^  appears 
to  strike  the  major  pole  three  or  four  hours  after  the  moon's 
precise  time  of  southing  for  that  meridian,  and  so  also  as  regards 
all  the  other  electric  phases.  At  first  it  would  seem  that  this 
retardation  was  due  in  some  way  to  the  sun^  but  upon  consideration 
it  will  become  evident  that,  if  that  were  the  casOi  the  retarding 
effect  would  itself  be  subjected  to  a  regular  variation  in  sympathy 
with  the  relative  positions  of  the  sun  and  moon,  whereby,  when  the 
solar  and  lunar  lines  of  force  were  parallel,  as  at  the  times  of  full 
and  new  moon,  the  retarding  influence  would  be  minimised,  if  not 
quite  annulled,  whilst  when  those  lines  of  force  were  transverse,  as 
""y  at  the  times  of  first  and  last  quarters  of  the  moon,  the  retardation 
should  be  maximised;  but  the  result  of  a  series  of  observations 
made  especially  to  settle  this  question  conclusively  shows  that  the 
phenomenon  of  earth-current  retardation  is  not  directly  due  to  solar 
inflaenoe.  The  indications  to  this  efiect  are  sofficiently  clear  upon 
Eatel. 

Another  feature  noticeable  about  the  lunar.diumal  variation 
is  an  apparent  enlargement  and  contraction  of  the  major  pole  curve 
in  sympathy  with  the  height  of  the  mooxr  above  the  horizon.    This 
peculiarity  is  ill  defined  however,  and  not  easily  traced;  but  ^ 
advantage  was  taken  of  that  most  beautiful  of  our  moons,  the 
harvest  moon^  in  September  last,  to  investigate  the  matter,  the . 
result  of  which  is  given  at  Plate  5,  where  are  represented  the 
esiih-current  carves  for  the  lunar  day  during  full  moon  in  March^ 
when  tibe  moon's  altitude  was  not  great,  and  those  for  the  full 
iQoon  in  September,  when  that  orb  reached  her  greatest  altitude ;  • 
and  it  will  be  seen  that,  whilst  the  March  pole  and  circle  curves 
are  nearly  equal,  there  is  an  extraordinary  enlargement  of  the 
'major-pole  ourve^  at  the  expense  of  the  others,  in  September. 
There  is  also  an  indication  that  a  similar  expansion  arises  in 
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connection  with  the  age  of  the  moon  generally ;  but  this  feature, 
together  with  some  others,  is  still  under  investigation. 

We  now  come  to  the  consideration  of  the  apparent  direction  of 
the  normal  earth-current  flow,  as  obtained  by  observation.  The 
di/rectioThf  and  flow  of  the  earth  current  have  not,  so  far  as  I  am 
aware,  been  yet  satisfactorily  accounted  for.  If  the  mean  direction 
of  the  earth  current,  namely,  a  line  running  nearly  N.E.  and 
S.W.,  be  compared  with  the  plane  of  the  earth's  rotation,  or  with 
the  solar  or  lunar  lines  of  force,  the  greatest  variance  is  discernible, 
(see  Plate  4).  It  is,  however,  not  a  little  remarkable  that  if  we 
conceive  the  earth-current  electro-motive  forces  to  revolve  about 
the  electru^'perpendiofdar^  as  an  axis,  in  a  contrary  direction  to 
the  earth's  rotation,  and  take  the  mean  of  the  two  (Ick,  Plate  4) 
we  obtain  a  line  of  directive  influence  for  the  earth  current, 
agreeing  with  that  derived  by  observation.  Indeed,  as  we  shall 
presently  see,  the  evidences  are  strongly  in  favour  of  this  circulation 
of  the  electric  distribution  about  the  perpendicular,  and  I  have 
termed  this  presumed  motion  terrestrial  circvZation,  the  electric, 
perpendicular  constituting  the  terrestrial  axis  (Plate  4). 

One  of  the  most  important  results  of  these  investigations  is  the 
agreement  apparent  between  the  earth-current  and  the  magnetio 
lunar-diumal  variations.  Walker,*  in  his  essay,  says : ''  The  moon 
produces  a  smcdl\  though  sensible  variation  in  each  of  the  three 
magnetic  elements — declination,  inclination,  and  intensity. 

''  In  the  case  of  each  of  the  elements  we  find  a  double  pro- 
gression in  each  lunar  day. 

*'  The  declination  has  two  easterly  and  two  westerly  maxima,  and 
the  inclination  and  total  force  have  likewise  two  maxima  and  two 
minima  in  the  same  interval,  the  variation  in  each  case  passing 
zero  four  times  during  the  lunar  day." 

Here  we  have  an  interesting  and  important  fact  taken  in  con- 
nection with  the  study  of  earth  currents,  the  magnetic  lunar- 
diumal  curves  forming  an  exact  counterpart  to  our  lunar-diumal 
current  variation  (Plate  6). 


*  **  Terrestrial  and  Cosmical  Magnetism,'*  bj  Edward  Walker.     Deighton, 
Bell,  &  Caj,  Cambridge. 

t  The  underlining  is  mj  own. 


1881.J  EABTH  CUBBENTS.  41 

From  a  careful  examination  of  the  two  phenomena  in  all  their 
l)®^^^gs»  gi^^g  duo  prominence  to  the  fact  that,  whereas  the 
cUstribution  of  electricity  on  the  earth's  surface  is  almost  wholly 
controlled  by  the  moon,  the  variations  of  which  are  strongly  de- 
veloped, whilst  the  magnetic  lunar  variations  are  slight  compared 
with  other  variations  of  the  magnetic  needle,  the  question  suggests 
itself,  may  not  the  Tnagnetic  lunar-diurnal  variation  be  immediately 
consequent  upon  a  variation  of  the  distribution  of  the  earth's 
electricity,  in  that  the  earth  current  acts  the  part  of  medium 
whereby  the  moon's  power  is  transmitted  to  the  needle?  and, 
moreover,  does  a  similar  retardation  obtain  in  the  magnetic,  as  in 
the  current  lunar  variations?  Unfortunately  I  have  no  data 
regarding  the  latter  question,  but  the  fact  of  lunar-diurnal  magnetic 
variations  may  assist  us  in  our  further  consideration  of  the  earth 
current. 

It  will  be  obvious  that  if  earth  currents  take  the  form  illus. 
trated  at  Plate  3,  namely,  of  poles  and  circles,  the  electric-circle 
and  the  zero-circles  would  cross  the  earth's  lines  of  longitude  at 
an  angle  of  about  18  degrees,  so  that  the  most  southerly  point  of 
any  line  of  longitude  will  first  come  under  the  influence  of  any 
given  current  phase ;  the  more  northerly  points  afterwards  coming 
successively  under  it  at  a  rate  of  progression  approximately  2*4 
minutes  for  each  degree  northwards.  From  this  ratio  the  time  at 
which  a  given  lunar-current  phase  would  reach  any  point  west  of, 
say,  Greenwich,  after  leaving  that  place,  should  be  deducible,  and 
observations  taken  at  different  points  upon  the  same  line  of  longi- 
tude would  doubtless  show  this  to  be  the  case ;  indeed,  the  data 
extant  as  regards  the  magnetic  lunar- diurnal  progression  would 
appear  to  be  conclusive  evidence  upon  this  point. 

Upon  Plate  6  are  given  curves,  reduced  from  a  table  of 
magnetic  mean  lunar-diurnal  variations  in  declination,  for  six 
stations,  as  computed  by  General  Sabine,*  and  from  these  curves 
we  find  that  the  deflections  of  the  needle  are  precisely  those  that 
would  presumably  occur  imder  the  electrical  conditions  already 
advanced.      Exactly  similar    magnetic    lunar-diurnal  variations 

*  "  St.  Helena  Observations/'  Vol.  II. 
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obtain  in  either  hemisphere,  and  in  all  latitudes,  although  thi/^s    for 

appears  to  be  a  decided  though  regular  variation  in  regard  to  tin 

as  compared  with  position  upon  the  globe's  surface.    For  exampi 
upon  comparing  the  Toronto  and  Pekin  magnetic  curves  (Plate  ^|q     h 
we  find  that  the  same  variation  or  phase  appears  to  reach  ToronT 
from  Pekin  in  about  eleven  and  a  half  hours,  and  that  when  os 
westerly  deflection  of  the  needle  (answering  to  one  pole  of  t 
electric  perpendicular)  occurs  at  Toronto,  another  westerly  defl 
tion  (answering  to  the  other  electric  pole)  obtains  at  Pekin,  aq 
this  we  should  expect  to  be  the  case,  seeing  that  within  a  fel 
degrees  the  one  place  is  the  antipode  of  the  other. 

Similarly  we  find  firom  these  magnetic  curves  a  lapse  of  dhoii 
eight  hours  between  the  Cape  and  Eew,  as  regards  the  time  a 
which  a  given  deflection  obtains,  and  which,  when  it  is  rememberd 
that  this  comparison  is  between  a  calculation,  upon  the  one  hand 
and  the  mean  of  a  number  of  observations  extending  over  a  perib 
of  two  years,  upon  the  other,  is  sufficiently  near  a  calculated  lapj 
of  five  hours  for  our  purpose. 

From  the  evidence  I  have  here  sought  to  lay  before  you,  it  Yn\ 
doubtless  appear  to  be  established  that  the  motions  of  the  trui 
earth  current  constitute  a  series  of  tidal  ebb  and  flow  very  simil 
to  that  of  the  waters  of  our  globe  ;  the  chief  difference  being  that||J 
whereas  in  the  case  of  the  ocean  there  occur  tiuo  flows  and  ebbs  ii 
each  lunar,  day,  with  the  earth's  electricity  there  are  four — I 
dissimilarity,  however,  that  may  yet  prove  to  be  more  apparent 
than  real.  * 

But  a  comprehensive  consideration  of  earth.current  phenomen 
opens  out  a  much  wider  sphere  of  investigation  than  that  simpl 
embracing  variations  of  strength :    it  has  to  recognise  di/rectivi 
infiuence^  which,  applied  to  electricity,  means  the  production  oH 
magnetism.  ■ 

Permit  me,  then,  briefly  to  point  out  the  electric  circulating 
systems  that  appear  to  obtain  by  reason  of  these  three  motions, 
the  earOCa  diurnal  rotation^  the  lunar  current  circvlation^  and 
the  terrestrial  current  circulation — causes  which  result  in  the 
apparently  disconnected  variations  observable  in  the  movements 
of  the  magnetic  needle. 
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idy  first,  we  have  the  earth  revolving  about  her  axis,  and 

fii^  with  her  her  latent,  i.e.,  undisturbed  electricity,  at  a 

[of  some  1,400  miles  per  hour.     Now,  it  is  reasonable  to  con- 

that  sach  motion  develops  a  strong  magnetic  e£fect  at  the 

I's  axial  poles,  the  precise  polarity  of  which  is  easily  dedndble 

the  known  law  relating  to  electric  spirals.     This  develop- 

of  aonaZ  magnetism  is  illustrated  at  Fig.  1,  Plate  7. 

the  second  place,  we  have  the  earth's  disturbed  electricity 

dng  round  the  lunar^umal  electric  axis  with  the  n^oon,  and 

>leting  a  revolution  once  in  each  lunar  month.    Here,  again,  it 

ioas  that  further  magnetic  effects  are  produced  at  the  poles  of 

lunar-diumal  current  axis,  the  polarity  of  which  will  be  con* 

to  that  of  the  axial.    This  lunar-diumal  magnetism  is 

)re8ented  at  Fig.  2,  Plate  7. 

Thirdly,  we  have  the  apparent  circulation    of   the  earth's 
^ctricity  about  the  electric  perpendicular,  and  a  consequent 
relopment  of  magnetism  at  the  electric  poles,  the  polarity  of 
^hich  is  similar  to  the  axial  as  regards  position.    This  terrestrial 
_  is  illustrated  at  Fig.  3,  Plate  7,  and,  curiously  enough, 

n^  its  lunar  rotation  along  the  plane  of  the  moon's  orbit,  is 

Eecisely  what  is  required  to  account  for  the  magnetic  lunar- 
nmal  variations. 
^  Fourthly,  it  will  be  observed  from  Figures  1  and  3,  Plate  7, 
fhat  the  respective  planes  of  the  earth's  motion,  and  of  the 
terrestrial  current  circulation  differ  to  the  extent  of  about  70 
degrees,  and  hence  there  would  be  a  magnetic  development  at 
right  angles  to  a  plane  which  would  be  the  mean  of  the  two, 
as  illustrated  at  Fig.  4,  Plate  7- 

Thus  it  appears  that  there  are  at  least  four  pairs  of  magnetic 
poles  at  the  surface  of  our  globe,  resulting  from  earth.current 
cinmlation,  each  and  all  in  degree  exerting  an  influence  upon  the 
magnetic  needle. 

The  PBESlDEirr:  I  need  scarcely  say  anything  by  way  of 
calling  attention  to  the  many  points  of  importance  and  interest  in 
Mr.  Adams'  paper.  No  doubt  it  will  give  rise  to  a  considerable 
^d  interesting  discussion.     There  are  many  gentlemen  present 
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who  have  paid  great  attention  to  the  question  of  earth  currents, 
and  magnetic  Tariation,  which  is  so  intimately  connected  with  it, 
so  that  we  have  a  good  prospect  of  our  knowledge  on  the  subject 
being  considerably  increased  at  this  meeting. 

Professor  W.  Gbylls  Adams,  F.B.S. :  I  have  read  with  great 
pleasure  the  author's  first  paper  on  ''  Earth  Currents/'  which  was 
communicated  to  the  Society  some  three  years  ago,  and  he  has 
followed  it  up  by  a  paper  which  we  have  just  heard,  and  which 
raises  points  of  very  great  interest  and  importance.  Mr.  Adams 
has  said  that  our  knowledge  of  the  subject  is  very  meagre,  but  he 
seems  to  have  thoroughly  discussed  such  evidence  as  we  possess, 
and  therefore  may  presumably  be  assumed  to  be  correct  in  his 
conclusions  as  to  the  main  facts,  which  seem  to  show  that  there  are 
regular  diurnal  earth  currents  to  and  fro  over  its  surface,  and  that 
the  general  direction  of  these  regular  currents  in  England  is  from 
about  S.W.  to  N.E.,  and  that  they  are  dependent  upon  something 
which  is  directly  governed  by  the  motion  of  the  moon.  These 
earth  currents  are  those  regular  daily  currents  of  small  amount 
which  ebb  and  flow  like  tides,  and  the  author  attributes  them 
to  lunar  action  through  the  agency  of  positive  and  negative 
electric  charges  on  the  earth,  the  distribution  of  those  charges 
following  the  moon  in  her  relative  motion  with  regard  to  places 
on  the  earth's  surface.  I  should  have  been  glad  to  have  seen 
in  this  paper  more  of  the  evidences  on  which  the  author's 
conclusions  are  based ;  but  assuming  the  relations  between  these 
earth  currents  and  the  diurnal  motions  of  the  moon,  I  think  we 
must  hesitate  to  accept  the  theory  of  electric  cbatges  and  electric 
distribution,  for  this  theory  will  hardly  account  for  the  results. 

Professor  Rowland  has  shown  that  a  statical  charge  of  electricity, 
when  it  is  carried  from  one  place  to  another,  will  produce  magnetic 
effects  just  in  the  same  way  as  a  current  of  electricity  would  do, 
and  therefore  the  motion  of  a  static  charge  will  produce  a  current 
of  electricity  in  its  neighbourhood ;  but  Professor  Rowland  has  also 
clearly  shown  that  the  theory  which  would  account  for  the  earth's 
magnetLsm  and  for  the  changes  in  the  earth's  magnetic  force,  by 
supposing  the  earth  to  have  a  charge  of  electricity  upon  it,  is 
utterly  insufficient  to  produce  the  observed  eflfects.    From  my  own 
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stody  of  magnetic  disturbances  and  their  intimate  connection  with 
auroras  and  earth  currentSi  I  should  be  rather  inclined  to  look  to 
the  regular  .diurnal  changes  in  the  earth's  magnetism  as  the  cause 
of  these  regular  diurnal  earth  currents.  When  we  get  magnetic 
disturbances  in  England,  we  £nd  that  they  are  felt  at  the  same 
instant  of  time  at  Lisbon,  at  Vienna,  and  at  St.  Petersburg,  and 
eyen  at  Melbourne,  and  that  accompanying  them  are  auroras  and 
earth  currents  which  occur  simultaneously  in  England  and  as  far 
away  as  Siberia.  I  hold  in  my  hand  a  letter  just  received  from 
Dr.  Wild  of  the  Observatory  of  St.  Petersburg,  iu  which  he  writes 
that  on  the  night  of  January  Slst  to  February  Ist,  the  very 
brilliant  aurora  so  well  seen  in  many  parts  of  England  was  also 
seen  at  St.  Petersburg  and  in  Siberia.  Both  at  Eew  and  at  St. 
Petersburg  it  was  accompanied  by  very  violent  magnetic  disturb, 
ances,  and  we  hope  to  hear  from  Mr.  Preece  in  this  discussion 
something  about  the  earth  currents  which  accompanied  that  storm. 

This  intimate  relation  between  magnetic  changes,  auroras,  and 
earth  current  disturbances,  rather  lead  me  to  consider  the  regular 
diurnal  earth  current  of  which  the  author  speaks  as  brought  about 
by  more  gradual  magnetic  changes  in  the  earth. 

Professor  Maxwell  has  shown  us  that,  with  the  earth  revolving 
on  its  axis  from  W.  to  K,  if  an  insulated  wire  were  fixed  in  space 
outside  the  earth  in  such  a  way  as  to  make  contact  with  the 
earth  at  the  pole  and  at  the  equator,  then  the  revolution  of  the 
earth  on  its  axis  would  cause  a  current  in  the  fixed  wire  from  the 
pole  to  the  equator. 

If  the  insulated  wire  moved  over  the  surface  of  the  earth  from 
W.  to  E.,  and  the  earth  did  not  revolve,  or  revolved  at  a  slower 
rate,  then  the  current  in  the  wire  would  be  from  the  equator  to 
the  pole. 

The  current  depends  upon  the  relative  motion  of  the  earth  and 
wire.  Now  the  attraction  of  the  moon  for  the  earth  not  only 
causes  tides  in  the  ocean,  but  must  also  cause  tides  in  the  earth's 
solid  crust,  which  is  made  up  of  materials  which  have  a  consider, 
able  degree  of  elasticity,  and  must  therefore  yield  and  alter  their 
form  to  a  considerable  amount  under  the  action  of  the  moon. 

We  thus  have  a  lagging  behind  of  magnetic  matter,  or  an 
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alteration  of  form  giving  a  relative  motion  of  magnetic  matter 
with  regard  to  the  wire,  whilst  the  insulated,  wires  on  the  earth's 
surface  are  carried  on  from  W.  to  E.,  and  hence  we  may  ezpeet 
in  those  wires  a  current  of  electricity  whose  general  direction 
would  he  from  the  equator  to  the  pole. 

The  position  of  England  with  regard  to  the  magnetic  pole 
would  modify  the  direction  of  these  earth  currents;  and  it  is 
quite  conceivable  that  these  tides  on  the  earth,  which  are  directly 
due  to  the  moon's  attraction,  may  be  the  cause  of  the  regular 
diurnal  earth  currents,  and  may  account  for  their  general  direction 
being  from  S.W.  to  N.E.  The  lagging  of  these  earth  ourrents 
behind  the  position  of  the  moon  would  also  be  accounted  for  by 
the  lagging  of  the  tides.  Whether  this  theory  will  account  for 
the  actual  observed  earth  currents  is  a  matter  for  future  am- 
sideration. 

Mr.  H.  C.  Saundeks  :  I  have  listened  with  very  great  interest 
to  Mr.  Adams'  paper,  and  also  to  Professor  Adams'  remarks. 
The  subject  of  earth  currents  has  been  one  that  has  occupied  my 
attention  o£f  and  on  ever  since  1858,  and,  firom  my  connection  with 
the  Eastern  Telegraph  Cbmpany,  I  have  had  opportunities  of 
accumulating  a  mass  of  data  on  cables  much  greater  than  any 
one  else  can  possess.  I  have  handed  to  the  President  some 
diagrams  which  follow  out  Mr.  Adams'  curves  most  remarkaUy. 
In  a  diagram  [held  by  the  President]  of  observations  taken  on  the 
Eastern  Telegraph  Company's  cable  between  Suez  and  Aden^ 

■  

every  15  minutes  for  the  month  of  January,  1871,  there  is  a 
remarkable  coincidence  in  the  general  contour  of  curves  between 
noon  and  midnight,  and  midnight  and  noon.  The  earth  current, 
as  a  rule,  is  at  zero  at  midnight,  at  6.0  a.m.,  noon,  and  6.0  p.m., 
and  that  is  followed  out  very  much  by  the  idea  'expressed  by  the 
curves  in  Mr.  Adams'  diagram. 

In  1858,  acting  under  instructions  from  Mr.  Whitehouse,  who 
wais  then  the  Electrician  of  the  Atlantic  Company,  I  went  to 
Yalentia,  and  observed  earth  currents  on  300  miles  of  cable  lost 
in  the  previous  year  for  6^  days  (day  and  night).  I  only  came 
across  the  papers  a  few  weeks  ago^  having  forgotten  that  I  had 
copies  of  them ;    but  I  then  found  the  curves,  and  I  look  upon 
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them  as  the  first  earth  current  ever  curved  from  observations 
on  a  cable  certainly  of  the  same  length.  Another  remarkable 
thing  is  mj  having  plotted  the  tidal  curves.  I  seem  to  have  had 
an  idea  that  the  maximum  and  minimum  of  the  earth  currents 
agreed  in  some  measure  ^p^ith  the  high  and  low  water  mark.  The 
high  and  low  water  were  taken  very  roughly  by  observation.  I 
did  not  satisfy  myself  as  to  the  age  of  the  moon — ^I  merely  put  in 
pegs  by  which  I  could  know  when  the  water  was  high  and  low, 
and  I  plotted  the  red  mark  shown  on  the  diagram  for  36  hours  to 
indicate  high  and  low  water  mark  of  the  tide.  However,  upon 
plotting  the  tidal  curve  for  the  rest  of  the  time,  the  coincidence  of 
the  curves  did  not  appear  to  me  to  be  so  near  as  I  expected  they 
would  from  the  mere  inspection  of  the  columns  of  figures.  But 
having  since  joined  the  separate  sheets  in  one  continuous  length, 
diere  is  a  very  marked  coincidence  of  the  two  curves,  more 
particularly  considering  the  rough  way  in  which  the  tide  was 
observed :  so  that  there  may  be  something  in  them  to  carry  out 
Ur.  Adams'  idea.  But  in  regard  to  observations  taken  at  Suez, 
where  the  staff  had  at  that  time  very  little  else  to  do,  as  some  of 
the  cables  were  interrupted,  I  got  observations  from  the  middle  of 
Decemberj  1870,  to  the  middle  of  March,  1871.  Those  observa. 
tions  are  plotted  and  drawn  in  diagrams ;  and  if  the  Society  would 
like  to  accept  them,  I  should  be  very  happy  to  present  them  to  it. 
It  may  be  said,  why  have  I  not  done  something  all  this  time  ?  I 
have  for  a  long  time  been  waiting  for  some  theory  to  explain  the 
matter,  but  have  never  myself  been  able  to  find  one.  However, 
I  now  place  all  the  information  I  can  in  the  hands  of  the  Society, 
as  it  may  be  of  use  for  consultation,  and  something  may  come  of 
it.  I  have  not  myself  been  able  to  do  anything  except  to  notice 
the  remarkable  coincidence  of  the  curves  day  after  day,  and  no 
doubt,  if  imdisturbed  by  what  Mr.  Adams  calls  storms,  they  would 
form  a  smooth  and  even  normal  line. 

At  the  soiree  in  Willis's  Booms  in  December,  1876, 1  exhibited 

diagrams  of  observations  for  six  consecutive  days  between  Suez 

ud  Aden,  when  the  cable  was  broken  about  106  miles  from  Aden, 

the  cable  being  about  1,460  miles  long.     They  were  taken  very 

eaiefiilly  on  an  astatic  galvanometer,  and  a  very  similar  contour 
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came  out,  but  the  remarkable  thing  was  that,  after  reducing  the 
observations  of  Suez  and  Aden  to  the  same  time,  the  coincidence 
of  variations  were  absolutely  correct.  As  Suez  became  the  maxi. 
mum,  so  Aden  became  the  minimum.  This  followed  all  through  the 
observations.  I  have  copies  of  the  observations,  so  that  they  can 
be  handed  with  the  others  to  the  Society.  The  curious  thing  was 
that  the  cable  was  absolutely  separated  at  106  miles,  and  yet  the 
same  coincidence  followed  as  if  the  cable  had  been  perfect.  I 
have  other  observations  when  the  cable  was  perfect,  showing 
exactly  the  same  results.  In  calculating  the  strength  of  the  earth 
currents,  I  have  always  assumed  tl^jHirthe  current,  whether  positive 
or  negative,  emanated  from  the  diS^tat  end  of  the  cable,  and  in  all 
my  calculations  have  included  the  copper  resistance  of  the  cable 
in  the  circuit,  and  so  have  given  the  force  in  Daniell's  cells  at 
the  observing  end  through  resistance  equal  to  that  of  the  cable. 
Perhaps  it  would  have  been  more  correct  to  have  given  the  poten. 
tial  at  the  end  of  the  cable,  but  for  purposes  of  comparison  this 
does  not  matter.  It  is  sometimes  remarked  that  there  is  a  very 
high  potential  at  one  end  of  the  line  and  very  little  at  the  other. 
If  Mr.  Latimer  Clark  were  here  to-night,  he  would  recollect  that 
once,  when  testing  one  of  the  Atlantic  cables,  there  was  a  potential 
of  about  100  cells  in  Newfoundland  and  little  or  no  earth  current 
inValentia :  that  was  a  very  remarkable  fact,  and  not  at  all  usual, 
I  think. 

The  observations  taken  by  me  in  1858  were  on  record  some 
years  before  Mr.  Adams  began  his  investigations,  but  they  agree 
in  a  remarkable  manner  with  his  curves,  both  as  to  earth  current 
and  tidal  curve. 

In  taking  the  observations  of  the  thirty-six  hours  referred  to, 
I  happened  to  get  into  a  very  nice  series  of  earth  ciirrents.  The 
remainder  of  the  observations  are  not  so  interesting,  but  I  will 
plot  them  all  out  and  give  them  to  the  Society  at  some  future 
time. 

The  Pbesident  :  May  I  ask  what  the  vertical  curves  are — 
cells  or  what  ? 

Mr.  Saundebs  :  They  are  merely  deflections  on  a  scale  of 
division.    I  have  data,  and  will  reduce  them  to  Daniell's  cells. 
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The  President  :  I  am  sare  I  shall  be  expreesing  the  wishes 
of  all  present  in  saying  that  the  Society  accept  veiy  gladly 
Mr.  Saunders'  othr  of  the  records  of  his  observations. 

I  may  point  out  that  the  curve  of  the  1858  observations, 
which  Mr.  Saunders  has  referred  to,  indicates  a  most  remarkable 
correspondence  between  the  tide  curve  and  the  earth  current 
curve.  These  curves  do  not  fall  upon  each  other,  but  the  periods 
are,  so  far  as  can  be  judged  of  from  the  actual  unsmoothed  curvei 
almost  identical,  one  following  some  three  hours  behind  the 
other. 

Mr.  Whipple  remarked  that  attention  did  not  appear  to  have 
been  called  to  the  fact  that  magnetic  variations,  and  probably  also 
earth  current  variations,  consisted  of  two  classes  of  phenomena — 
the  regular  penodic  movements  and  the  storms  or  disturbances. 

He  believed  that  to  General  Sir  E.  Sabine  belongs  the  credit 
of  having  separated  the  two  in  the  observations  recorded,  and  in 
his  discussion  of  the  colonial  results  this  separation  was  fully 
cairied  out. 

Possibly  a  similar  method  of  dividing  extraordinary  from  the 
more  frequent  earth  currents  phenomena  would  render  the  results 
of  different  observers  more  comparable.  For  instance,  the  failure 
experienced  by  Mr.  Saunders  to  obtain  satisfactory  conclusions 
might  possibly  be  attributed  to  the  fact  that  disturbances  were 
very  frequent  in  1870  and  1871,  whilst  in  1876  there  were  no 
perturbations  worthy  of  remark. 

He  would  like  to  ask  the  author  of  the  paper  whether  in  his 
discussion  he  had  taken  account  of  the  fact  that  the  magnetic 
pole  of  the  earth  was  at  a  considerable  distance  from  the  terrestrial 
pole.  This  did  not  appear  in  the  diagram,  but  would,  in  his 
opinion,  produce  a  very  considerable  variation  in  the  typical 
distribution  of  earth  currents. 

With  regard  to  magnetic  disturbances,  the  very  abrupt  manner 
in  which  they  usually  commenced  induced  the  thought  that  they 
were  due  to  some  cause  sudden  in  its  action,  possibly  of  the  nature 
of  a  volcanic  outbreak,  rather  than  to  the  motion  of  a  body 
moving  in  an  orbit  Hence  it  would  be  unlikely  to  find  a  variation 
VOL.  X.  4 
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correspcxndixig  to  diange  of  position  of  the  moon  in  this  class  of 
phenomenon. 

Mr.  Chablton  Wollaston  :  I  had  the  opportunity  so  far  back 
as  1846  or  1847  of  watching  some  of  the  experiments  which  were 
at  that  time  conducted  by  Mr.  William  Heniy  Barlow  at  Derby  with 
reference  to  earth  currents,  and  in  1851  availed  myself  of  the 
opportunity  of  experimenting  upon  the  submarine  cable  between 
England  and  France.  The  results  I  arrived  at  were  such  that  I 
am  very  much  disposed  to  think  that  the  greater  part  of  the 
so-called  earth  cuzrent  is  caused  not  by  earth  current  at  all,  but 
by  tidal  current — ^the  absolute  mechanical  movement  of  the  water 
in  the  neighbourhood  of  the  wires. 

My  experiment  was  this.  Very  soon  after  the  first  submarine 
cable  was  laid  between  England  and  France  (a  cable  of  four  wires, 
only  two  of  which  were  at  the  time  in  use)^  I  was  led  to  observe 
very  strong  deflections  in  the  needles  of  the  telegraph  instruments, 
varying  not  in  intensity  only,  but  also  in  direction.  I  placed  in 
circuit  with  one  of  the  wires  a  delicate  galvanometer,  and  obtained 
very  remarkable  results.  The  movements  of  the  needle  were  so 
very  strong  that  I  thought  there  was  some  error  attributable  to 
having  attached  the  "earth  "  wire  to  the  water-pipes  at  Dover, 
and  to  a  copper  plate  in  France.  I  found  the  needle  vary  from 
about  40  degrees  on  the  one  side  to  45  to  48  on  the  other,  and 
that  with  a  certain  regularity  which  at  the  time  I  was  not  prepared 
to  expect.  A  series  of  observations  were  taken  for  a  fortnight 
every  five  minutes.  These  observations  so  entirely  differed  from 
those  made  by  Mr.  Barlow  upon  land  lines  radiating  from  Derby, 
that  I  was  still  of  opinion  I  must  have  been  somehow  in  error. 
Some  time  afterwards  (I  think  in  1854)  it  occurred  to  me  that  the 
movements  of  the  needle  across  the  zero  line,  varying  about  40 
minutes  in  time  daily,  corresponded  with  the  variation  in  time  of 
the  set  of  the  tide  up  and  down  the  Chamiel  across  the  submarine 
cable. 

I  called  upon  the  late  Professor  Faraday  at  the  Boyal  Institu. 
tion.  Mr.  Faraday  (I  recollect  it  as  well  as  if  it  were  to-day)  said, 
^*  Oh,  beautiful,  beautiful,"  took  down  a  book  from  the  shelf,  and 
read  to  the  following  effect : — "  Supposing  a  wire  could  be  suspended 
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from  Shakeepearo's  Cliff  to  Cape  Grisnez,  the  effidct  bf  tbe  water 
nmning  under  that  wire  ought  to  be  apparent,"  eta,  etc.  In  fiict, 
the  obserrationa  taken  between  Dover  and  Calaii  ooinoided  with 
effiocts  such  as  Faraday  had  stated  ought  to  be  produced. 

I  have  never  had  the  opportunity  of  following  th^  matter  up, 
but  the  results  were  as  I  have  staged ;  and  I  venture  to  think  that 
the  set  of  the  tidal  current  of  the  river  Severn  will  account  for  all 
the  variations  of  the  electric  current  observed  by  Mr.  Adams 
between  Cardiff  and  London.  Experiments  which  I  tried  at  East 
Cheenwich  at  a  later  period  quite  confirmed  those  made  upon  the 
submarine  cable.  I  found  that,  so  long  as  the  tide  ran  up  the 
river,  the  needle  was  deflected  in  the  one  directioUi  and  when 
running  down  the  deflection  was  reversed. 

I  venture  to  think  that  the  greater  part  of  the  variations  in  the 
curves  shown  in  Mr.  Adams'  diagram  are  due  to  the  tide  of  the 
Severn  acroes  the  direction  of  the  wires  used  by  Mr.  Adams  in  the 
oourae  of  his  experiments. 

Professor  Pbbby  said :  The  great  value  of  the  paper  we  have 
heard  lies  in  its  being  an  exact  record  of  continuous  observations, 
and  it  is  to  be  hoped  that  the  complete  curves  will  be  published 
in  the  JonmaL    From  the  diagram  for  three  days  the  lunar  semi- 
diuTDal  periodicity  is  not  very  evident,  but  no  doubt  there  are  two 
positive  and  two  negative  maximft  in  a  solar  or  iunar  day.    Very 
little  good  is  to  be  derived,  I  am  afraid,  from  theorising  on  the 
cau0BS  of  earth  currents  until  at  every  telegraph  office  a  continuous 
record  is  kept,  so  that  maps  of  equipotential  lines  may  be  dzawn 
aU  over  England.     In  a  paper  read  in  Japan  in  May,  1877, 
Professor  Ayrton  and  I  referred  to  Mr.  Yarley's  predictions  of  bad 
weather  derived  from  earth  currents,  and  to  the  fact  that  earth- 
quakes are  known  to  be  accompanied  by  greater  intensities  of 
theee  currents,  and  we  designed  a  recording  instrument  which 
might  be  placed  in  ai^  telegraph  office,  and  which  would  neither 
interfere  in  any  way  with  the  ordinary  working  of  the  line,  nor 
require  any  attention  from  the  telegraph  operator.    At  that  time 
we  wrote  a  paper  on  "  Bain  Clouds  and  Atmospheric  Electricity," 
since  pubtUshed  in  the  Fhiloaophical  Magasn/ne,  in  which  we 
referred  to  the  results  of  certain  elaborate  calculations  made  by 
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US  on  electric  tides  and  consequent  earth  currents,  due  to  electro, 
static  induction  from  heavenly  bodies.  At  the  end  of  our  paper 
''A  New  Theory  of  Terrestrial  Magnetism/'  read  before  the 
Physical  Society  two  years  ago,  we  say :  **  In  the  preceding 
inyestigation  we  have  supposed  the  electric  charge  to  be  uniformly 
distributed  over  the  earth,  and  so  have  arrived  at  a  law  of 
magnetic  intensity,  varying  merely  with  the  latitude.  But  the 
sun  and  other  members  of  the  solar  system  may  very  likely  have 
potentials  so  different  from  that  of  the  earth,  that  we  can  hardly 
conceive  the  amounts ;  consequently,  we  should  expect  the  static 
electric  distribution  of  the  earth  would  undergo  periodic  changes 
corresponding  in  time  with  those  of  the  ocean  tides.  But  altera- 
tion  in  the  static  distribution  of  electricity  on  the  earth's  surface 
means,  as  we  have  shown,  alteration  in  the  law  of  magnetic 
intensity ;  consequently,  we  should  expect  that  this  magnetic 
intensity  would  vary  somewhat  as  do  the  ocean  tides ;  and  this  is 
known  to  be  the  case.  But  it  is  also  evident  that,  besides  these 
regular  changes,  every  time  a  great  mass  of  vapour  is  suddenly 
formed  and  condensed  on  the  earth,  and  whenever  great  changes 
are  occurring  in  the  solar  atmosphere  whereby  the  lines  of 
electrostatic  induction  from  the  sun  to  the  earth  are  altered,  we 
should  find  corresponding  changes  in  terrestrial  magnetism  such 
as  we  now  know  as  magnetic  storms.  And  not  only  this,  but  as 
the  planets  are  charged  bodies,  their  motions  relatively  to  the 
sun  ought  to  cause  motions  in  the  sun's  atmosphere  such  that,  for 
instance,  the  aligneation  of  a  number  of  planets  and  the  sun,  or 
the  near  approach  of  any  planets  if  the  aligned  or  approached 
planets  have  potentials  nearer  that  of  the  sun  than  many  of  the 
other  bodies  of  the  solar  system,  ought  to  diminish  the  storms  in 
the  solar  envelope,  and  ought  to  alter  the  electrostatic  distribution 
on  the  earth."  Since  that  paper  was  published,  it  has  been 
shown  by  Professor  Rowland  that  the  charge  required  on  the 
earth  to  produce  by  its  rotation  alone  the  earth's  magnetism^ 
namely,  five  and  a  half  microfarads  per  sq.  c.  m.,  is  so  great  that 
this  idea  must  be  given  up.  I  have  not  time  now  to  considtf 
whether  or  not  it  might  not  still  be  put  in  a  workable  form  by 
assuming  some  other  distribution  than  a  merely  superficial  one ; 
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bat  in  its  original  form  we  have  given  it  up,  becanBe  the  greatest 
sopeificial  charge  which  we  might  reasonably  be  allowed  for  the 
eartti  will  only  suffice,  by  mere  rotation,  to  account  for  the  one- 
thousandth  part  of  the  earth's  total  magnetism.  Even  to  produce 
this  small  efifect,  the  outward  pressure  at  the  surface  of  the 
oondacting  earth  would  be  as  much  as  the  one  six-hundredth  of 
an  atmosphere.  Possibly  this  is  the  greatest  outward  pressure 
which  we  are  likely  to  be  granted.  If  an  outward  pressure  of 
one-sixth  of  an  atmosphere  were  allowed,  we  could  account  on  our 
theory  for  one-hundredth  of  the  total  magnetism  of  the  earth. 
We  relinquished  this  idea,  then,  on  account  of  the  great  pressure 
outwards  to  which  an  exposed  part  of  the  surface  of  the  earth 
would  be  subjected  if  the  charge  were  great  enough  to  produce 
the  whole  amount  of  terrestrial  magnetism.  We  did  not  relinquish 
it  on  account  of  Professor  Rowland's  statement  that  "  if  the 
moon  was  electrified  to  a  like  potential  the  force  of  repulsion 
would  be  greater  than  the  gravitation  attraction  of  the  earth,  and 
it  would  fly  off  through  space,"  because  this  is  not  the  case.  The 
mutual  gravitation  attraction  of  the  earth  and  moon  is  about 
1*886  X  10*^  dynes,  and  the  repulsion  due  to  the  charges  which 
Professor  Rowland  assumed  is  1*401  x  10^  dj^es,  or  about 
fourteen  times  less.  And  in  addition,  we  should  never  have 
proposed  to  give  to  the  moon  as  high  a  potential  as  it  is  possible 
to  give  to  the  earth,  since  the  greater  the  radius  of  the  sphere  the 
greater  may  be  its  potential  for  the  same  pressure  outwards. 
The  resultant  attraction  between  the  earth  and  moon  is  known, 
but  who  can  positively  say  that  it  is  altogether  gravitation  ?  The 
repulsion  of  charges  of  electricity  on  spheres  very  distant  in 
comparison  with  their  diameters  will  have  exactly  the  same  effect 
as  a  diminution  of  the  mean  densities  of  the  spheres  would  produce 
on  the  total  attractioui  as  it  is  very  probable  that  the  charges  of 
all  bodies  of  the  solar  system  have  the  same  sign. 

As  we  informed  the  Physical  Society  a  year  ago,  we  do  not 
propose  to  relinquish  that  part  of  our  theory  which  deals  with 
changes  in  the  earth's  mi^etism,  and  with  earth  currents  in 
telegraph  lines.  For  if  the  density  at  any  place  changes  by  an 
amount  equal  to  one  twelve-thousandth  of  the   charge  which 
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Frofeasor  BowIaikI  states  that  our  theoiy  lequiiesi  there  will  be 
produced  at  the  place  a  change  of  nearly  this  fraction  of  the  earth's 
total  magnetic  foree  (this  is  the  amount  required  by  actual 
magnetic  obaervatioiiB),  aiwi  mch  a  obange  of  density  as  this  is 
quite  allowable,  since  the  pressure  outwards  due  to  it  is  less  than 
the  twelve^millionth  part  of  an  atmosphere.  It  is,  however^ 
scnnewhat  difficult  to  see  how  this  excess  density  is  to  be  produced; 
for  if  thejBOon  has  a  charge  m,  if  /  is  the  distance  from  earth  to 
moon,  if  '^  is  the  angle  made  by  the  earth's  radius  at  a  place  witb 
the  line  of  centres,  then,  whether  or  not  the  earth  has  an 
independent  change,  the  fluctuating  density  at  the  place  is  very 
nearly 

This  shows  that  the  moon's  charge  must  be  Tory  considerable 
indeed  to  produce  so  large  an  electric  tide.  I  have  no  time  to 
pursue  this  subject  farther  at  present ;  but  let  me  say  that,  what* 
ever  be  our  ideas  as  to  the  sufficiency  of  the  theory  to  explain 
fluctuations  in  terrestrial  magnetism,  there  can  be  no  doubt  of  its 
sufficiency  to  explain  earth  currents. 

It  is  obvious  that  Mr.  Adams  is  wrong  in  giving  to  the  earth 
on  the  side  of  the  moon  a  chaige  of  the  same  kind  as  that  which 
exists  on  the  side  away  frt>m  the  moon.  It  has  to  be  remembered 
that  the  ocean  tide  on  the  side  away  from  the  moon  is  due  to  the 
inertia  of  the  water  acted  upon  by  the  centrifugal  force  of  the 
earth's  rotation  round  centre  of  gravity  of  earth  and  moon.  There 
IS  no  analogy  to  this  in  the  case  of  electricity.  Acoording  to  our 
theory  there  would  only  be  one  positive  and  one  negative  maximum 
in  the  strength  of  earth  currents  every  twenly-four  hours.  He 
finds  twice  as  many  maxima,  and  we  should  be  inclined  to  put 
this  down  to  local  circumstances. 

It  is  probable  that  the  oceans  of  the  earth  always  possess  the 
static  changes  necessary  for  their  positions  with  respect  to  the 
moon.  But  over  the  more  non-conducting  land  the  necessary 
distribution  cannot  be  efikcted  quickly  enough,  and  hence  we  get 
differences  of  potential  which  go  under  the  name  of  earth  currentsL 
If  this  is  true,  then  the  ooast-line  of  England  is  nearly  an  equi 
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potential  line,  and  the  greatest  earth  currents  will  be  obtained  from 

ibe  most  inland  place  to  the  sea-coast.     In  India  I  understand 

ihat  these  carrents  are  mainly  in  one  direction.    Mr.  Adaxns  finds 

from  Cardiff  to  London  two  positiTO  and  two  negative  maxima  in 

a  lunar  day,  the  differences  of  potential  being  exceedingly  smalL 

Other  observers  have  found  other  results  in  other  places ;  but  as 

with  all  a  periodicity  is  observed  which  is  diurnal  or  semi-diurnal, 

it  is  probable  that  local  causes  will  account  for  differences,  just  as 

differences  in  the  periodicity  of  the  ocean  tides  are  due  to  local 

causes;    the  exciting  agent  in  every  case  being  static  induction 

from  the  moon  and  sun. 

In  calculating  the  earth  current  effect,  we  find  our  smallest 

result,  that  is,  no  earth  currents,  when  we  consider  the  earth  to 

be  perfectly  conducting.    We  therefore  look  at  the  problem  in 

quite  a  different  way  from  Mr.  Adams.    We  find  our  greatest 

result  when  we  consider  a  perfectly  non-conducting  earth.    With 

a  nearly  non-conducting  earth  a  comparatively  small  change  on 

the  moon  will  produce  very  considerable  differences  of  potential. 

In  this  case,  the  earth's  own  charge  would,  in  the  course  of  time, 

have  arrived  at  a  stable  state  of  distribution.     The  potential  at  a 

point,  P,  on  the  earth  due  to  a  charge,  m,  on  the  moon  would 

evidently  be 

m 

MP 

U  being  the  moon's  centre.  The  electrOijnotive  force  in  the 
direGtion  of  the  steepest  gradient  (this  direction  changes  with  a 
diurnal  periodicity)  is 

-^  sin.  '^  per  centimetre, 

^  being  the  angle  made  by  the  earth's  radius  at  the  place  with 
the  line  of  centres;  so  that  during  the  lunar  day  we  find  the 

electro-motive  force  changing  firom  ti  to  —  ti  per  centimetre. 

One  volt  per  mil^  would  be  produced  by  the  moon  having 
the  easily  allowable  charge  of  10,000  farads.  The  greatest 
positive  and  negative  earth  currents  would  be  found  at  places 
where  the  moon  is  rising  or  setting,  whereas  at  lunar  noon  and 
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midnight  there  would  be  no  earth  currents.  I  have  not  troubled 
you  with  an  account  of  the  much  more  complicated  problem  which 
was  taken  up  by  Professor  Ayrton  and  myself,  the  earth  being 
what  it  ia,  a  moderately  good  conductor.  The  result  is  somewhere 
between  the  results  for  the  two  limiting  cases  which  I  haye  given. 
It  is  then  evident  that  the  sun  or  moon's  induction  is  quite 
sufficient  to  account  for  very  considerable  earth  currents,  what, 
ever  may  be  our  difficulties  in  the  co-ordination  of  the  phenomena 
of  terrestrial  magnetism.  It  is,  however,  evident  that  we  must 
consider  local  circumstances  as  modifying  the  phenomena. 

With  reference  to  the  connection  between  earthquakes  and 
these  phenomena,  there  seems  to  be  no  doubt  chat  the  intensity  of 
the  earthquakes,  continuously  producing  the  earth  crackling  which 
is  heard  from  the  buried  microphones  of  my  friend  Professor  Milne, 
follows  a  lunar  periodicity.  This  earth  crackling  is  undoubtedly 
due  to  elastic  tides. 

Mr.  C.  F.  Yabley  :  If  you  will  allow  me,  I  should  like  to  say- 
just  one  word.  I  should  like  to  ask  Mr.  Adams  if  he  could  before 
the  next  meeting  (when  the  discussion  will  be  continued)  give  us 
the  resistance  of  the  circuits.  In  one  place  he  speaks  of  a  current 
of  so  many  Daniell  cells  per  mile,  and  in  another  place  he  speaks 
of  a  current  of  so  many  milliwebers.  If  he  would  give  us  the 
resistance  of  the  circuits  and  apparatus  between  the  two  termini, 
we  should  be-  able  to  compare  them.  I  would  also  like  him  to 
give  us  the  actual  figures  from  which  he  has  drawn  his  various 
curves. 

A  ballot  for  new  members  then  took  place,  and  the  meeting 
adjourned  until  February  the  24th,  1881. 
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OEIGINAL  COMMUNICATIONS 


MANUAL    TRANSLATOR. 
By  T.  J.  WiLMOT,  Aasociate. 

lis  plan  combines  the  closed-circuit  system  on  the  land  line 
[Q  double*carrent  system  on  the  cable.  The  apparatus  con- 
[of  one  Allen  &  Brown's  submarine  relay,  two  American 
relays  (one  of  which  has  the  back  stop  utilised),  one 
[can  key,  one  switch,  one  circuit-closer. 
le  modus  operandi  is  as  follows,  and  will  be  anderstood  upon 
mce  to  the  diagram: — The  switch  being  turned  to  ''send," 
le  current  from  the  distant  land  station  actuates  relay  R*, 
to  earth  through  the  circuit-closer  K.  This  brings 
B  into  operation,  sending  double  current  signals  through 
itch  into  the  cable.  Upon  turning  to  "  receive,"  the  switch 
lifts  that  of  the  circuit-closer,  and  opens  it  at  point  Q  (Fig. 
inging  the  armature  of  relay  R^  into  circuit ;  signals  from  the 
from  the  switch  through  the  coils  of  the  submarine  relay  A 
to  earth.  A  local  battery  is  thus  brought  into  play,  operating 
R\  the  armature  of  which  passes  the  signals  into  the  land 
The  key  is  inserted  in  the  land  line,  and  thus  speaks  to  land 
Ions  direct,  whilst  it  works  relay  R'  for  speaking  through  the 
The  condenser  is  for  the  purpose  of  preventing  the  spark 
le  contact  points  in  the  submarine  relay  A  and  B. 
^ig«  1  shows  the  switch  at  rest  In  that  position  either  side 
speak.  If  cable  commences  speaking,  the  switch  lever  is 
id  to  its  farthest  point  on  the  **  receive''  side,  thus  lifting  the 
tite  lever  of  the  circuit-closer,  which  opens  the  line  to  the 
ktare  of  relay  R^,  as  explained  above.  I  may  add  that  the 
and  circuit-closer  are  of  my  own  design  and  manufacture, 
latter  is  made  in  the  form  indicated,  so  as  to  keep  the  land 
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line  and  cable  as  far  apart  as  possiblei  and  so  preventing  any 
lightning  discharge  passing. 

Note. — ^We  are  now  using  a  D.C.  Transmitter,  of  the  form 
employed  by  the  Western  Union  in  their  Quadruplex,  for  passing 
the  signals  into  the  cable.  It  works  well,  but  hardly  as  well  as 
the  simple  relay,  as  shown  in  the  diagram. 


AUTOMATIC  DOUBLE  CURRENT  TRANSLATOR. 

The  apparatus  required  for  this  are  as  follows : — 

1  Allen  &  Brown's  submarine  relay,  A  and  B. 

1  Siemens*  polarised  relay  (doubly  wound),  R*. 

2  American  unpolarised  relajrs  (1  with  back  stop  utilised,  other 

douUy  wound),  R  and  R'. 

1  Electro-magnetic  switch,  S. 

2  Galvanoscopes. 
I  S.C.  Key. 

1  Compound  switch,  S^ 

2  Resistances  (one  for  balancing  line,  other  smaller  one  for 

shunt). 

The  switch  S  is  upon  the  same  principle  as  the  one  used  for  the 
*^  Manual,"  with  the  exception  that  it  is  turned  by  means  of  a 
pair  of  coils ;  and  it  is  arranged  so  as  to  be  controlled  entirely  by 
the  land  station. 

Signab  from  the  cable  pass  first  through  the  galvanoscope  to 
switch,  and  from  thence  through  A  and  B  to  earth.  A  and  B 
operates  R,  which  sends  D.C.  signals  to  line,  which  pass  through 
R*  and  R*  without  moving  them. 

When  the  land  station  sends,  his  signals  pass  from  the  galvano- 
scope through  R'  and  R^,  R^  is  closed,  which  in  its  turn  closes  S,  and 

» 

carries  the  switch  over  to  "  send."  R\  being  unpolarised,  remains 
dosed  the  whole  time  the  land  station  continues  sending,  whilst 
R*  sends  D.C.  signals  into  tiie  cable  from  battery  B\ 

If  the  translaior  station  wishes  to  speiJc,  he  turns  switch  S< 
This  diverts  battery  B  from  R  to  the  key.    The  key  is  placed  in 
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the  land  line,  so  that  all  stations  can  see  his  signals,  and  as  the 
whole  power  of  battery  B  would  pass  through  B*,  a  small  shtmt  is 
provided  which  may  be  adjusted  to  give  the  requisite  strength  of 
signal  from  E'  into  the  cable. 

As  the  relay  A  and  B  is  unstable,  it  is  necessary  to  leave  battery 
B  in  circuit ;  but  no  matter  which  may  be  to  line  at  the  moment, 
the  marking  or  the  clearing  current,  the  moment  the  land  station 
turns  his  switdi  to  *^  send,"  battery  B  is  completely  cut  off,  and 
the  line  put  to  earth  through  the  armature  of  S. 

The  condenser,  or  a  high  resistance,  is  needed  with  A  and  B 
for  pceventing  the  spark,  as  in  the  ^'  Manual." 

The  instruments  are  provided  with  efficient  lightning  guards. 
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ABSTRACTS. 


W.  SZSMBVB— THE  VABIATION  OF  THE  OONDUGTiyiTY  OF 

GABBOK  WITH  TEMPEBATX7BE. 

(Annalen  d$r  Phyiik  und  Chemie,  B.  X„  fl.  4,  27b.  87, 1880^  i)p.  500-574.) 

Hatthiessen  was  the  first  to  observe  the  peculiarity  that  the  condactlTityof 
carbon  increases  with  the  temperature.  Beetz  found  that  this  law  did  not  hold 
good  for  gas-retort  carbon,  bat  only  for  artificial  carbon  made  of  powdered 
carbon  stuck  together  with  a  solution  of  sugar,  then  pressed  and  heated  until 
the  sugar  was  charred.  Lately,  Felix  Auerbach  found  that  the  resistance  of 
carbon  increased  with  the  temperature. 

Dr.  Siemens  made  cylindrical  carbon  rods  of  different  thicknesses  and 
lengths*  the  ends  were  electrotyped  with  copper,  and  leading  wires  attached. 
For  low  temperatures  the  carbon  was  h^ted  in  a  bath  of  melted  paraffin,  and 
for  high  temperatures  the  carbon  rod  was  put  in  a  copper  tube,  the  ends  of 
which  were  closed  with  plaster  of  Paris  plugs,  and  which  was  placed  in  an  open 
fire-brick  oven.  Baising  the  temperature  caused  the  resistance  to  diminish 
from  1-452  at  20^  to  1-875  at  the  temperature  of  molten  tin,  and  1-298  at  the 
temperature  of  molten  zinc.  Gooling  the  tube  rapidly,  however,  caused  the 
resistance  to  increase  to  1-685  when  the  temperature  had  cooled  down  to  SO**  C. 
This  increase  the  author  attributes  to  actual  burning  away  of  the  carbon  rod. 
The  discrepancy  between  the  results  of  Matthiessen  and  Auerbach,  Dr.  Siemens 
considers,  is  due  to  the  latter  not  having  electrotyped  his  carbon  rods,  but  only 
having  dipped  them  in  melting  solder,  and  in  consequence  of  which  there  was 
a  layer  of  gas  originally  occluded  in  the  carbon,  between  the  carbon  and  the 
connecting  wire.  And,  as  a  proof  of  this,  he  found  experimentally  that  when 
Auerbach's  method  of  dipping  the  ends  of  the  carbon  rods  in  molten  solder  was 
adopted,  the  resistance  increased  with  temperature,  whereas  when  Matthiessen's 
or  his  own  method  of  electrotyping  the  carbon  was  employed,  the  resistance 
diminished  with  elevation  of  temperature.  The  paper  concludes  with  experi- 
ments on  Berlin  gas-retort  carbon  and  artificially  made  carbon,  both  of  which 
were  fbund  to  follow  Matthiessen's  law. 


[— MAGNETIG  INVESTIGATIONS. 

(AnnoZsn  dtr  Phytik  und  Chemie,' B,  ZI.,  B.  8,  No,  11, 1880,  pp.  858-894.) 

The  author  has  endeavoured  to  determine  .what  influence  variation  of  mass, 
length,  and  thickness,  and  density  of  a  magnet  has  on  its  temporary  magnetism, 
other  things  remaining  the  same.  Investigations  on  the  influence  of  length  and 
thickness  have  been  made  by  Lenx,  Jacobi,  and  Dub.    From  these  it  follows 
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that  the  xnagnetifm  m  oc  I*  where  h  Taries  between  2  and  (,  when  the  tiiiftirTi^fff 

if  1-75  inches.  The  author  finmd  that  in  most  cases  m  ac  z',  or  better  m  « I*'*''', 
where  h  was  between  0  and  |.  These  formulflBy  however,  do  not  give  the  actual 
effect  of  the  length,  since  the  mass  is  proportionate  to  the  length.    We  must, 

tberelisrey  divide  by  I,  and  we  find  that  fi  « Z^  '*' ''.    Quite  analogous  is  the 

infiaence  of  the  diameter.  The  author  found  that  m  x  d^,  or,  better,  m<»d^^^ 
whers  k  was  between  0  and  }.    Dividing  by  cP,  as  the  mass  is  proportional  to 

^,  we  have  fi  tcd^  "^  \  The  temporary  magneUsm  increases,  esteris  pwrifnu, 
with  the  length  and  diminishes  with  the  diameter,  and  mwnmiTig  that  Jk'  «  k, 

(I \l+* 
-^1  in  which  k  is  between 

0  and  |.  Considering  the  magnetised  body  to  consist  of  molecular  magnets, 
which  in  addition  to  external  forces  are  subject  to  mutual  influence,  we  must 
condnde  that  parts  near  the  surface  behave  differently  from  those  inside. 
Using  a  mixture  of  clean  iron  powder  with  fine  sawdust  put  into  a  glass  tube, 
and  surrounded  with  the  magnetising  spiral,  the  author  found  that  the  tem- 
porary magnetism  of  the  powder  increased  with  its  density  &ster  for  small  and 
great  densities  than  for  those  intermediate.  Begarding  E.  Becqnerel's  assump- 
tion that  the  difference  between  the  magnetism  of  iron,  nickel,  and  cobalt  is 
only  a  result  of  the  different  densities  of  these  metals,  the  author  made  experi- 
ments with  nickel  powder  similar  to  these  referred  to  above.  He  found  that, 
ceteris  paribus^  the  temporary  magnetism  of  nickel  powder  increases  with  the 
density.  For  excessively  small  densities  the  nickel  powder  bad  more  than  half 
the  temporary  magnetism  of  iron  powder  of  the  same  density,  for  small  densities 
it  had  just  half  as  much,  with  increasing  densities  the  ratio  decreased,  and  at 
half  the  natural  density  it  was  a  quarter.  Begarding  the  influence  of  the 
magnetising  force  on  the  temporary  magnetism,  he  found  that  with  both  solid 
and  powdered  metal  for  small  forces,  the  magnetism  was  proportional  to  the 
force,  for  greater  ones  it  increased  fskster,  and  for  still  greater  it  increased  more 
slowly  again.  The  latter  portion  of  the  paper  contains  a  theoretical  explana- 
tion of  these  phenomena. 


C.  BAUBB— NEW  INVESTIGATIONS  ON  MAGNETISM. 

(AwndUn  der  PhyM  und  Chemie,  B.  XL,  H.  8.,  Ko.  11, 1880,  £p.  894-413.) 

If  •  is  the  value  of  the  magnetising  force  in  a  homogeneous  magnetic 
field,  V  the  volume  of  a  body  brought  into  it,  and  m  the  corresponding  induced 
magnetic  moment,  m  ^  kvm  where  k  is  the  coefficient  of  magnetisation.  For 
determining  h  the  author  used  an  iron  ring  of  circular  section  coiled  with 
wire,  through  which  a  current  was  passed,  and  the  amount  of  magnetism  was 
measured  by  observing  with  a  galvanometer  the  current  induced  in  a  secondary 
coil  wound  also  on  the  ring.    In  such  a  case 

2mi  I  L 


0  M 


where  mi  i»  tbe  number  of  oonvolntiona  of  the  primary,  i  the  strength  of  the 
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cnrtent,  7  the  radini  of  the  section  of  t^e  iron  ring,  L  ->  8  v  (po «—  »Jf^  *  — *  7*^ 
po  being  the  radios  of  the  circular  axis  of  the  ring.    And 

1^  _      to .  i  Ig 

16  mi  mi  «•  Ii   *T        4kwU 

where  io  is  the  resistance  of  the  secondary  circuit  oontaming  1%  convolationf, 
and  in  which  a  onrrent  whose  integral  strength,  j,  is  induced,  Li  ->  /  ZlL 

the  integration  to  extend  over  the  the  section  of  the  secondary  circnit. 

The  author  found  that  ft  .  15  +  IO0,  and  m  -  16  0  +  10  a*.  To  observe 
the  effect  of  change  of  temperature,  the  ring  was  hung  in  an  iron  vessel  with 
double  walls,  and  in  which  the  ring  could  he  heated  to  a  temperature  of 
160^  G.«  and  kept  constant  for  hours.  The  general  conclusions  arrived  at  were  :— 

1.  The  influence  of  temperature  on  the  magnitude  of  k  depends  on  the 
magnetising  force. 

2.  If  the  magnetising  force  is  constant,  It  increases  as  the  temperature 
increases^  this  law  holding  good  up  to  a  certain  value  of  the  magnetising  force* 
For  greater  values  h  diminishes  as  the  temperature  is  increased. 

8.  The  smaller  the  magnetising  force  is,  the  greater  is  the  influence  of 
temperature  on  the  value  of  ft. 

The  author  finds  that  if  ftt  corresponds  with  the  temperature  i%  and 
fti  with  <i,  and  if  i  —  <i  —  U  then  &s  —  fti  (1  +  9ii  +  q^  qi  and  gs  being 
determined  by  the  method  of  least  squares ;  21  was  found  to  decrease  with 
increasing  x,  was  nought  for  «  —  86,  and  then  became  negative  1  for  0  —  68  it 
was  a  minimum  and  afterwards  increased;  gi  was  always  constant.  Next  the 
author  determined  the  connection  between  gi,  gi,  and  0,  and  eventually  he 
arrived  at  the  result  that 


ft,  (l  +  ?_=j!t  +  ±A 


where  a  -  0*005685;  6  -  0*0001122 ;  c  -  OKXKX)072. 

The  following  are  the  results  obtained  on  experiments  made  on  an  iron  rod 
800  millimetres  long  and  8  millimetres  thick,  which  was  first  heated  to  a  red 
heat,  then  put  into  the  magnetising  spiral  and  allowed  to  cool:^- 

For  small  magnetising  forces  the  temporary  magnetic  moment  increases 
first  with  increasing  temperature,  reaches  a  maximum  at  a  red  heat^  and  then 
suddenly  falls  to  nought. 

For  greater  xnagnetising  forces  the  temporary  magnetic  moment  decreases 
gradually  as  the  temperature  increases,  and  falls  suddenly  at  red  heat  to  a  very 
small  value.  A  large  number  of  experiments  were  made  on  the  first  appearance 
of  the  temporary  magnetism  at  a  white  heat,  and  it  was  found  to  be  stronger  for 
great  magnetising  forces  than  for  small  ones.  G.  Qore  having  observed  that 
when  an  iron  wire  is  heated  it  becomes  suddenly  elongated  at  a  £Edr  red  heat, 
and  when  cooled  it  contracts  suddenly  at  the  same  temperature ;  also  that  the 
rod  suddenly  loses  a  part  of  its  temporary  magnetism  which  it  suddenly  regains 
at  the  same  temperature  on  cooling,  Mr.  Bauer  made  experiments  to  determine 
how  flur  the  phenomenon  was  dependent  on  the  value  of  the  magnetising  force 
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and  he  found  that  Gore's  phenomenon  became  more  marked^  lasted  for  a  longer 
time,  and  occttrred  at  a  higher  temperature  the  greater  was  the  magnetising 
trwre  that  is,  for  small  magnetising  forces  the  phenomenon  commenoed  at  a 
iMight  heat  and  ended  at  a  dull  red,  whereas  for  great  magnetising  forces 
it  oontinued  fhm  a  very  white  heat  until  the  rod  had  become  quite  dark. 

The  remainder  of  the  paper  deals  with  experiments  on  the  coeiBcient  of 
magnetisation  of  iron  wiresi  iron  rods,  and  of  electrolytic  iron  prepared  by 
irflffafng  a  weak  current  through  a  solution  of  iron  sulphate,  and  it  was  found 
that  the  wntTimwiw  value  of  the  coefficient  '^as  very  quickly  reached  in 
ordinary  iron,  a  little  later  in  iron  illings,  and  latest  of  all  in  electrolytic  iron. 


J.  STBFHAH— THE  LIFTIKa  POWEB  OF  MAGNETS. 
(Froeeedingg  cf  i^  Acodmny  rf  8eiene§,  B.  LXXXI;  Part  11^  Januwry,  1880.) 

In  considerations  of  lifting  power  of  magnets,  three  kinds  of  force  must  be 
cjiatingnishftd,  viz. :  1,  the  attraction  of  the  oppositely  magnetised  portions  in 
oontact ;  2,  the  attraction  of  the  free  magnetism  of  the  magnet  on  the  portion 
of  the  armature  in  contact  •  8,  the  attraction  of  the  free  magnetisms  in  the 
magnet  and  in  the  armature  on  one  another. 

The  author  discusses  a  ring  magnet  magnetised  by  a  spiral  coiled  round  it, 
and  through  which  a  current  passes,  and  he  shows  that,  if  one-half  of  this  ring 
be  regarded  as  magnet  and  the  other  half  as  armature,  the  attractiye  force  is 
2w/i*q  where  fi  im  the  magnetic  moment  per  unit  of  volume,  and  q  the  area 
of  the  surface  in  contact.  This  formula  is  only  applicable  when,  1,  neither 
magnet  nor  annatnre  contain  any  free  magnetism  $  2,  the  lines  of  foice  are  at 
right  angles  to  the  surfaces  in  contact ;  and,  8,  the  intensity  of  magnetisation 
is  the  same  at  all  points  of  the  surfaces  in  contact.  M.  Stephan  considers 
experiments  of  Bowland's  on  the  maximum  yalae  of  the  coeiBcient  of 
magnetisation  and  Joule's  experiments  on  the  actual  lifting  power  of  magnets, 
the  former  having  arrived  at  the  conclusion  that  a  lifting  power  of  177  lbs* 
per  square  inch  would  be  the  maximum  attainable,  while  the  latter  had 
obtained  experimentally  176  lbs.  The  author  criticises  the  statement  in 
Jenkin's  "  Electricity  "  that  Joule  obtained  200  lbs.  per  square  inch,  since  he 
considers  Joule  only  regarded  200  lbs.  per  square  inch  as  a  possible  attainable 
maximum*  Very  few  experiments  have  been  made  with  electro-magnets 
flfoffieiently  symmetrical  to  allow  of  exact  calculations  being  made,  those  of 
V.  Waltenhofen,  however,  with  ring  magnets  being,  to  a  certain  extent,  an 
exoeption,  and  in  these  a  maximum  force  of  240  lbs.  per  square  inch  was 
obtained,  but  even  this  number  can  only  be  regarded  as  approximate. 
Bowland's  experiments  are  next  considered,  and  the  author  shows  the  import- 
ance of  drawing  a  curve  having  for  abscissss  the  magnetic  moment  per 
unit  volume,  and  for  ordinates  the  ratio  of  this  magnetic  moment  to  the 
magnetising  force,  and  which  ratio  quickly  reaches  a  mnyiTwuTn^  then  ^Hs 
and  approximates  to  a  straight  line,  cutting  the  axis  of  0  at  a  small  angle. 

If  the  plane  cutting  the  ring  be  not  at  right  angles  to  the  lines  of  foioe. 
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the  lifting  power  will  be  less  than  before,  even  although  the  surfaces  in  oontact 
are  larger  in  area ;  and  the  author  shows  that  this  lifting  power  ia  equal  to 
2wfA*fAq  sin.  e,  where  e  is  the  angle  between  the  lines  of  force  in  the  ring  and 
the  normal  to  the  section  •  and  when  the  ring  is  divided  into  two  parts,  the 
lengths  of  which  are  as  6  to  1,  the  lifting  power  is  shown  to  be  only  half  of 
that  obtained  when  the  ring  is  divided  into  two  equal  portions.  The  author 
next  considers  the  change  produced  by  the  lines  of  force  in  different  parts  of 
the  section  not  meeting  the  plane  of  the  section  at  the  same  angle,  and  after- 
wards  the  alteration  arising  from  the  intensity  of  magnetisation  being  different 
in  the  interior  parts  of  the  ring  from  what  it  is  near  the  surface. 

The  case  of  the  magnet  and  its  armature  forming  a  ball  is  next  entered 
into.  In  a  ball  magnetised  by  a  current  flowing  in  a  coil  of  wire  wound  round 
it,  the  magnetism  is  uniform  throughout,  and  there  is  no  free  magnetism 
except  on  the  surface.  If,  by  a  plane  at  right  angles  to  the  magnetic  axis,  the 
ball  be  divided  into  magnet  and  armature,  the  lifting  power  due  to  the  magnet- 
ism  at  the  surfaces  of  contact  will  be  2  ir  /i*  g,  where  fi  is  the  magnetic  moment 
per  \mit  volume,  and  q  the  area  of  the  surfaces  in  contact.  In  addition  to  this, 
however,  must  be  considered  the  actions  of  the  free  magnetism  on  the  magnet^ 
on  the  free  magnetism  on  the  armature,  and  on  the  magnetism  on  the  contact 
surface  of  the  armature,  and  the  amount  of  this  subtraction  is  proved  to  be 
equal  to  w  fi*  q  (^  —  cos.'  a)  —  ^  v  fi*  q  where  a  is  the  angle  between  the 
magnetic  axis  and  the  radius  drawn  to  the  edge  of  the  contact  surface.  Hepce 
the  total  lifting  power  of  the  magnet  is  equal  to  ir>  /i*  a*  sin.*  a  where  a  is  the 
radius  of  the  ball.  This  expression  has  a  maximum  when  a  >»  0,  that  is,  when 
the  magnet  and  the  armature  are  each  half  the  ball. 


H.  KEBWZC^— ON  THE  INFLUENCE  OF  TEMPEBATUEE  ON  THE 
PHENOMENA  OP  OHABGE  OP  A  PLUED  CELL  ACTING  AS  A 
CONDENSER. 

(Annalen  der  Fhytik  und  Chemie,  B.  XI.,  H,  4,  No.  12,  pp.  661-686.) 

It  had  been  known  that  in  a  liquid  cell  with  platinum  electrodes,  the  liquid 
being  water,  the  polarisation  produced  by  electrolysing  currents  decreases  with 
an  increase  of  temperature.  This  was  explained  on  the  hypothesis  that  at  a 
higher  temperature  the  gaseous  products  of  decomposition  were  farther  removed 
from  the  electrodes.  Exner  considered  that  a  smaller  quantity  of  peroxide  of 
hydrogen  was  formed.  The  author  made  a  long  series  of  experiments  on  the 
subject^  in  all  166,  the  results  of  which  are  given  in  numerous  tables.  He 
followed  the  example  of  Beetz  in  experimenting  with  small  electro-motive 
forces,  varying  from  0*474  volts  to  0*88  volts.  The  liquid  cell  was  supported  in 
such  manner  that  it  could  be  surrounded  by  a  bath  which  could  be  heated  to 
any  desired  temperature,  without  being  in  any  way  disturbed.  The  tempera- 
ture  of  the  cell  was  read  off  on  a  thermometer  immersed  in  it.  The  electrodes 
were  veiy  long  and  thick  polished  plates  of  platinum,  which  only  dipped 
partially  into  the  liquid  in  the  cell;  the  area  of  the  immersed*  portion  was 
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carefully  determinod  in  each  experiment.  The  liquid  used  was  water  slightly 
acidulated  with  sulphuric  acid,  the  resistance  of  which  was  extremely  small  in 
comparison  with  that  of  the  wire  completing  the  circuit  of  the  cell  (19,100  ohms) . 
The  values  obtained  show  that  a  very  much  stronger  electrolytic  convection 
takes  place  at  higher  temperatures  than  at  lower,  a  result  which  has  been  also 
stated  by  Helmholtz.  To  compare  the  experiments  made  at  different  tempera- 
tures, the  discharge  currents  were  observed,  after  a  long-continued  charging, 
which  got  rid  of  the  first  fluctuations  of  the  convection  resistance.  The  discharge 
was  observed  during  one  minute,  the  minute  being  divided  into  four  equal 
parts;  the  first  interval  of  fifteen  seconds  was  sub-divided  at  the  instant  when 
the  needle  of  the  galvanometer  completed  its  first  deflection  a.  At  this  instant 
the  current  strength  is  given  by  the  formula 

a 


^\  - 


1  +  e-^ 


where  A  is  the  damping.    If  fi  is  the  time  of  the  flrst  deflection,  then,  as  shown 
in  a  former  paper,  if  ^i  is  the  original  intensity 

1^1       log.  00  —  log.  4»i 
Aw 

If  ^  is  the  intensity  after  fifteen  seconds,  then 

«i ^    (16  —  tx )  log,  s 

11       lug.  4>i  —  log.  ^ 

The  current  strength  is  then  calculated  from  the  formulas 


/^'^^-^^CsnTiT^— ■""^^^^^^} 


and 


0 
15 


/<dt  ^cieT^'*     J  Id-aVB"*"-)— 6     ci(a"^w/| 

The  sum  of  these  expressions  gives  very  nearly  the  current  strength  during 
the  first  15  seconds  of  the  discharge.  The  quantity  of  electricity  for  the  follow- 
ing 45  seconds  is  obtained  from  the  formula 

15^f+4»s+4>4  +  f) 

where  ^  ^,  ^s  are  the  values  of  the  current  strength  at  90, 45,  and  60  seconds, 
respectively,  after  the  commencement  of  the  discharge.  The  quantity  of 
charge,  other  than  that  shown  by  the  return  current,  was  found  from  the 

formula  • 

h 

(^®)J-^/*^*.etc. 

0 
In  each  experiment,  besides  the  temperature,  the  other  factors  were  varied, 

yoh.  X.  5 
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▼iz.,  the  electro-motive  force  uaed  fbr  charging  the  cell^  the  size  of  the  electrodes, 
the  degree  of  concentration  of  the  liquid,  and  consequently  its  conductivily, 
and  the  direction  of  the  charging  current.  The  following  are  the  most  im- 
portant results  obtained  ;— 

1.  The  convection  resistances  decrease  markedly  with  increasing  tempera- 
ture, and  more  with  small  electro-motive  forces  than  with  large. 

2.  According  to  the  quantity  of  the  convection  resistances,  the  relations  of 
the  quantities  of  electricity  really  flowing  hack  in  the  discharge  currents  at 
increasing  temperatures  may  prove  to  be  quite  different. 

8.  If,  besides  the  quantities  of  electricity  really  flowing  back  in  the 
discharge  currents,  those  which  flow  out  of  the  condenser  simultaneously 
during  the  discharge  in  the  direction  of  the  charging  current,  owing  to  the 
convection  process,  be  taken  into  account,  higher  values  are  obtained  for  the 
quantities  of  charge  (e  Q)  under  all  circumstances  at  higher  temperatures.  If 
the  convection  resistance  is  infinite,  the  charge  and  the  current  intensity 
coincide.  Hence  in  a  case  not  disturbed  by  electrolytic  convection,  the  charge 
as  well  as  the  discharge  current  would  be  found  much  greater  at  higher 
temperatures. 

4.  The  influence  of  temperature  is  decidedly  stronger  for  smaller  electro- 
motive forces  than  for  larger. 

6.  The  course  of  the  discharge  is  alwajrs  decidedly  slower  at  higher  tem- 
peratures. The  better  rearrangement  of  the  molecules  at  higher  temperatures 
occurs  therefore  at  first  quite  gradually. 

6.  The  above  relation  holds  for  smaller  electro-motive  forces  in  a  higher 
degree  than  for  larger. 

7.  Under  otherwise  similar  circumstances  the  stronger  electro-motive 
forces  require  throughout  at  lower  temperatures  a  slower  course  of  discharge ; 
at  higher  temperatures,  on  the  contrary,  just  as  quick,  sometimes  even  a 
quicker  course  than  the  weaker  forces. 

8.  Greater  or  less  concentration  of  the  liquid  has  no  perceptible  influence 
on  the  phenomena. 

9.  Larger  surfaces  of  the  electrodes  require  always  a  slower  course  of 
discharge. 

In  order  ftirther  to  investigate  the  question,  the  author  made  use  of  a  glass 
tube  1  cm.  in  diameter,  bent  five  times,  and  filled  with  very  dilute  sulphuric 
acid;  in  the  open  upper  ends  of  the  tube  two  small  platinum  plates  were 
placed  to  serve  as  electrodes.  The  intermediate  portion  of  the  tube  was 
immersed  in  a  cold  bath,  so  that  only  that  portion  of  the  liquid  in  the 
neighbourhood  of  the  electrodes  became  warmed.  In  this  case  the  infiuence  of 
the  temperature  was  predominant  near  the  electiiodes,  and  did  not  occur  in  the 
intermediate  liquid.  Besides,  a  distinct  diminution  of  the  convection  resistance 
was  quite  unmistakable,  especially  in  the  intermediate  liquid.  Since  the 
resistance  of  the  liquid  was  extremely  small  in  comparison  with  the  wire 
resistance  of  the  circuit,  this  last  relation  could  not  be  explained  by  what 
occurred  merely  at  the  electrodes. 
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The  aathor  next  limited  his  obfervations  to  the  two  electrodes.  The  thick 
platinum  plates  nsed  in  the  first  experiments  were  immersed  separately  in  two 
beakers,  which  were  connected  by  a  siphon,  each  beaker  being  surrounded  by  a 
bath.  The  liquid  resistance  was  again  small  io  comparison  with  that  of  the 
rest  of  the  circuit  (19,100  ohms).    From  these  observations  he  concluded — 

10.  The  convection  resistance  is  diminished  in  a  great  degree,  if  there  is  a 
high  temperature  at  only  one  electrode.  Moreover,  the  heating  of  the  anode 
has  decidedly  more  effect. 

11.  The  charges  are  increased  if  the  kathode  is  heated. 

12.  With  the  increased  action  of  the  heated  kathode  at  the  commencement 
of  a  aeries  of  experiments,  is  connected  a  slower  course  of  discharge,  as  compared 
with  the  heating  of  the  anode. 

18.  The  observation  in  Ko.  11  could  not  be  made  with  the  atrongest  electro- 
motive force  used  (0.88  volts). 

14.  In  cases  where  the  differences  of  charge  for  heated  anode  or  kathode 
are  great,  the  charges  obtained  when .  both  electrodes  are  heated  together 
approximate  to  the  charges  obtained  when  the  kathode  alone  is  heated.    If  the 
differences  for  the  two  electrodes  are  small,  the  charges,  when  both  are  heated 
simultaneously,  are  decidedly  greater.    The  author  concludes  that  the  most 
important  results  obtained  may  be  explained  l^  the  greater  freedom  with 
which  the  gas  collected  at  the  one  electrode  returns  through  the  liquid  to  the 
other,  if  the  electrodes  are  heated,  thereby  rendering  new  convection  currents 
posuble.    On  the  other  hand,  a  larger  charge  is  obtained  by  heating  the  kathode. 
The  increased  mobility  of  the  electrolytic  molecules  at  higher  temperatures 
explain  the  increase  of  charge.    The  electricity  collecting  at  the  electrodes  is 
in  a  position  to  bring  about  more  easily  the  rearrangement  of  the  molecules, 
and  consequently  increases  the  capacity  of  the  cell.    The  rearrangement  of  the 
molecules  proceeds  most  powerfully  from  the  kathode, ».«.,  from  the  electrode 
most  f^ee  from  gas,  which  can  easily  be  imderstood,  since  here  the  charged 
snr&ce  of  the  platinum  plate  is  in  immediate  contact  with  the  molecules  of 
the  liquid.    The  gas  which  has  been  absorbed  by  the  electrodes  is  set  free  more 
easily  at  a  higher  temperature,  and  also  assists  the  above  cause,  since  the 
setting  f^ee  of  the  gas  renders  possible  a  stronger  convection  current.    If  the 
conclusions  as  to  the  parts  played  by  each  electrode  are  rights  then  these 
fnxLctions  will  be  reverted  if  the  gas  essentially  concerned  is  hydrogen  in  place 
of  oxygen.    To  test  this,  both  electrodes  were  first  covered  with  a  film  of 
hydrogen  in  another  cell.   On  the  experiment  being  performed,  the  anticipated 
result  was  obtained.    The  author  also  made  some  experiments  on  the  pro- 
duction of  thermo-electric  currents  between  hot  and  cold  platinum  plates 
inunersed  in  dilute  sulphuric  acid.    With  an  absorption  of  oxygen,  the  current 
in  the  liquid  was  from,  the  hot  to  the  cold  platinum,  and  the  converse  when 
the  hydrogen  was  absorbed.    The  stronger  convection  currents  in  the  former 
experiments  follow  the  same  course. 
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W.  K0LT8— ON  THE  INGBEASE  OF  DANGER  FROM  LIGHTNING, 

AND  ITS  PROBABLE  CAUSES. 

{Awnai&n  der  PhyHk  und  Chemie,  B,  XL,  H.  4,  No,  12,  pp,  719-722.) 

The  author  refers  to  a  comparison  made  by  Yon  Bezold,  in  1869,  between 
the  increasing  freqaency  of  thunderstorms  and  the  increasing  frequency  of 
lightning  strokes  in  Bavaria,  from  which  the  latter  concluded  that  the  one  was 
the  cause  of  the  other.  The  author  has  investigated  whether  the  increase  of 
lightning  strokes  in  recent  times  holds  good  generally,  and,  further,  if  the 
causes  are  to  be  sought  for  in  meteorological,  or  rather  in  terrestrial  changes. 
The  data  were  taken  from  the  records  of  the  meteorological  stations,  and  of  the 
insurance  offices,  and  are  set  out  in  the  following  table,  in  which  danger  fh>m 
lightning  is  taken  as  the  quotient  of  the  number  of  houses  struck,  and  the  total 
number  of  houses  in  the  district : — 


Decnaae  or  Inoreaee  of 
Thunder  Stonna 

Decrease  or  Inoreaae  of  Danger 
ftoai  Lightning 

Since 
186i. 

Since 
1863. 

Since 
1870. 

Ntonber 

of 
Places. 

Since 
18M. 

Since 
1862. 

Since 
1870. 

5.8 

West  Germany 

• 
... 

M5 

186 

1-05 

20 

2-64 

2-61 

105 

11 

East          , 

*•• 

0-97 

115 

0-88 

15 

2-86 

2-69 

1-45 

6 

North       „ 

«•. 

M 

1-31 

0-97 

23 

2-67 

2-84 

1-26 

8 

South       „ 

... 

104 

1-21 

1 

12 

2-85 

2-11 

0-99 

8 

Germany  (generally) 

107 

1-27 

0-98 

36 

275 

2-57 

M2 

16 

Austria    

... 

0*88 

079 

097 

7 

175 

1-24 

106 

2 

Switzerland    ... 

■•* 

... 

1 

1-03 

2 

207 

1-83 

112 

4 

From  the  first  and  last  mean  of  four  years  the  first  mean  »  1. 

These  tables  show  that  the  increase  of  thunderstorms  is  only  extremely 
small,  and  changes  to  a  decrease ;  while  the  increase  of  danger  from  lightning 
is  surprisingly  great^  and  in  no  instance  changes  to  a  decrease.  The  author 
concludes  that  the  increase  in  danger  from  lightning  is  to  be  sought  for  in  ter- 
restrial changes.  Among  these  may  be  placed  the  increase  in  cleared  forest 
land,  and  perhaps  the  increase  of  railroads,  since  both  these  tend  to  attract 
thunderstorms  to  towns  and  villages;  also  the  increase,  in  recent  years,  of  the 
quantity  of  metallic  material  used  in  building,  as  in  ornamental  roof  work  and 
in  gas  and  water-piping. 


—EXPERIMENTS  ON  THE  DIFFEEENCE  OF  POTENTIAL 
OF  TWO  METALS  IN  CONTACT. 

{JowmaX  de  Physique^  T.  X,,  No.  110,  Ftibrwyry  1881,  pp.  68-76.) 

The  author  used  his  apparatus  described  in  vol.  IX.,  p.  146  of  the  Jowmal 
de  Phyiiqw,  and  abstracted  in  Vol.  IX.,  No.  88,  p.  326,  of  this  Journal,  to 
determine  how  the  apparent  difference  of  potential  depended  on  the  superficial 
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layer  of  substanceB  opposed  to  one  another.  A  plate  of  copper  was  cbemically 
cleaned,  and  found  to  have  electro-motiye  force  of  contact  with  gold  equal  to 
0-187  Latimer  Clark's  cells.  The  copper  plate  was  placed  for  an  instant  in 
solphoretted  hydrogen  gas  and  then  washed  again  in  alcohol,  hut  the  electro- 
motiTe  force  of  contact  with  gold  had  gone  up  to  0201.  Experiments  were  next 
made  with  a  plate  of  zinc  with  gold,  and  it  was  found  that  the  electro-motive 
force  of  contact,  which  was  0698  just  after  the  zinc  had  heen  most  careAiUy 
cleaned,  diminished  to  0-523  in  a  quarter  of  an  hour,  the  plates  heing  in  the  air 
and  no  visible  alteration  having  occurred  at  the  surface  of  the  zinc.  The  effect 
of  rubbing  the  surface  of  the  zinc  in  different  ways  was  next  tried,  and  the 
anthor  arrived  at  the  result  that  all  metals  became  more  positive  when  the 
aurface  was  rubbed ;  that  this  effect  died  away  slowly  if  the  scratching  had  been 
deep  when  emery  paper  was  used,  and  more  quickly  if  the  rubbing  had  been 
less  deep,  filtering  paper  being  only  employed  in  the  cleaning.  Zinc  showed  the 
greatest  change  with  the  mode  of  cleaning  the  surface,  and  copper  the  least. 

Experiments  were  next  made  on  the  effect  produced  by  altering  the  pressure 
of  a  gas  surrounding  the  plates,  and  which  was  chemically  inactive ;  the  results 
arrived  at  were  that  the  difference  of  potential  increased  with  diminution  of 
potential,  and  regained  its  original  value  when  the  pressure  was  again  increased, 
the  greatest  change  in  any  case  obtained  being  not  more  than  ^  of  the  total 
difference  of  potential.  A  curve  is  given  showing  the  variation  of  difference  of 
potential  with  variation  of  pressure  when  the  gas  surrounding  both  plates  was 
oxygen.  The  author  found  that  the  substitution  of  one  gas  for  another  produced 
little  change  when  the  pressure  was  small.  The  author  next  investigated 
whether  two  metals  joined  by  a  liquid  arc  were  at  the  same  potential,  and  he 
considered  it  important  in  this  experiment  that  the  surfaces  opposed  to  one 
another  and  acting  inductively  on  one  another  should  be  those  that  are  joined 
by  the  liquid.  As,  however,  the  difference  of  potential  changes  with  time,  and 
as  it  was  the  first  difference  of  potential  he  desired  to  measure,  the  time  law 
of  change  was  determined  by  several  experiments,  and  thus  the  initial  diflbr- 
ence  of  potential  arrived  at  by  interpolation.  The  conclusion  arrived  at  was 
that  joining  two  metals  by  alcohol  reduced  at  the  first  moment  the  surfaces 
touched  by  the  alcohol  absolutely  to  the  same  potential,  a  conclusion  that  can 
be  usefully  employed  in  determining  the  difference  of  potentials  of  rare  metals 
that  cannot  be  obtained  in  plates. 
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•  Engineer  of  the  Netherlands  Telegraphs, 

The  Hague. 

•  Director  of  Spanish  Telegraphs,  Madrid. 
.    45,  Rue  de  Luxembourg,  Paris. 

•  FerroCarrilde  Buenos  AyresyCompana, 

Estaoion  Compana,  Buenos  Ayres. 


F0BEI6N  MEKBERS. 


JVAHIOO,  M.  le  Comixutndear,  £. 
{Honoranj  Secroiaryfor  JtaXy,) 

DsHHs,  Dr.  Fs.      •  •  • 

Db  Ii4  Pksciixi.,  Ekeiqub 

DEIiABGE,  FB]£D]£bIC 

(Honorary  Secretary  for  Beljium.) 

DELA7IELD,  A.  FlOTD 

I>*IxrajsviLLE,  Gkorgi     • 
DwioBTy  H.  p.        •  • 


Directoc-Genaral  of  tb«  Italian  Tele- 
graphs, Borne. 

Imperial  TelegraphB,  Com  tanz,  Badeiu 

18,  Westend  Park  Street,  Glasgow. 

Engineer  of  the  Belgian  Telegraphs, 
Brussels. 

Noroton,  Connecticut,  U.S. 

Western  Union   Telegraph   Company, 
197,  Broadway,  New  York. 

General  Superintendent,  Montreal  Tele- 
graph Company,  Toronto. 


EcKBBT,  Gen.  Thomas  T.  . 

Eddoit,  Thomas  A 
Eldik,  B.  K.  Yak  • 

Etxks,  I.  C.  •  • 


President,  American  Union  Telegraph 
Company,  137,  Broadway,  New 
York,  U.8. 

Menlo  Park,  New  Jersey,  U.S. 

Divisional  Inspector  of  Netherlands  Tele> 
graphs,  Yenlo,  The  Netherlands. 

Inspector  of  Bailway  Telegraphs, 
Utrecht^  The  Netherlands. 


Fabmeb,  Professor  Moses  G. 
FbOhuch,  Dr.  OflCAR 


.   U.S.  Torpedo  Station,  Newport,  B.L 
.   94,  Markgrafen  Strasse,  Berlin. 


Galahtv,  Don  JosC 
Gaxat,  Don  FxLix 


OiacfA  DSL  BxAi^  Don  Fedebtco 
GowEB,  Febdbric  a. 


Oeacb,  G.  H. 

OiAMA0CDri»  Jules  H.  F.  . 

Grat,  Elisba 
ouiuiaume,  f.  c. 


HaMaTOir,  Gboxob  A. 
Hauw,  p.  p. 


.    Inspector  of  Spanish  Telegraphs,  Govern  - 
ment  Department,  ^ville. 

•  Director  of  Spanish  Government  Tele- 

graphs, y  itoria. 

•  Director  of  Spanish  Telegraphs,  Madrid. 

.    Gower -Bell  Telephone  Company,  9,  Great 
Winchester  Street  Buildings,  £.0. 

.    Superintendent  of  Telegraphs,  Central 
B.B.  of  N.J.,  Easton,  Pa.,  U.8.A. 

•  Government    Telegraph    Department, 

Marseilles. 

.   Highland  Park,  Illinois,  U.S. 
.   Cologne,  Bhenish  Prussia. 


Western  Union   Telegraph   Company, 
197,  Broadway,  New  York,  U.S. 

Atlantic  and  Pacific  Telegraph  Company, 
146,  Broadway,  New  York,  U.S. 
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FOBEIGN  MEMBEBS. 


HUXAHD,  QmOWBM  T. 


HxquiTy  A. 
Hour,  F.  L  G.  M. . 

HoNcxji,  Captain  Hbinbich 
"HoMKLXR,  Oolonel  Y. 


Great  Northern  Telegraph  (pampany, 
Shanghai. 

Great  Northern   Telegraph  ^Company, 
Foochow,  China. 

103,Bae  de  Grenelle,  St.  GtermainB^Parii. 

Great  Northern  Telegraph  Company, 
Hong  Kong. 

Danish  Boyal  Engineers,  Copenhagen. 

Danish  Boyal  Engineers,  Copenhagen. 


ISPOLATOPF,  NICHOLAUS  . 
(Honorary  Beer^aryfor  Buiiia.) 

iBAEXOLAy  Don  Juan  Martin  di 
Ituuiuoa,  Don  Eneiqus 


Director  of  St.  Petershorg  Telegraphs, 
St.  Petersburg. 

Director  of  Spanish  Telegraphs,  Bilbao. 
Director  of  Spanish  Telegraphs,  Madrid. 


jAjiiACHKorr,  Paul 
Jaoxs,  T.  nx 

Johnson,  Edwabd  H. 
JONKS,  L.  Bioiiow 


.    31,  Bne  d'Offemont,  Paris. 

•  Divisional  Inspector  of  Netherlands 
Teleffraphs,  Leenwarden,  The  Ne- 
therlands. 

.  United  Telephone  Company,  11,  Queen 
Victoria  Street^  E.C. 

.  Boston  and  Albany  Bailway  Company, 
Allston,  Mass.,  n.S. 


KizxoQO,  MiLo  G.  • 

KOLYIO,  F.  • 


220,  East  Kinzie  Street^  Chicago,  U.8. 

Great  Northern  Telegraph  Company, 
Nagasaki. 


liACOiNi,  Ekilx     • 

liADD,  GXOXGS  S.    • 

Laoaxdi,  Joseph  • 
Lasabd,  Dr.  AnoLPBx 

IiAUCUKT,  EnWAlD 

LAUBmxNf  S. 


Director  of  Telegraphs,  Constantinople; 

President  of  the  Qold  and  Stock  Tele- 
graph Company,  San  Francisco. 

108,  Bne  de  Grenelle,  St.  Germains,  Paris; 

German  Union   Telegraph   Company, 
Werder  Strasse,  Berlin. 

12,  Qneen  Anne*s  Gate,  Westminster. 
S.W. 

Great   Northern   Telegraph  Company, 
Copenhagen. 


FOBEIGK  MEMBERS. 
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LoBiT  BcmLuis   • 


LocKvooD,  T.  D.    . 


LopB  01  OcfiOAy  Don  Anto^cio  . 

LOKKNTZBir,  Yaldxmax     • 
LtfORs,  His  Excellency  Gen.  Yon 


•  Sub-Director   of  Spanish   Telegraphs, 

Madrid. 

.   American  Bell  Telephone  Company,  95, 
Milk  Street,  Boston,  Mass.,  U.S  JL. 

.   Inspector-General^  of    Spanish    Tele- 
graphs, Madrid. 

.    Boyal  Danish  Telegraphs,  Copenhagen. 

•  Director-General  of  the  Imperial  Bassian 

Telegraphs,  St.  Petersburg. 


MAD8EN,  C.  L 

(Honorary  Secretary  for  Denmaric,') 

Maxtul,  A.  Ds  Saint     . 

Mathaid,  G.  C.  • 

Mimxiy  Hbnei  .  .  .  . 

Mim,  B.  • 

MdixiByC.  A.  .  .  .  . 

MOKCXL,  Count  TUEODORE  ou   . 

MoRinEBjD.  •  •  •  . 

MooxB,  Geoege  W.  .  .  . 

MoKA,  Don  Fravcisco 

MoxA,  Don  Orestes  de    , 

MULTAD,  CaEL  •  .  .  . 


49,  Norre  Sogade,  Copenhagen. 

Secretary  of  the  International  Bureau, 
Berne. 

1413,  G.  Street,  Washington,  U.S. 

7  Bue  du  Theatre,  Crenelle,  Paris. 

Xo.  1,  Boulevard  St.  Denis,  Paris. 

Great  Northern  Telegraph  Company, 
Nystad  (Finland). 

7,  Bue  de  Hambourg,  Paris. 

57,  Bue  Pigalle,  Paris. 

25,  Bue  des  Comedians,  Bruxelles 

Inspector  of  Spanish  Telegraphs,Govern. 
ment  Department,  Madrid. 

Director  of  Spanish  Telegraphs^Govem- 
ment  Dei>artment,  ^rcelona. 

Boyal  Danish  Telegraphs,  Copenhagen 


Xagel,  J.  H. 


.    Netherlands    State    Telegraph    Office, 
Amhem. 


Kataeea,  W.  8.     .  .  .  .    Telegraph  Department,  Teheran,  Persia. 

KiAUOKT,  Alpeed  .  •  •  .6,  Bue  de  Seine,  Paris. 

KIEL8EN,  C Director.General    of    the    Norwegian 

{Honorary  Secretary  Jor  Norway,)    .  Telegraphs,  Christiania. 

NiEXSKXy  F.  C.  C.  •  .  .  .    Great  Northern   Telegraph  Company, 

Copenhagen. 


OMstMA,  Don  Emilio 


.   Sub-Director  of    Spanish  Telegraphs, 
Madrid. 
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FOBEIGN  MEMBEBS. 


Pellkoxino,  Commander  Hnico 
Pjstebson,  £.  B.     . 

Feixbsex,  J.  A.  P. 

PfORDEx,  Frederick  ton  des 

PiS8ARvirsKT,  Nicolas 
Pope,  FrakkL.     • 
Prados,  Don  Julian  Arx)NZA 
Prescott,  Georoe  B.       • 


•  Italian  Telegraphs,  Florence. 

.    Great   Northern  Telegraph   Company, 
Copenhagen. 

.   Great  Northern   Telegraph  Company, 
Godhy,  Aland. 

.    Eastein  Extension  Telegraph  Company, 
Batavia. 

•  18,  Bue  Zuamenskaiai  St.  Petersburg. 
.   Elibabeth,  New  Jersey,  n.S.A. 

.    Director  of  Spanish  Telegraphs,  Madrid. 

•  Gold   and  Stock  Telegraph  Company, 

197,  Broadway,  New  York,  TJ.8. 


Ba.u,  Edouard 
Batuond,  L. 

Batnaud,  Jules  . 
Bedoket,  Don  Josf  de 

BxNTZCH,  Feed.  John 

BXPSOLD,  J.  G. 

Bornxir,  Tikotheus 
BOUSSEAU,  A.  J.  • 
BussxLL,  Thoswold  F. 


75,  Bae  d'Arlon,  Brussels. 

Director  of  Stores  and  Works,  103,  Bue 
de  Grenelle,  St.  Germains,  Paris. 

108,  Buede  Grenelle,  St.  Germains,Paris. 

Director  of  Spanish  Telegraphs,  GoTem- 
ment  Department,Santander,Bpain. 

Eastern  Extension  Telegraph  Company, 
Banjoewangie,  Java. 

Engineer-in-Chief  of   the   Swiss  Tele- 
graphs,  Berne. 

Care  of  G.  F.  Bogers,  6,  Great  Win- 
chester Street  Buildings,  E.C. 

Great  Northern  Telegraph  Company. 


SAsmiAK,  L.  J. 
Sargent,  W.  D. 


Saltatori,  F.        • 
ScHAJfLER,  Otto    . 

SCHONHSTDER,  liicut.  SOPHUS 

schultz,  c.  a.       • 

Seliokann-Lui,  Gustate  p. 
Seyerx,  Hknry  a. 


.  Inspector  of  Dutch-Indian  Goverxmient 
Telegraphs,  Batavia. 

.  General  Superintendent,  The  Telephone 
Company,  1111,  Chestnut  Street, 
Philadelphia,  Pa. 

.    Italian  Telegraphs,  Bome. 

.   7,  Halbgasse,  No.  26,  Vienna. 

.  Boyal  Danish  Telegraphs,  Nykjobing- 
Paa-Falster,  Denmark. 

.   Great  Northern  Telegraph  Company, 
Shanghai. 

•   28,  Bue  Denfert-Bochereau,  Paris. 

.  Care  of  Messrs.  H.  S.  King  A  Co^  6S. 
ComhilJ,  E.C. 


FO&EIGN  MBMBRB8. 
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8IEKEKS,  Dr.  WEBNEB 

(Honorary  Seeretaty  for  Germany,) 

SoLOAHf  Don  Gauos  Paz 
Bourn,  Casl  G 


Spaho,  H.  W. 
Btaukg,  WlLLIAai 


Stiashs,  J.  B. 
Stxaube,  Otto 

Sunnov,  Albert  • 

SuBiaoK,  Gapt.  Edward 

SmooRSyG.  H. 

SwDTTARi),  Thomas 


94y  Markgrafen  Straise,  BerUn. 

Limay  Pera. 

Great  Northern   Telegraph  Oompanj, 
Shanghai. 

Beadingi  Pennsylvania^  U.S. 

Director  of  the  Netherlands  Telegraphs, 
The  Hague. 

48,  Gordon  Square,  W.G. 

Telegraph   Engineer,    No.    787,    Galle 
Cangallo,  Buenos  Ayres. 

Great  Northern   Telegraph  Company, 
Hong-Kong,  China. 

Great  Northern   Telegraph  Company*, 
Copenhagen. 

Western  Union   Telegraph   Company, 
Chicago,  Illinois,  U.S. 

Managing  Director,  Dominion  Telegraph 
Company,  Toronto,  Canada. 


Txssm  JuLRs 
ToBLiR,  Dr.  Adolph 
Traitt,  Lawrrxcb  B. 

Trant,  PRZR  Nicholas  . 


•  7,  Bne  du  theatre,  Grenelle,  Paris. 

.  J'ederal  Polytechnic  School,  Zurich. 

.    Provincial  Telesraph  Department,  103, 
Galle  Cangallo,  Buenos  Ayres. 

•  Provincial      Telegraph      Department, 

Bosario,  Argentine  Bepubiic. 


UciLAT,  Don  Pasocal 

XTOARTR,  OlBOARIO  Y. 


Director  of  Spanish  Telegraphs,Zaragoza. 

Inspector-General    de    los    Tclegrafos 
Nacionales,  Buenos  Ayres. 


Vallktos^  HiGiNio,  Lieut  .-Col. 

TAzquxz,  Don  Francisco 

TiALB,  Le  Chevalier  Clrmrmtx 
YiANisi,  Le  Marquis  L.   . 


•  General  Manager,  Military  Telegraphs, 

Buenos  Ayres. 

•  Sub-Director    of    Spanish   Telegraphs 

Madrid, 

•  Italian  Telegraphs,  Florence. 
.    Messina. 
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POBEIGK  MEMBERS. 


Vigil,  Don  Psihitito 
YiNCHSNT,  JuLis:r 
YoGAL,  Caxl 


.    Chef  de  Station,  Spanish  Telegraphs, 
Madrid. 

.    Inspector-General  of  the  Belgian  Pahlic 
Works,  Brussels. 

.    94,  Markgrafen  Btrasse,  Berlin. 


"WlSSE,  W.  J. 

'WuNSCBENDOsrr,  Jules  H. 


Suh-Director  of  the  Government  Tele- 
graph Office,  The  Hague. 

17,  Bue  Jeanne  d*Arc,  Bouen. 


ZxTzscBi,  Professor  Dr.  K.  £.   . 


Professor  of  Telegraphy,  Boyal  Saxon 
Polytechnicon,  Dresden. 


Total  Nuvfiher  of  Foreign  I£emher»     • 


152. 


MEMBERS. 


ABEL,  Pkorssob  G.B.,  FJI.B. 
{Pad  Pretident.) 

ADAMS,  Pbofbssoi,  W.O.,  P.E.S.    • 
{Vid'PrenderU.) 

Adams,  M.B 

Ahirn,  John     •  •  •  • 

ALLEN,  JAMES 
{Honorary  Secretary  for  ihs  Argentine 
Republic.) 

Andkxsox,  Sir  Jakks    . 

Andibion,  Bichasd,  F.C.S.    . 

^  AjrsnsoN,  8.,  Major,  B.E.,  C.M.G.  . 

Ajunows,  Thomas 

Anbsxws,  Tom  B. 

ANDBEWS,  W.  S.      . 
{Member  (^  Council.) 

AN8ELL,  WILLLAM  T.       . 
{Hemher  of  CowmH.) 

*  Ammstoxg,  B.  Y.,  Major,  B  J!. 

ATKiHSOir,  Dr.  E.,  F.C.S. 

AYLMEB,  JOHN,  Civil  Engineer  . 
(Honorary  Secretary  for  France.) 

AYBTON,  Peofessob  W.  E.  . 

(Chairman  of  the  Editing  Commitiee.) 


Boyal  Arsenal,  'Woolwich. 

Physical   Laboratory,  King's   College, 
W.C. 

Indian  Government  Telegraphs. 

The  Edison  Telephone  Co.,  15,  Cross 
Street,  Manchester. 

Telegraph       Superintendent,       Great 
Southern  Bailway,  Buenos  Ayres. 

66,  Old  Broad  Street,  E.G. 

B.  S.  Newall  ft  Co.,  130,  Strand,  W.C. 

Horse  Guards,  Whitehall,  S.W. 

Anglo-American  Telegraph    Company, 
Brest. 

Manager  Indo-European  Telegraph  Com- 
pany, 18,  Old  Broad  Street,  E.G. 

66,  Old  Broad  Street,  E.G. 

Brompton  Barracks,  Chatham. 
Porteshury  Hill,  Camberley,  Surrey. 
4,  Bue  de  Naples,  Paris. 

68,  Bloane  Street,  S.W. 


*  Bailet,  Johx     ....   India  Bubber,  Gutta  Percha,  and  Tele- 

graph Works  Co.,  Silvertown,  E. 

*  Barlow,  William  Hxnet,  FJt.S.      .   2,  Old  Palace  Yard,  S.W. 

BATEMAN-CHAMPAIN,  J.U.,  49  and  50,  Parliament  Street,  S.W. 

Lt.-Colokxl  B  J:.  {Past  President.) 

*  Bell,  Akdeew   ....   Postal  Telegraphs,  Gloucester  Boad,N.W. 

Bmli^  Professor  A.  G. .  .  .   Office  of  the  National  Bell  Telephone 

Company,  95,  Milk  Street  Boston, 
Mass. 

BxMNxrr,  Alteed  Boslixo      •  •   1,  Inverness  Villas,  Clova  Boad|  Forest 

Gate,  £. 

Bkbssfoed,  Chaelbs  F.  C,  Capt.,  B.E.  Chatham. 

Bxffis,  A.  S.       •  .  •  •  Kurrachee.  ^ 

Birrs,  J.  A Ind:  a  Bubler  Company,  8ilvertovm|  £. 
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HEMBEBS. 


Beits,  J.  F.  H.  . 
BiGos,  0.  H.  W. 

BlNKET,W.  P.    . 

BiBD,  Edward  C. 
Bishop,  Jakes  Drape u 
Blissett,  T. 


Bohr,  Heinrick  G.  C.  , 

Bold,  E.  H.       •  •  •  • 

BOLTON,  FRANK,  Lt.-Colonel    . 
{Honorary  Secretary,^ 

*  Bordeaux,  John 

BOTSLER,  B.  •  •  .  . 

BoTLE,  R.  YxciRS,  CSJ.,  MJ.C.E.     . 

Briggs,  Javbs  a.  •  •  . 

BRIGHT,  Sir  CHARLES,  M.LGJ:. 
{Member  of  Cowncil,) 

BRIGHT,  EDWARD  B. 
(Merrhw  of  CouncU,) 

BRISTOW,G.  L. 

(Honorary  Solicitor.) 

Brittlb,  John  Richard 
Brqadbbnt,  J.  E.,  Capt.,  R.£. 
Brooks,  "Williak  R.    • 


Browx,  E.  O.     •         • 
Browne, W.J.  • 
BuLLER,  Ernest  W.     • 
Burke,  J.  • 

Burt  Viacount  .K.C.M.G. 


106,  Cannon  Street,  E.C. 

7,  Freeland  Road,  Bromley,  Kent 

Eastern  Telegraph  Company,  Syra, 
Greece. 

Woodcot  Villa,  Tyndall'e  Park,  Bristol. 

Shanghai. 

(Indian  Government  Tele£[raphs,  Cal- 
cutta) care  of  Messrs.  Grindlay  A  Co., 
55,  Parliament  Street,  S.W. 

Great  Northern  Telegraph  Company, 
Shanghai. 

Napier,  New  ^Zealand. 

4,  Broad  Sanctnary,  Westminster,  B.W. 

Suhmarine  Telegraph  Company,  Dover. 

Indian  Government  Telegraphs,  Cal- 
cutta. 

Care  of  Grindlay  &  Co.,  56,  Parliament 
Street,  S.W. 

Jabalpur,  Central  Provinces,  East  Indies. 

20,  Bolton  Gardens,  S.W. 

7,  Albemarle  Street,  Piccadilly,  W« 

1,  Copthall  Buildings,  E.C. 

Lawn  House,  Brockley,  Kent. 

Simla,  Punjab,  India. 

(Indian  Government  Telemiphs,  Bom- 
bay), care  of  Messrs.  King  &  Co.,  65, 
Comhill,  E.C. 

Royal  Arsenal,  Woolwich,  S.E. 

Indian  Government  Telegraphs. 

49,  Charlotte  Road,  Birmingham. 

Indian  Ck)vemment  Telegraphs. 

66  PrinpeiGate  W« 


Cakning,  Sir  Samuel,  CJE,     . 
Cappbl,  Albert  J.  L.  • 
Cargtll,  W.  W.,  FJI.G.S. 
Carmichael,  Sir  Jab.,  Bart.   • 


.   7,  Great  Winchester  Street  Buildings, 
Old  Broad  Street,  E.C. 

.   Deputy  -  Director  -  General    of    Indian 
Government  Telegraphs. 

•   Lancaster  Lodge,  Campden  Road,  Ken- 
sington, W. 

.   Submarine  Telegraph  Company,  Thread- 
needle  Street,  E.C. 


HEMBEBa 
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Camov/^Williak,  M.  Inst.  O.E. 

Cecil,  Lord  Sacktulb 

Chaxbu,  Alah  £. 
Chasues,  G.  G.  • 

*  CHAumr,  Georox  yon  . 


Clask,  Eowix,  MJ.C.E 

CLABK,  LATTMEK,  M.I.C  J!. 
(Pott  P^sidmU.) 

COLLRT,  BiCBARD 

Comoir,  A.  A.,  F.BJI.S. 
GooKi^  CosrsAD  W* 

Coupee,  E.  A.    •  .  • 

CSACiUfELL,  £.0. 

CSACEHELL,  W.  J.  •  .  . 

t  CsAirvoED  AND  Balcaseis,  Earl  of, 
f  •B.S.  •  •  •  •  < 

Ckiswice,  Gbobgb  8.   . 

CmoXASTix,  D.  B. 

Cbooisb,  William,  F.B.8.  • 
CsossLiTj  Louis  J*       •  • 

Ceossxan,  Lt-Gol.  William,  BJE.    . 

CULBEETSON,  Dr.  J.  N.  •  • 


t  CxnJMY,  B.  S.,  M  J.C.E. 


Whitecross  Wire  ft  Iron  Co.,  WArring- 
ton,  Lancashire. 

The  Oast  Honse,  Hayes  Common, 
Beckenham,  Kent. 

Camera  Lodge,  South  Norwood^  S.E. 

Indian  Goyemment  Telegraphs,  Cal- 
cutta. 

Care  of  Messrs.  Siemens  Bros.  A  Co., 
12,  Queen  Anne's  Gate,  West- 
minster, 8.W. 

6,  Westminster  Chambers,  Westminster, 
8.W. 

6,  Westminster  Chambers,  Westminster 
8.W. 

19,  St.  Mary's  Boad,  Harlesden. 

68,  Eaton  Bise,  Ealing,  W. 

6,  Westminster  Chambers,  Victoria 
Street,  S.W. 

6,  Great  George  Street,   Westminster, 

S.W. 

Superintendent  of  Telegraphs,  Sydney, 
Australia. 

Brisbane,  Australia. 

47,  Brook  Street,  W. 

Boyal  Observatory,  Greenwich. 

Indian  GoTemment  Telegraphs,  Cal- 
cutta. 

7,  Kensington  Park  Gardens,  W. 

Moorside,  Hali&x,  Yorkshire. 

War  Office,  Whitehall. 

International  Bell  Telephone  Company, 
Maison  Colard,  10  and  12,  March^ 
au  Lait,  Antwerp. 

Saint  Martin's,  Weston-super-Mare. 


DAKEB8,  JAME8     • 
(flbnorary  Skcrdaryfcr  Camada), 

Dahisll^  Feahcis  T.  B.  • 

BAELiire,  W.  C.  • 
Datids,  B.  O.  B. 

DiMabsac,  F.  B. 


•  Montreal  Telegraph  Company,  Montreal, 

Canada. 

•  Indo-European    Telegraphs,    Teheran 

Persia. . 

•  Indian  Government  Telegraphs. 

•  Estrada  de  Ferro  Companhia  Paulista 

Campestina,  BraziL 

•  Indian  Government  Telegraphs,Calcutta 
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MEMBERS. 


Diking,  Gioftai  E. 

DiSPOIMTZS,  F.    . 
DONOTAN,  H.  C.  • 

Douglas,  Major-General,  B.A. 

DOUOLAB,  J.  0.    • 
DoTLs,  Jambs  D. 

Drbsing,  Ghxistian 


DUFFIW,  0. 
DUTHT,  J.  W.  B. 


•  Lockleys,  Welwyn. 

•  Submarine  Teleg^ph  Company,  Thread- 

needle  Street. 

•  Enderby's  Wharf,  East  Greenwich,  S^. 
.   India. 

•  Indian  Government  Telegraphs. 

.  Victorian  Hallways,  Melbourne,  Yic- 
toria,  Australia. 

.  Great  Northern  Telegraph  Company, 
119,  Bishopsgate  Street,  Within, 
E.C. 

.    Indian  Government  Telegraphs. 

.    Indian  Government  Telegraphs. 


EcKTORD,  J.,  Major,  B.E. 

Edwards,  J.  B.  . 
Eggikgton,  Alfred 

Ellebt,  Jaxes  Henry  . 


.    Indian   Government  Telegraphs,    Cal- 
cutta. 

.    Postal  Telegraphs,  LiverpooL 

.    Eastern  Telegraph  Company,  Otranto, 
Italy. 

•    Lancashire  and  Yorkshire  Bailway  Co., 
Manchester. 


Ellert,BobertJ.L.,F.B.8.,F.B.A.S.  Government    Astronomer,   Melbourne, 

Victoria,  Australia. 


.    Boyal  Observatory,  Greenwich. 

.    119,  Bishopsgate  Street  Within,  E.C. 


Ellis,  WaLUM,  F.B.A.S. 

EBICHSEN,  H.  G.     . 
{Member  of  Council.) 

EsTLZR,  Paul     . 

Evans,  Mortimer,  C.E.|F.G.S.,F.B.A.S.  Engineer  to  the  Wemyss  Bay  Bailway, 

Wemyss  Bay. 


•   Messrs.  Siemens*  Works,  Charlton. 


Fahob,  J.  J.        . 

Ffinch,  B.  T.     . 

FIELD,  S.  D.    . 
{Honorary  Secretary  for   Wettem 
Afnerteok,) 

FnzoERXLD,  Desmond  G. 

Fleming,  J.  C.    . 

Fletcher,  J.  W. 

FlxndelL|  B.  B. 
Flotd,  William  Henrt 


Indo-European  Telegraph  Department 
Shiraz,  Persia. 

Indo-European  Government  Telegraphs. 

California  Electrical  Works,  184,  Sutter 
Street,  San  Francisco. 

6,  Akerman  Bead,  Brixton,  S.W. 

Superintendent  Government  Telegraphs, 
Perth,  Western  Australia, 

Telegraph   Department,    London   and 
Northwestern  Bailway , Manchester. 

Indian  Government  Telegraphs. 

Bailway  Teleeraph  Department,  Christ- 
church,  New  Zealand. 


hBumBBBb 
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FOBDE,  H.  0,,  MXC.K.        •  .   6,  Duke  Street,  Adelphi,  W.O. 

FoRn,  A.  LK  KzTB     •  •  •   East  Hilly  Wandsworth. 

F06TEB,  PiorasaoK  G.O.,  FJ(.B.    •    12,  Hilldrop  Boad,  N. 


.   British  Electric  Light  Company,  Heddon 
Street,  Begent  Street,  W. 

•  8,  Bidgway  Terrace,  Dartmouth. 

•  Qovemment    Telegraph    Department, 

Cape  of  Good  Hope. 

.   Newcastle  Wharf  Works,  Old  Ford  Boad, 
Bow,  E. 

•  Care  of  Messrs.  Case  and  Londonaack, 

1,  James  Street,  Adelphi,  W.C. 

•  Brazilian  Submarine  Telegraph  Co.,  8, 

Great  Winchester  Street,  £.C. 

•  Gompania  Telegraflca  del  Bio    de   la 

Plata,  Buenos  Ayres. 


*  Fox,  St.  Gbobgi  L^hb  • 

FiAircB,  J.  B.     •         • 
Fbasu,  Captain  Chaxlss 

FlOLKl,  JOHH      . 
FULUS,  JOHH  W. 

FvLun,  Thokas 
FuBzi,  Edwih    • 


Oaitov,  Oapt.  Douglas,  C3.,  F.B.S. 

GaTET,  JOBK         .  •  •  • 

Gatkt,JohxC.  .  .  .  . 

Okihaedi,  Chabxis  a. 
GiuiiT,  Edwakd 

OUL,  W.  J.,  Captain  B.E.      , 

GLADStOKi,  Dr.  JoRH  Hall,  F.B.S.  . 

GliOVEB,  T.  G.,  Col,  B.B.    . 
(JKmitfr  of  CovmeSL.) 

Glotib,  Waltu  T.      . 

GoDrBKT,W.B. 

GoLsnon,  Ohaslis     . 

GoinoN,  C.  B.  B. 


GossKLor,  G.  A. 


Gorr,  D.  W. 
Oon,  Jomt 


12,  Chester  Street,  Grosvenor  Place,  B.  W. 

Postal  Telegraphs,  Cardiff. 

United  Telephone  Company,  ZS,  Cole- 
man Street,  £.C. 

106,  Gannon  Street,  E.C. 

Dundee  and  Arbroath  Joint  Bailway, 
Calcutta  Buildings,  Commercial 
Street,  Dundee. 

1,  Edinburgh  Mansions,  Victoria  Street, 
S.W. 

17,  Pembridge  Square,  W. 

SUpenhill,  Sydenham  HUl,  S.E. 

Moorhurst,  Kersal,  Manchester. 

54^  Begent*s  J^ark  Boad,  N.W. 

London  and  South  Western  Bailway, 
Southampton. 

Indian  Government  Telegraphs,  Cal- 
cutta. 

Indian  Gk>Yemment  Telegraphs,  Co- 
lombo, Ceylon  (care  of  Henry  S, 
King  &  Co.,  East  India  Agents,  66, 
Comhill). 

Eastern  Extension  Telegraph  Company, 
Port  Darwin,  South  Australia. 

French  Atlantic  Telegraph  Company, 
St.  Pierre,  Newfoundland. 
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MKMBEBS. 


Grant,  Angus    . 

Grates,  A. 

GBAYEB,  E.     . 
(^Honorary  Treoiurer.) 

Grayxs,  James 

Grat,  Matthew  . 
Grat,  Robert  K. 
Greener,  J.  H.  . 
Greenhill,  Matthew  C. 
Groyer,  George  E.,  Major^  B.E. 

GuENZEL,  Ernst 


Montreal  Telegraph  Coxnpany,Montreal. 

14,  Priory  Street,  York. 

Postal  Telegraphs,  General  Post  Office, 
B.C. 

Anglo-American  Telegraph  Company, 
Yalentia,  Ireland. 

100,  Cannon  Street,  E.C. 

St.  John's  Park,  Blackheath,  8.E. 

14,  St.  Swithin's  Lane,  E.C. 

Brighton  Grove,  Busholme,  Manchester. 

28,  Collingham  Place,  Cromwell  Boad, 
S.W. 

Indo-European    Telegraph    Company, 
Tiflis,  Caucasus,  Bussia. 


Hall,  William  Henrt,  Capt., 
Halpin,  Capt.  Bobert  C. 

*  Hancock,  Walter 

Hare,  G.  J. 

Hartet,  Fred.,  Capt.,  B.N. 

Harwood,  F. 

Hawkins,  Frederick    . 

Hatnes,  Frederick  T.  Iago 
Heatiside,  a.  W. 
Henbaqe,  F.  W.,  Capt,  B  J!. 
Henlet,  W.T.  • 

HENNEBERa,  OtTO 

*  HiooiNs,  Frederick     • 

Hill,  A.  D. 
Hill,  T.  C. 

*  HocKiN,  Charles,  M  A.,  C.E. 

HOELTZER,  C. 

Hooper,  J.  P.     • 
Houghton,  E*     •  • 

HouTuu-ScHiNDLSRy  General 


B.N.  .    19,  Gloucester  Crescent,  Hyde  Park,  W. 

.    88,  Old  Broad  Street  EC. 

.    10,  Upper  Chadwell  Street,  Myddleton 
Square,  E.O. 

.   Indian  Government  Telegraphs. 

.    1,     Sparrows    Heme    Yillas,    Boshey 
Heath,  near  Watford,  Herts. 

.    Eastern    Telegraph   Company,    Carca- 
vellos,  Lisbon. 

.    India  Bubber  and  Gutta  Percha  Com- 
pany, Silvertown, 

.  Great  Western  Bailway,  Taunton. 

.  Postal  Telegraphs^  Newcastle*on-Tyne. 

.  Bermuda. 

.  Chesterton  Honse,  Plalstow,  Essex. 

.  Nenenberger  Strasse,  Ko.  22,  Berlin. 

.   Exchange  Telegraph  Company,  17,  Oom- 
hiU,  E.C. 

.    Indian  Government  Telegraphs. 

.    Indian  (Government  Telegraphs. 

•  8,  Avenue  Boad,  St  John's  Wood. 

.    Cambridge  House,  Old  Charlton  Village, 
Kent 

.   Coventry  Park,  Streatham. 

•  London  Brighton  and  South  Coast  Rail- 
way Company,  London  Bridge,  8.E. 

Albert  Inspector-General    of    PeiBian    Tele- 
graphs, Teheran. 


MEMBEB8. 
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Hows,  J. .  .  .  , 

HUGHES,  PK07BSS0K,  D  JB^  F  JI.S. 
{Member  </  Couneil.) 

HuxLET,  Edwaxd  Butlek 

HUTCHINSQK,  8.  H.  C.     . 

Htse,  H.,  JCajor-General,  B.E. 


•   Brazilian  Babmarine  Telegraph  Com- 
pany, Pemambnco. 

.   Care  of  London  Joint  Stock  Bank,  69. 
Pall  Mall,  aw. 

.    Colombo,  Ceylon. 

.   Indian  Oovemment  Telegraphi. 

.   India  Office,  Westminster,  8. W. 


IxtiHi^  A.H. 


.   17«  Hamilton  Square,  Birkenhead. 


Jacob,  Frank  . 
Jaxxs,  T.  B.  . 
Jaxizson,  Akdhew,  C  J:. 


.    2,  Oakland  ViUas,  Maryon  Boad,  Charl- 
ton, BJB. 

.   Government    Telegraph    Department, 
Melbourne,  Australia. 

•    Principal  of  the  Glasf^fow   Mechanics' 
Institute,  38,  Bath^Street,  Glasgow. 

Jknkin,  Flvexikg,  Professor,  F.B.S.,   3,  Great  Stuart  Street,  Edinburgh. 
MJ.C.E. 

Jnruif,  John     •  .  .  •   Office  of  the  Enraeer-in-Chief,  General 

Post  Office,  £.C. 

Jrtois,  Sir  W.H.,Col.  BJ!^  K.C.M.G.  Government   House,   Adelaide,    South 
C3.      .....  Australia. 


JOHHSON,  J.  THXWLIS 

JomraoN,  Waltie  C.     . 
JoHKsroN,  W,  p. 
JOHXS,  J.  CD.. 

Jones,  T.  J. 

JONSS,  W.  C.  KlOZL 

Josephs,  S.  J. 
Jura,  Waltrh    . 


.    Bradford  Iron  Works,  Manchester. 

.    King's  Garden,  Eltham,  Kent. 

.    Indian  Gbvemment  Telegraphs. 

.  Eastern  Extension  Telegraph  Company, 
Singapore. 

.  School  of  Military  and  Submarine  Tele- 
graphy,  4,  George  Street,  Hanover 
Square,  W. 

.   Indian  Government  Telegraphs. 

.   Indian  Government  Telegraj^s. 

.  Eastern  Extension  Telegraph  Company, 
Penang. 


KAisza,  E.  F.     • 
Kerb,  Qbokgb,  C.£.     . 

•  Kbiipx,  H.  B.    • 
Kixsis,  W. 


94^  Markgrafen  Strasse,  Berlin. 

Cienf  uegos,  Cuba  (Care  of  the  Cuba  Sub- 
marine Telegraph  Company,  61,  Old 
Broad  Street,  E.C.) 

Postal  Telegraphs,  General  Post  Offlcei 
E.C. 

Messrs.  Elliott  Bros.,  101,  St.  Martin's 
Lane,  W.C. 


20 


MEMBEBa 


Ladd,  W.  • 

LiisTSB,  James  » 

Lajcbibt,  Frank 

IiANGOON,  WULIAIC 

Lake,  J.  H.        • 

IiANly  J.  M. 
IlABKINy  XhOXAS  J. 

Lajisins,  a.  B.  • 

IiATlOHLIN,  BOBEST  C. 

Layxndbb,  John 

Laws,  J.  0.         • 
Lemon,  0. 
Lb  Mesbibub,  F.  A.,  Major,  B.E. 
•  Loxrleb,  Louis 

LoBBAiN,  James  Gbievb 

Luke,  8.  P.  Y.    . 

Lund,  John  A.  • 
LuNDT,  Chaelbs 


Beak  Street,  Begent  Street. 

Postal    Telegraphs    School,  Moorgate 
Street  Buildings,  £.G. 

7,  Pope's  Head  Alley,  Lombard  Street^ 

Superintendent,  Telegraph  Department, 
Midland  Bailway,  lierby. 

Indian  Gk)Temment  Telegraphs. 

Indian    GrOYemment   Telegraphs,  Cal- 
cutta. 

Imperial  (Government  Telegraphs,  Kobd, 
Japan. 

Indian  Government  Telegraphs. 

Indian  Government  Telegraphs. 

6,  Garter  Street,  Boman  Boad,  Higher 
Broughton,  Manchester. 

41,  St.  John's  Park,  Upper  HoUoway. 

Wellington,  New  Zealand. 

Aldershot. 

12,  Queen  Anne's  Gate,  Westminster, 
S.W. 

9,   Victoria    Ohambers,   Westminster, 
S.W. 

Indian  Government   Telegraphs,    Gal* 
cutta. 

41,  Gomhill,  E.C. 

Direct  United  States  Gable  Gompany, 
Torbay,  Nova  Scotia. 


MoGbath,  E.  a. 
McLbod,  Professor  H.  • 


.   Indian  Government  Teleg^phs. 

.   The  Boyal  Indian  Engineering  Gollege, 
Gooper's  HilL 

Mjlclban,  F.  G.  •  •  .  .   Eurrachee. 

Macleane,  G.  J.  H.     •  •  •   Indian  Government  Telegraphs. 

Maitulnd,  James  M.  H.,  Lt.-Col.,B.E.  Aldershot. 

M^QiNNirT,  Andbbw  T.  • 


•  Malcolm,  E.  D.,  Lieut.-Gol.,  B.E. 
Malloce,  Lieut.-GoL  B  JB. 
Mance,  H.  G.     • 

Habks,  G.  B.  D. 
Hathie80N|  James 


Telegraph     Dei>artment,     Wellington, 
l^ew  Zealand. 

Glifton  House,  York. 

Indian  Gk)vemment  Telegraphs,  Simla. 

Indo-European  Government  Telegraphs^ 
Kurrachee. 

Indian  Government  Telegraphs. 

India  Bubber  Gompany,  Silvertown, 


jLE«MB£xtS. 
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HAnSyWiLUAK 

JCatxx,  B.  C^  Admiral,  B.N^  C.B.  . 
McEtot,  Capt.  C.  A.     . 
HcGowAH,  Sahuel  W. 

KcGuBGOBy  William    . 


MlDMNGS,  W.  G. 

Mklhuish,  W.  F. 

HiLTlLLK,  W.  B. 
MiTTILHAUSEN,  JULHTS  . 

KoBExurr,  O.  J. 
Moll,  F.  H.  L.  • 

KoBOAsr,  C.  G.    • 

M  0BBI8.  J.      . 
{Hon,  Sicreitary  for  Japan,) 

*  MuntBKAD,  Alzxaxdbb,  Dr.  Sc 

HUIKHXAD,  JOBK 
MUEKAT,  K.  L.    • 

MussAT,  B.,  Col.,  B.  A. 


Naolo,  Euil 
KsALSy  John 

Nelson,  Fbibesick  D.  . 

Niwnr.W.  T.   . 

NxmcAH,  O.  G.  • 

VOSWOBTHT,  WiLLUM  F. 


7,  Bull  Head  Lane,  Northampton. 

101,  Queen's  Gate,  Hyde  Park.  aw« 

18,  Adam  Street,  Adelphi,  W.O. 

Chief  Inspector  of  Telegraphs  and 
Postal  Service,  Melbourne,  Victoria, 
Australia. 

Indian  Government  Telegraph  Depart. 
ment,  BiVer  View,  Dhuhri^  Lower 
Assam. 

Inspector  of  Telegraphs,  Christchurch, 
New  Zealand. 

Indian   Government   Telegraphs,  Cal- 
cutta. 

Indian  Government  Telegraphs. 

40,  Upper  Maryon  Boad,  New  Charlton, 

Indian  Government  Telegraphs. 

Indo-European  Telegraph  Company,  18, 
Old  Broad  Street^  B.C. 

30,  King  Streeti  Cheapside,  £.C. 

Department  of  Public  Works  (Tele- 
graphs) Yokio,  Japan. 

.,F.C.S.  Oakwood,  12,  Farquhar  Boad,  Upper 
Norwood. 

Oakwood,  12,  Farquhar  Boad,  Upper 
Norwood. 

Victorian  Bail  ways,  Melboume,Victoria, 
Australia. 

Calcutta. 


44,  Waldemar  Strasse,  Berlin. 

North    Staflbrdshire   Bailway,   Stoke- 
upon-Trent. 

Indo-European     Telegraph    Company, 
Teheran,  Persia. 

pastern  Extension  Telegraph  Company, 
Elephant  Point,  Bangoon. 

2,  Holies  Street,  Cavendish  Square. 

Compaiiia      Telegrafica      Submarina, 
Monte  Video. 


Obach,  Dr.  EuosN 
O^NLiT,  H.  M.,  B.A.  . 


.   Messrs.  Siemens  Brothers  ft  Company 
Charlton,  S.E. 

•   Indian  Government  Telegraphs,  Madras. 


22 


M£1IBEB8. 


0PPB2IHKIHE1,  JOSKPH    . 
ObMISTON,  FftEDEBICK  A. 

Ovxirs,  J. 
OwBir,  H.  P.        . 


62,  Brown  Street^  Hanchester. 

Cheveley  Villa,  Croydon  Grove,  Croy- 
don. 

Indian  GrOTemment  Telegraphs. 

Indian  Government  Telegrapha. 


Farbson,  £.  J. . 

Pbakk,  J.  .  • 

PsRRT,  Professor  John 
Phillips,  Samuel  £.,  Junior  . 

PiTMAK,  C.  E.      . 
POBWTT,  T.  W.    . 

PREECE,  JOHN  RICHARD 
(Honorary  Secretary  for  Persia.) 

PREECE,  W.  H.,  M.I.C.E.     . 
{Past  President,) 


.    St.  Paul's  Works,  76,  Little  Britain,  E.G. 

.    Indian  Government  Telegraphs. 

.    General  Manager,  Australian  and  Chiiia 
Telegraph  Company,  Singapore. 

.    U,  Talgarth  Road,  West  Kensington,W. 

.    Holhrook,  Shooter's  Hill,  Kent. 

.    Indian  Government  Telegraphs. 

.    CompafiiaTelegraficaPlatino-Brazilero, 
Monte  Video. 

.    Indo-Earopean  Government  Telegraphs, 
Shiraz,  Persia. 

.    Gothic  Lodge,  Wimbledon. 


Radcliffb,  Asthus  H.  W. 
Radclipfs,  James 

Rawsox,  Hekbert,  Lieut,  P.E. 
RsAns,  A.  J.  M. 

Reynolds,  Citables 

Rhodes,  E.  F.,  Lieut.,  R.E.    . 
Riddle,  Edward 

RiSCH,  GUSTAV     .  .  .  . 

RooiBS,  R.  W.  B.,  Lieut.,  R.N. 

R08ENBUSCH,  EDWARD  . 

(Honorary  Secretary  for  Malta  and 
the  Mediterranean.) 

RUTHEBIOBD,  J.  M.  . 


5,  Carrs  Lane,  Birmingham. 

Telegraph,  Department  Great  Northern 
Railway,  Retford. 

5,  Clifton  Terrace,  Monkstown,  Duhlin. 

Indian  Government  Telegraphs. 

Indian  Government    Telegraphs,    Cal- 
cutta. 

Singapore. 

21,  Woodlands  Villas,  Blackheath,  aS. 

Belvedere    Cottage,  Lansdowne   Road, 
Old  Charlton,  S.E. 

H.M.S  "Euryalus,"  care  of  the  Post- 
master, Aden. 

Mediterranean     Extension    Telegraph 
Comp&ny,  Valetta^  Malta, 

Indian  Government  Telegraphs. 


Sabine,  Robebt,  C.E. 
8acH|  Henby 


Grosmont  House,  Hampton  Wick. 

Great  Eastern  Railway,  Liverpool  Street 
Station,  E.C. 


MEMBBfiS, 
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SAL0MQH8,8Lr  BiTiB,  Bart.,  B.A. 
Sanobi,  Thoxas  Hknet 
Sauvdiis,  H.  C. 


Savrdies,  J.  B. 
SADTT.C.V.de  . 
ScHKAXic,  Otto  . 

BCEWESfDLIS,  L.,  CJE. 
SCSATCHLET,  P.  H.,  Licut.-Col 

Shakpi,  Chakues  J. 
Shiath,  Alfbsd 


t  BiXHENS)  Cabl,  MJ.C.E. 

SIEMENS,  CHARLES  WILLIAM, 
D.CL.,    LliJ)^    F.E.8.       {Past 
Pr$sidmU.) 

SIEMENS,  ALEXANDER    . 
{Member  of  Council.) 

SiXKim,  A«  B.  M. 

BnocoNs,  Su  J.  LiNTORN,  Gen.,  RJB., 
G.C.B. 

•  8IVEWRIGHT,  JAS.,  M.A.,  C.M.G. 
(Honorary  Secretary  for  the  Coipe  and 
South  Africa,) 

SKimnB,  W;  M.,  Captain,  R.E.         « 

SXTTH,  BkNJAMIN  .  .  . 

SiOTH,  R.  M.,  Lt.-Colone],  R.£. 

Smith,  THsopniLus 

SMITH,  WILLOUGHBY     . 
{Vice  Preiident) 

SXELL^   H.  .  .  .  . 


Broom  Hill,  Tanbridge  Wells. 

Poital- Telegraphs,  Bublin. 

Eastern  Telegraph  Company,  66,  Old 
Broad  Street,  E.C. 

Teignmoath. 

Eastern  Telegraph  Company,  Gibraltar. 

I2,Qaeen  Anne's  Gate,Westminster,8.W. 

Indian  Government  Telegraphs,Calcatta 

,  B.E. .    Public     Works      Office,     Melbourne, 
Yictoria,  Australia. 

27,  Gt.  George  Street,  Westminster,  S.W. 

Telegraph   Engineer,  Auckland,  New 
^aland. 

Messrs.  Siemens  ft  Halske,  St.  Petersburg 

12,  Queen  Anne's  Gate,  Westminster, 
S.W. 


8PAGN0LETTI,  C.E. 
(Viee-PreMidewt,) 

Bpraous,  J.  T.    . 

Stacst,  Chaslbs  H.     . 

Stzenk,  Louis    .... 

SriTfi^  Axthve  W. 

St.  Johw,  O.  B.  C,  Lieut-Col.,  RJ)., 

CJ3X 
BrooxLBT,  Lieut.-Col.,  R.E.    • 
SzoTBXSD,  B.  H.,  Lieut.-Col.  R.E.    . 


1 2,Queen  Anne's  Gate,We8tmin8  ter ,  S.  W . 

Bombay  and  Baroda  Railway  Company^ 
Amroli,  India. 

Inspector-General  of  Fortifications,  War 
Office,  S.W. 

General  Manager  of  Telegraphs,  Gape  of 
Good  Hope. 

The  Shrubbery,  Barbados. 

Eastern  Telegraph  Company,  Aden. 

Director  of  the  Indo-European  Govern, 
ment  Telegraphs,  Teheran,  Persia. 

Alcester,  Redditch. 

18,  Wharf  Road,  City  Road,  N. 

Estrada  de  Ferro  de  Natal,  Natal,  Rio 
Grande  do  Norte,  Brazil. 

G.  W.  Railway,  Paddington,  W. 

315,  Green  Lane,  Birmingham. 

Eastern  Telegraph  Company,  Aden. 

9,  Yictoria  Chambers,  Westminster,  8. W. 

Manora,  Hollington  Park,  St.  Leonard's- 
on-Sea. 

Political  Officer,  Kandahar,  India. 

Portsmouth. 

Royal  Engineers'  Office,  Bel£ut. 


u 


8TR0H,  AUGUSTUS 
(Member  cf  Couned,) 

Biuonn,  Ktbli  Emile  • 


96»  HaTentock  Hill,  N.W. 
16,  High  Boady  Knightsbridge. 


TalboTi  Faamk  F. 


TANSLXTy  EdWABD 

Tatlou,  Hkrbxrt,  C.£« 

TKALK,  FRKD.  G.     . 

{Acting  Honorary  Sscrttary 
for  India.) 

TXRNAICT,  A.  L. 

Tsup,  Julius     .  .  •  . 

TiiouPsoN,  H.  £. 

THOMHON,  Sir  WILLIAM,  F.B.B. 
LL.D.    {Pa$t  Priiident.) 

Thornton,  M,  L.  E.     .  •  • 

TlORIIURST,  F.  G. 

Tirtqkn,  0.  F.  • 
Todd,  Oiiarlrh,  0.  M.  G. 

Towkrs,  G.  L.   • 
THKUKxyfiLp,  H.  Von  Fischer 

Trowkr,  H,  R.  . 

•  Truman,  Edwin  Thomas 

TvRBtH«n.       •          •  •          • 

Tvrnrr,  H.  F.,  Migor  R.E.  • 

TTNt>An^  Professor  John,  LL.I)., 


Telegraph  SaperiDtendeat,  Central 
Argentine  Railway,  Roeario  dt 
B*^F^. 

Postal  Telegraphs,  Glasgow. 

7,  Pope's  Head  Alley,  Oomhill. 

Indian  Government  Telegraphs,  Cal- 
cutta. 

2,  Boulevard  du  Muy,  Marseilles. 

Great  Northern  Telegraph  Company, 
Aberdeen,  N.B. 

Indian  Government  Telegraphs,  Alipore. 

The  University,  Glasgow,  N.B. 

Indian  Government  Telegraphs^  Cal- 
cutta. 

The  Old  House,  Battle,  Sussex. 

Privathanken,  Copenhagen. 

Director-General  South  Australian  Tele- 
graphs, Adelaide,  Australia. 

Indian  Government  Telegraphs. 

12,  Queen  Anne's  Gate,  Westminster, 
B.W. 

Care  of  Messrs.  Grindlay,  Groom,  A  Co., 
Bombay. 

28,  Old  Burlington  Street^  W. 

Post  OiBce,  Freemantle,  Southampton. 

Postal  Telegn^hs,  BristoL 

Royal  Institution,  Albemarle  Street,  W. 


VARI.KT^  C.  F.»  F.RJB.,  MXC.E.    ,  1,  Great  Winchester  Street  Buildings, 
V  Jf^K^  ^  C<»%m.SI,)  Old  Broad  Street,  £LC. 

Vari.kt,  F*  H Mildniav  Park  Works,  Stoke  Kewing- 

ton^  N. 

WA1.KKR,  C  V^  F.R.S^  F.R A.S^  F^m  Sid^  Raigate  Hill,  Sonev. 

Waikim;,KiX  «  .  .  Indian  GoT»imi€nt  TelegrmphsL 

W  k\  KrK,  Sti^xKT  F«      «  «  «  Black  Boy  Taid,  Long  Row,  Nottingham 


i 


KEMBEBSb 


3S 


Waltok,  H.  I.   • 

WABBUKIOir,  £.  C. 


Waxd,  a.  B. 

WABD,  G.  O.    . 

(Homonuy  Seentanffor  S,  America^) 


.   8,  Bljmche  TilUa»  Stretford,  ne«r  Xan- 


Webb,  £.  Mabch 
WxEB,  F.  C^  MXC.E. 


WEBBEB,  C.  EDMOND,   Lt.-Col., 
BJB.    {Vie^Pruident.) 

In  KLLSy  JL«  £L       •  •  •  • 

•  Whttkhousb,  E.  O.  Wildmax 

WlBSB,  W 


WlLLIAlfS,  W.     • 

W11.BOK,  William  I,  F.C.S.    . 

Wijma,  G.  K.,  F.BJ^S. 
WixTKE,  William  Hxnbt 

WoLLASTOKy  ChABLTON 


Indian  GoTenunent  Telegrmpht,  BomlMj 

Telq^ph  Bepartmenty  LanetBhin  and 
xonBhii^  Bailway,  Manchester. 

Indian  GoTemment  TelegrmphB. 

Direct  XTnited  States  Cable  Company, 
1^  Broad  Street,  New  York. 

Broad  Street,  Binningbam. 

Caton  liodge,  Streatham  Hill,  Surrey. 

India  Bnbber  Company,  Silvertown,  £. 

Palace  Chambers,  Bridge  Street,  West- 
minster, SlW. 

Alvercliffe,  Qosport,  Hants. 

The  Anglo-American  Telegraph  Com- 
pany, 26,  Old  Broad  Street,  E.C. 

Down  Place,  Harting,  Petersfleld. 

Indian   Government  Telegraphs,   Cal- 
cutta. 

Indian   Goremment   Telegraphs^   Cal- 
cutta. 

2^  Westwick  Gardens,  Shepherd's  Bush, 
W. 

Arconxmi,  near  Madras. 

Postal  Telegraphs,  General  Post  Office. 

9,  Great  Winchester  Street,  E.C. 


YovKe,  Sir  Wiluam,  Bart.     .  .   Indian  Government  Telegraphs. 


TotaX  Number  of  Members 


839. 


ASSOCIATES. 


*  Adaxs,  Aikx.  J.  S. 

AOAKSON,  E.  W. 

Addison,  G.  W.,  Lieut 
AiBD,  John 
Allan,  Pbbct    . 
Allden,  G.  H.    • 
Aldis,  Bobert  W. 
Allen,  C.  E. 

Allen,  J.  J.  • 
AucACK,  Edward 
Almond,  Georob  B. 

Anderson,  James 
Andrews,  8. 
Arnold,  George 
AscouQH,  T.  B.   • 
Ash,  William  H. 

AsiiTON,  Edwin  . 


R.E. 


Postal  Telegraphs,  General  Post  Office. 

Submarine  Telegraph  Company,  East- 
dean,  Eastbourne. 

War  Office,  Whitehall,  B.W. 

Belvedere  Boad,  Lambeth. 

Woodbury  Hill,  Loughton,  Essex. 

Forest  Lodge,  Shirley,  Southampton. 

Postal  Telegraphs,  Colchester. 

Indo-European  Government  Telegraphs, 
Bushire. 

Indian  Government  Telegraphs,Calcatta. 

King's  College  Hospital. 

Eastern  Telegraph  Company,  Oandia, 
Crgte. 

Eastern  Telegraph  Company,  Syra. 

Postal  Telegraphs,  G.P.O.,  E.C. 

Postal  Telegraphs,  GJP.O.,  E.C. 

Postal  Telegraphs,  Telegraph  Street,  E.C. 

Eastern    Telegraph   Company,    Porth- 
cumo,  Penzance. 

Postal  Telegraphs,  Cambridge. 


Baokold,  Arthur  H.,  Lieut.,  B.E. 

Bailet,  J.  F.      . 
Bailet,  S.  S. 

Baines,  A.  E.     . 
Bambridge,  G.  H. 

Banker,  S.  M.    . 

Barker,  Edward  H.     . 

Barrt,  p.  F.      . 
Batsman,  Arthur  H.    . 
Batlt,  Brackenburt    . 
Batlt,  Hobbrt 


Junior  United  Service  Club,  Charles 
Street,  W. 

Anglo .  American  Cable  Company, 
Heart's  Content,  Newfoundland. 

Eastern  Telegraph  Company,  Aden. 

Compagnie  Fran^aise  du  T6Ugraphe,  de 
Paris  )k  New  York,  100,  Gresham 
House,  E.C. 

Avon  Villa,  Pellatt  Grove,  Wood 
Green,  N. 

Brazilian  Telegraph  Company,  Caixa 
Correio,  120,  Pemambuco,  Brazil. 

6,  Alfred  Street,  Cork. 

East  Greenwich,  S.E. 

Government  Telegraphs,  Cape  Town. 

Torr  Grove,  Plymouth. 


ASSOCIATES. 
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Bazzlkt,  Tboxas 

BlCXSIT,J.W.    . 

BscuRGsiLE,  Edoax  Willtax 
Bill,  Alxxaxdxb  Cabltlk 

BiLvnxs,  Williax 
Bc5'bt,  Hxmrt 

BERinrrr,  F.  "W^  Lieat.,  B  J!. . 

Bl3ST,  WiLUAX    • 

Bdsspobd,  James 

Bkrxkb,  L  O.  L. 

Bsblt^J. 

Biswick,J.  H.   . 

Bewick,  T.  J.,  C.E. 
Black,  Fbakcis  Daniel 
Blakit,  Edwin  • 
Blackmobe,  C^  Sergeant,  B.E. 

Blxwkit,  Gbobge 

BLUNDELL,  J.  WAG8TAFFE 
{Auditor.) 

BOLT05,F, 

Bolton,  Walteb 

BoxpAS,  G.  C.     . 
B088S,  Kabxl,  P.J.S.     . 

BOflOXWOBTH,  Wk. 

BoTBAM,  Abthub,  Seijcaiit,  H.E. 

BOTTOMLXT,  J.  T. 

BoTToxLET,  William    . 

BOTTOMLXT,  W.  F. 

BoiTXRX,  Bobxbt  0. 


Bbadlxt,  Bichabd 
BBArsHAW,  T.  H. 
Bbindibi,  L. 


.   Postal  Telegraphs,  Cardiff. 

•  Postal  Telegraphs,  Lancaster. 

.    Bedford  Park,  Tarnham  Green,  W. 

.    Thames  Chamhers,  12,  York  Buildings 
Adelphi,  W.C. 

.    Ferro  Carril  del  Sad,  Baenos  Ayres. 

•  West  Coast  of  America  Telegraph  Com- 

pany, 98,  Cannon  Street,  B.C. 

• 

•  22,  Calvert  Boad,  East  Greenwich,  SJB. 

•  Messrs.  Bichard  Johnson  &  Nephew, 

Manchester. 

.    Great   Northern  Telegraph  Company, 
119,  Bishopsgate  Street  Within,  E.G. 

.    Compagnie  G^n^rale  d*£clairage  Elec- 
triqne,  16,  New  Bridge  Street,  E.C. 

.    Direct  United  States  Cahle  Company, 
34,  Throgmorton  Street,  B.C. 

.   Haydon  Bridge,  Northumherland. 

.    Aske  Villa,  Heaton  Moor,  near  Stockport. 

.    Northern  Telegraph  Works,  Halifax. 

•  Indo-European  Government  Telegraph, 

Persia. 

.    17,  Osborne  Boad,  Tollington  Park,  N. 

•  12,  Delahay  Street,  Westminster. 

.   Eastern  Telegraph  Company,  Salonica, 
Turkey. 

.    22,  Athelstone  Bead,  St.  Stephen's  Boad, 
near  Bow,  £. 

.    4,GreatWinche8ter  BtreetBuilding8,E.C. 

•  India  Bubber  Company,  Silvertown. 

.    8,  Broomfield   Terrace,   Chapel   Lane, 
Headingley,  Leeds. 

.   Postal  Telegraphs,  Portsmouth. 

.   The  College,  Glasgow,  N.B. 

.    2,  Eton  Terrace,  Billhead,  Glasgow. 

.    Messrs.  David  Moseley  &  Sons,  2  &  4, 
New  Brown  Street  Manchester. 

•  General  Inspector,  Post  and  Telegraph 

Department,   Bowen,  Queensland, 
Australia. 

•  8  2  jYictoria  Terrace,  Ashton.under.Ly  ne 
.    Eastern  Telegraph  Company,  Cyprus. 

.    Direction  des  Telegraphes  Helleniques, 
Athens. 
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ASSOCIATES. 


Sbockie,  J.        • 
*  Sbodib,  Colik    • 

BKOOKyAXBBRT    . 

Bkook,  Walter  . 

BrOWX,  JaV E8      • 

Browv,  B.  T.      . 
Browne,  Henrt  V. 
BucKxiLL,  J.  T.,  Capt 

•  BULLIVANT,  W.  M. 

Bullock,  Thomas  A. 
Butcher,  8. 


B.E. 


.    21,  Throgmorton  Street,  E.G. 

.   Private  Wire  Department^  Seeretaij's 
Office,  GJP.O. 

,    Direct  United  States  Cable  Company, 
58,  Old  Broad  Street,  E.G. 

•   Direct  United  States  Cable  Company^ 
53,  Old  Broad  Street,  E.O. 

.    Direct  United  States  Cable  Company, 
16,  Broad  Street,  New  York,  U.8. 

.   6,  Ciceley  Boad,  Hanover  Park,  Peck- 
ham,  S.£. 

.   Direct   Spanish   Telegraph   Company, 
Barcelona. 

.   War  Office,  Whitehall,  S.W. 

.    2,  London  Street,  E.G. 

.    Eastern  Telegraph  Company,  66,  Old 
Broad  Street  E.G. 

.    Indo-Earopean  Telegraph  Department, 
Kurrachee. 


Campbell,  Edward 

CABDEW,  PHILIP,  Lieut.,  B.E. 
{Associcbte  Member  of  CcuncU,) 

Carew,  W.  B.  H. 

Carlisle,  Henry 

Carpenter,  F.  H. 

Carr,  George  M. 
Carson,  J.  H.     . 

Casserlet,  S.  W.  LL.B. 
Cawood,  Beuben 

Challen,  Peteb  B. 

Chambers,  John  Charlies 
Cheesman,  H.  G. 
Chevallieb,  G.    • 
Chevallibb,  Fielding  . 
Clapferton,  Georob    . 


Postal  Telegraphs,  Glasgow. 

School  of  Military  Engineering,  Chat- 
ham. 

Eastern  Extension  Telegraph  Company, 
Banjoewangie,  Java. 

Eastern     Telegraph    Company,     Port 
Durban,  Kata]. 

Western  and  Brazilian  Telegraph  Com- 
pany, Maranham. 

Postal  Telegraphs,  Sunderland. 

Anglo-American  Telegraph  Company, 
26,  Old  Broad  Street,  E.G. 

7,  Crown  Office  Bow,  Temple,  E.C. 

3,  Park  Terrace,  Stevenson  Dsive,  Long, 
side,  Glasgow. 

Victorian  Posts  and  Telegraph  Depart- 
ment,Melboume,Yictoria,Australia 

Postal  Telegraphs,  Leeds. 

Eastern  Telegraph  Company,  Lisbon. 

Eastern  Telegraph  Company,  Aden. 

India  Bubber  Company,  Silvertown,  £. 

Direct  United  States  Cable  Company, 
16,  Broad  Street,  New  York,  U.S. 


ASSOCIATSa 
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Claxki^  Staxlet 

Olakkx,     f  Sergeant,  B.E. 

CUOCENT,  Aduc  F. 
CLEMSITTSy  G.  M. 
CUPFXSTOK,  HkNRT 

COCBBAKS,  W.  H. 

COGKBUSK,  A.  C,  F.C.S. 

Cole,  C.  J. 

CoLEMAJf,  Alfred         • 


Collet,  Bkxjaxih  W.  . 

CoLLivos,  Chables  E.  . 
Collins,  Ebenezeb 

COOFBB,  M.  • 

cobneb,  c.  b.  . 
Cox-Walkxe,  E. 
Cbabtbsb,  Geobgi 

CBAMFTOKy  T.  BUBSELL,  M.I.C.E. 

Cbillt,  JOHif  Hamilton 

Cboal,  T.  a. 
CBorroN,  Edward 


CBOMPTOK.  B.  E.     . 
{AsiociaU  Mwiber  of  Council 

CUTF,  JOHJI  C.      • 


) 


LoDgden  House,  Well  Street,  South 
Hackney. 

Indo-European  Government  Telegraphs, 
Shiraz,  Persia. 

North  British  Bailway,  Edinburgh. 

17,  Gresham  House,  E.C. 

Eastern  Extension  Telegraph  Company, 
Singapore. 

St.  Stephen's  Chambers,  Telegraph 
Street,  E.C. 

14,  Trebovir  Boad,  Earl's  Court  Boad, 
South  Kensington,  &W. 

Eastern  Extension  Telegraph  Company, 
Bangoon. 

Inspector  of  Telegraphs,  Lancashire 
and  Yorkshire  Bailway,  Yictpria, 
Manchester. 

t 

Anglo-American  Telegraph  Company, 
St.  Pierre,  Newfoundland. 

Postal  Telegraphs,  Plymouth. 

Cape  Government  Telegraphs,  Murrays- 
burg.  Cape  Colony. 

Postal  Telegraphs,  G  JP.O^  E.C. 

8,  Copthall  Chambers,  Throgmorton 
Street,  E.C. 

Messrs.  Harrison,  Cox- Walker,  &  Co., 
Electricians,  Darlington. 

Eastern  Telegraph  Company,  Malta. 

4^  Victoria  Street,  S.W. 

Anglo-American  Telegraph  Company, 
Brest. 

Postal  Telegraphs,  Edinburgh. 

2,  Dr.  Johnson's  Buildings,  Inner  Tem- 
ple, E.C. 

Mansion  House  Buildings,  E.C. 

Care  of  Bennett  Pell,  Esq.,  General 
Manager,  Australian  and  China 
Telegraph  Company,  Singapore. 


Dallas,  John     •  • 

Dallas,  Thomas  E. 

Dalt,  Hxnbt  de  Bubgh 


21,  Alma  Square,  St.  John's  Wood. 

West  Coast  of  America  Telegraph  Com- 
pany, 98,  Cannon  Street,  E.C. 

Metropolitan  Surveyor's  Office,  G.P.O., 
4,  Adelaide  Street,  Charing  Cross, 
W.C- 
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ASSOCIATES. 


Daniel,  Louis  8. 

DANVER8,F.  C.      .    . 
{Auditor.) 

Dayixs,  David    . 

Dayies,  F. 

DayixSj  William  Henbt 

Davis,  James 
Davis,  Joseph    . 
DxARLOvx,  Abthub  L.  . 

Dickenson,  Samuel  S.  . 

Dickenson,  W.  • 

DiESELHOKST,  WiLHELM 

DoHEBTT,  John  . 
Donald,  John  . 
Donaldson,  J.    . 

Douglas,  Sholto  McKenzie 
Dov^soN,  Harold 
Draper,  George 

Draper,  John  H. 
Driver,  George 

duberlt.  f. 

DuBBRNy  George       .  . 

DUCLOTy  jAcquEs  F. 

DUTF,  B.  • 

Dunbar,  William 
Dunn,  Andrew  S. 

Durban,  William 
Dtbr,  F.  W.      . 


Chief  Teleg^ph  Office,  Melbourne. 
India  Office,  S.W. 

The   Boyal    Polytechnic    lastitnticn, 
London. 

Anglo- American  Telegraph  Company, 
Yalentia,  Ireland. 

Exchange    Telegraph    Company,    17, 
Comhill,  E.C. 

61,  Tyrrell  Street,  Bradford,  Yorkshire. 

90  &  92,  Crampton  Street,  aE. 

Care  of  Messrs.  Clark,  Forde,  &  Co., 
7,  Pope's  Head  Alley,  Comhill,  E.C. 

Direct  United  States  Cable,  Company, 
Torbay,  Nova  Scotia. 

Anglo-American   Telegraph  Company, 
Heart's  Content,  Newfoundland. 

Messrs.  Siemens  Brothers  ft  Go. ,  Charlton, 
S.E. 

Postal  Telegraphs,  Manchester. 

Postal  Telegraphs,  Stranraer. 

Postal  Telegraplis,  Beading. 

Petersburg,  Penang,  Deli  Sumatra. 

47,  Boundary  Boad,  St.  John's  Wood. 

Secretary  Eastern  Telegraph  Company, 
66,  Old  Broad  Street,  £.0. 

Finkle  Street,  Stockton-on-Teea. 

British  Telegraph  Works,  406,  Euston 
Boad,  N.W. 

Eastern  Extension  Telegraph  Company, 
Penang,  Straits  Settlement. 

Indian  Government   Telegraphs,  Cal. 
cutta. 

Submarine  Telegraph  Company,  Thread- 
needle  Street,  E.C. 

GoTemment    Telegraph    Department, 
Cap6  of  Good  Hope. 

Inspector  of  Telegraphs,  Cape  Colony. 

Telegraph     Department,     Caledonian 
Bailway  Company,  Glasgow,  N3. 

Eastern  Telegraph  Company,  Bombay. 

Postal  Telegraph  Stores,  Bolton,  Lanca- 
shire. 


EaRLI^  ESWAXD 


Anglo-American  Telegraph  Company, 
St.  Pierre,  Newfoundland. 


ASSOCIATES. 


SI 


EiEU^  BajiuilA.        • 
Eni,  Julius     • 

EoxN,  Augustus 
Edgab,  Jaxes    • 
Edmunds,  H^  Janr.     . 
Edwabds,  J.  P. 
Elam,  Br. 
Elliott,  Thomas 

Emmott,  Walter 

Emms,  E.,  Sergt.-Major,  B  J3. 
Etaivs,  Frsdkeick  E.    • 
Etmsbs,F.G.    • 


ADglo-American  Teleg^raph  Company, 
St.  Pierre,  Newfoundland. 

Compagnie  Fran^aise  da  T^tfgraphe  de 
Paris  k  New  York,  100,  Gresham 
House,  E.C. 

Postal  Telegraphs,  Edinburgh. 

Post  Office,  Wrexham. 

Heath  Villas,  Halifax. 

Qovemment  Telegraphs,  Cape  Town. 

75,  Harley  Street,  W. 

Engineer's  Department,  Postal  Tele- 
graphs, Hull. 

Northern  Telegraph  Works,  Halifax, 
Yorkshire. 

Temple  Gate,  Bristol. 

Postal  Telegraphs,  Birmingham. 

Nile  Cottage,  Wood  Street,  Woolwich, 
S.E. 


Falck^  B.  Anosi 
Falck,  A. 
Faxguks,  John 

FxXGUSONy  HXNKY 

Fettxns,  p.  F.  . 


FuELD,  Charles  Leopold 
FxTLDiNG,  Haj.-Gen.  the  Hon 
*  Flxbtwood,  Charles  Thos.    < 

Fletcher,  Thomas 
Ford,  T.  .. 

FORSHAW,  AxntRD  C.     . 

FotheroilLj  J.  W. 
Framxlik,  Jambs 

FJUSEBy  ASTHUR  J. 
FR▲^3^  JOHM     •  • 


•  Government  Telegraphs,  Grahamstown, 

Cape  Colony. 

•  Great   Northern  Telegraph  Company, 

Gothenberg,  Sweden. 

.    Telegraph  Bepartment,  Teheran,  Persia. 

.    Intelligence  Section,  Secretary's  Office, 
G.P.O.,  E.C. 

.   Birect  Spanish   Telegraph   Company, 
Marseilles. 

.    Upper  Marsh,  Lambeth. 

W.    .    23,  Brook  Street,  W. 

.   Post  Office   Telegraphs,  General  Post 
Office,  E.C. 

.    86,  Coleman  Street,  E.C. 

•  Postal  Telegraphs,  Bolton. 

.   Birect  United  States  Cable  Company, 
84,  Throgmorton  Street,  E.C. 

•  Anglo-American  Telegraph  Company, 

St.  Pierre,  Newfoundland. 

.    Bombay  and  Baroda  Bailway  Ccmipany, 
Bombay. 

•  14,  Buckingham  Street,  Charing  CroflSy 

W.C. 

•  Birect  United   States  Cable  Company 

Bye  Beach,  U.S. 
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AB800IATES. 


Feasib,  W.  J.    • 


FBnrcH,  J. 


Feimch,  S.  B.    • 

FBOST,  ALFBED,  J. 
{lAbranan,) 

FltOSTy  Abthitk  G. 
Fry,  J.  0. 

FULLIB,  GlORGB 
FUITON,  C, 


Direct  United  States  Cable  Gompanj, 
Bye  Beach,  U.S. 

Indian  Government  Telegraphfl,  BeUary, 
India. 

Secretary's  Department,  Postal   Tele- 
graphs, General  Post  Office,  E.G. 

6,    Westminster     Chambers,    Yictorla 
Street^  S.W. 

Direct  United  States  Cable  Gompanyt 
122,  State  Street,  Boston,  Mass. 

19,  Queen*s  Park  Terrace,  Harrow  Boad, 
Paddington,  W. 

Newcastle   Wharf   Works,   Old    Ford 
Bow,  £. 

Anglo-American  Teleg^ph  Company, 
26,  Old  Broad  Street,  £.0. 


Gallwxt,  Edwasd,  Ident.,  B.N 
GAiifxs,  M.  J.     • 

Gatihouss,  T.    • 

GsoRoa,  Fbiderick 

GiBBS,  Douglas  • 

Gibson,  Jambs    . 
GiBsoK,  Jomr 

GirroBD,  F.  W.  . 

Gilhbspt^Wh.  . 
Glboo,  Alexakdbb 


GooGH,  William  D. 
Goodman,  H.  M. 
GoonsALL,  Captain  W. 


Gordon,  Gborgb  Keith,  Lieut.  B.N. 

GOTHORPBi  T.       •  • 

Graham,  Alfred 
Graham, W.J.  • 

GranoTi  Hekrt  W.  von 


H.M.S. «  Vemon,'»  Portsmouth. 

Anglo-American  Telegraph  Company, 
Duxbury,  Mass.,  U.S. 

7,  Foreign  Street,  Loughboro'  Jonction, 
SJ2. 

Deputy  Inspector-Qeneral  of  Egyptian 
Telegraphs,  Cairo. 

Eastern  Telegraph  Company,  Alex- 
andria, Egypt. 

Postal  Telegraphs,  Edinburgh. 

Eastern  Telegraph  Company,  Alex* 
andria,  Egypt. 

Indo-European  Government  Telegraphs, 
Shiraz,  Persia. 

Eastern  Telegraph  Company,  Cairo. 

Care  of  Messrs.  Bowen  ft  Co.,  Phoenix 
Foundry,  Mount  Pleasant^  Clerken- 
well. 

21,  Cooper  Street,  Manchester. 

Enderby's  Wharf,  East  Greenwich. 

17,  Bartlett's  Buildings,  Holborn  Circus. 
E.C. 

83,  Edwardes  Square,  Kensington. 

Direct  United  States  Cable  Company, 
Bye  Beach,  U.S. 

9,  Graces  Boad,  CamberwelL 

1,  White  House  Villas,  Woodland 
Terrace,  Charltoxi,  S.E. 

East  Indian  Telegraphs,  Batavia, 
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GiujTviLL^  William  P. 

GUTBB,  A. 


OXATK,  E. 
G»AT,  H.  . 


.   196,SontligateBoad,N. 

.   6,    Olarence    Place,    Clapton    Square, 
Lower  Clapton,  E. 

.   Indo-European  Qovenunent  Telegraphs, 
Teheran,  Persia. 

.   Indo-European     Telegraph    Company, 
Teheran,  Persia. 

GtEKTHiLL,  J.  E.  •  .  ,   Downs  Park  Boad,  Clapton,  E. 

•  Gkkxb,  MacGbxoob,  Captain,  B.E.  .   Postal  Telegraphs,  Walpole  Street,  New 

Cross,  8.E. 

Grien,  G.  a.     •  .  .  .   Anglo- American   Telegraph  Company, 

Buzbury,  U.S. 

GsoTis,  William         .  .  ,89,  Bolsover  Street,  Portland  Plaoe. 

GuKDON,  W.  B The  Treasury,  S.W. 


Hackshaw,  T.     . 

Haoxb,  C.  W.     . 

Hall,  Walter  • 
Hamilton,  Major,  B.£. 
Hamilton,  F.  A. 

Harbsn,  ALnuBo 

Harborow,  Hxxrt 
Hardwick,  W.    . 

Hargrayb,  J.  W. 
Harrison,  Hugh  E.,  B.Sc. 
Harrison,  B.  H.  » 

Harrison,  Thos. 
Hasdbll,  H.  D.  • 

Haskatnm,  Hsnrt 

Hassard,H.S.  • 

HlATH,  E.  F.       . 
*  hsavisidk,  o.     . 
Hrnlet,  George 
Hbraohty,  G.  J. 

Hbrne,  Bobbrt  • 


Indo-European     Telegraph     Company, 
Teheran,  Persia. 

Messrs.    Siemens,    Telegraph    Works, 
Woolwich,  S.E. 

6,  Pier  Boad,  Erith. 

Aldershot. 

Anglo-American  Telegraph  Company. 
26,  Old  Broad  Street,  E.C. 

Highfield   House,   76,    Finchley   New 
Boad,  N.W. 

4,  Circus  Street,  Marylebone,  W. 

Indo-European  Government  Telegraphs, 
Persia. 

Postal  Telegraphs,  Carlisle. 

2,  Byng  Place,  Gordon  Square,  W.C. 
Highfields,  Ware,  Herts. 

Postal  Telegraphs,  Newcastle-on-Tyne. 

Post  Office  Savings    Bank,  St.  Paul's 
Churchyard,  E.C. 

67,  Christopher  Street^  Burley   Boad, 
Ijeeds. 

66th  Begiment^  The  Barracks,  Beading. 

The  Beeches,  Norwich. 

3,  St.  Augustine's  Boad,  N.W. 

47,  Essex  Street,  Islington,  N. 

Eastern  Telegraph  Company,  Lourenyo 
Marques,  Delagoa  Bay. 

Direct  United  States  Cable  Company, 
Bye  Beach,  New  Hampshire,  U.S. 

8 
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Hbsse,  Fbkdkeick  £. 

Hewktt,  John  8. 

Hill,  Joseph  Tkipf 
Hill,  Thokas     . 
HiLLiAKD,  Augustus 

Hisoorr,  A.  B.    . 

HooKiT,  Bergt.  B.,  B  J! 

HOOKUBT,  T.  T.   . 

HoGOi,  B. 


HoUOSy  GSOKGS 

HooKST,  James  . 
HoopiE,  S.  F.,  B.A. 
HuGoiNS,  Jambs 

HuMBLBy  GbOBOE 


Imkat,  Hasold  • 
Ibmikobbi  Frederick 

ISMAT,  J.  •  • 


Jambs,  0.  S. 
James,  J.  W. 
jErvBRT,  James  . 


JoBsoK,  Howard  C. 
Joel,  H.  F.         • 
Johnstone,  Thomas  Y 
Jones,  John  Btmer 
Jones,  W,  O.     • 

Jordan,  A.  A.   • 


,  Secretary  Eastern  Extension  Telegrapli 
Company,  66,  Old  Broad  Street,  £.G. 

.  The  Indian  Govemment  Telegraph 
Department. 

.   Postal  Telegraphs,  a.P.O.,  E.G. 

.    Postal  Telegraphs, Telegraph  Street,  £.0. 

.  Marine  Hotel,  Tidal  Basin,  Victoria 
Dock. 

•  Direct   Spanish    Telegraph   Company, 

Bilbao. 

.  Indo-European  GoYemment  Telegraphs, 
Konar  Takhteh,  Persia. 

•  Indo-European  Telegraph  Departmenti 

Knrrachee. 

.  Western  and  Brazilian  Telegraph  Com- 
pany, Caiza  76,  Bio  Grande  do  Sal, 
Brazil. 

.    Eastern  Telegraph  Company,  Malta. 

.  Postal  Telegraphs,  General  Post  Office, 
E.C. 

•  Tamworth  House,  Mitcham  Common, 

Surrey. 

.    Ferro  Carril  del  Bud,  Buenos  Ayres. 
.   Postal  Telegraphs,  Kewcastle-on-Tyne. 


Sedgemere,  East  End,  Finchley,  N. 

Great   Northern   Telegraph  Company 
Hong  Kong,  Chimw 

Postal  Telegraphs,  LiYerpooL 


•  Indian  Government  Telegraph  Depart- 

ment. 

.    Anglo-American  Telegraph  Company, 
Heart's  Content,  Newfoundland. 

•  The  Direct  Spanish  Telegraph  Company, 

25,  Church  Street,  Falmouth,  Corn- 
wall. 

•  Dudley. 

.    44,  Lavender  Grove,  Dalston,  £. 

.   Persian  Gulf  Telegraphs,  Fao  Station. 

.    52,  Cornwall  Boad,  Westboume  Park,  W. 

•  17,  Bolton  Gardens,  South  Kensington, 

S.W. 

•  Western  and  Brajdlian  Telegraph  Com* 

pany.  Bio  Grande  do  Soi,  Brazil 
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KvNvxr,  F.,  Sergeant-Major,  B.E. 

SlSBKT,  0.  H.       . 
KiDD,  J.  C. 

KiLLiNGBicK,  William  A. 

Knra,  Joseph  T. 

KiNe,  W.  F.,  F  Jt.aE. 

KiiiesFomD,  H.    • 

KiirasLjLND,  Wu. 

KiKBTy  Qeobos  J. 

Kniobt,  H.  ^.^  lient.  B  J!.  ^  . 


.   Postal  Teleffraph8,Walpole  Street^  Kew 
Gross,  6.E. 

.   Postal  Telegraphs,  Bristol. 

.   Indian   Qoyernment   Telegraphs,  Oal- 
cntta. 

.   W.T.  Henley's  Telegraph  Works,  North 
Woolwich, 

.   Gompania  Telegrafico   del   Bio  de  la 
Plata,  Buenoi  Ayres. 

.  Lonend,  Trinity,  Edinburgh. 

.  26,  Old  Broad  Street,  E.G. 

.  45,  Bentinck  Street,  Glasgow, 

.  Gape  Telegraphs,  Port  Elizabeth.  . 

.  Shaftesbury  yilla,Brockhiirst,Goiport. 


Lalondb,  £.  L.  . 

L&KOMAK,  AlTBED 

IiAPHAM,  T.  W.,  Serg.,  B  j:. 

Lauku,  E.  H. 
Lawson,  Ed.  G.  • 

LxooAT,  £.  J.     . 
Ijbhkakn,  Chaxxbs 
LaovAXDf  W.     • 
Lkpsllbt,  C.  a. 
LsssBLs,  Batid  . 
LoAif,  John 
LooAVy  Jambs  K. 
London,  Bobbbt 
Lopez,  Eustace  J. 

LOVBT,  A.  FtBI  . 

LowEy  Thomas   . 


87,  Oalvert  Boad,  East  Greenwich,  8.E. 

Postal  Telegraphs,  Cambridge. 

8,  St.  Leonard's  Terrace,  Mount  Bad! ord, 
Exeter. 

16,  Blandford  Square,  K.W. 

Superintendent,  Brazilian  Submarine 
Telegraph  Company,  St.  Vincent, 
Gape  de  Yerde. 

The  Eastern  Telegraph  Company, 
Bona,  Algiers. 

Eastern  Extension  Telegraph  Company, 
Singapore. 

South  Eastern  Bailway  Telegraphs, 
London  Bridge. 

Submarine  Telegraph  Company,  Thread- 
needle  Street,  E.G. 

Care  of  Mr.  J.  Cowans,  Inspector,  Post 
Office  Telegraphs,  Glasgow. 

The  Indo-European  Telegraph  Depart- 
ment, J  ask,  Persian  Gulf. 

Inspector  of  Telegraphs,  Bunedin,  New 
Zealand. 

84,  Tyrwhitt  Boad,  Lewisham  High 
Boad,  Kew  Gross,  S.E. 

Indian  Government  Telegraphs,  Cal- 
cutta. 

20,  The  Common,  Woolwich,  S.E. 

8,  Great  Winchester  Street  Buildings, 
E.C. 
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LucASy  F.  B. 
Ltnb,  0.  • 

LTBTKBy  W,  G. 


•   Park  Lodge,  Heryey  Boad»  Eidbrook, 

as. 

.   Indo-European  GovemiKient  Telegraphs, 
Persia. 

.   Post  Office,  Beading. 


HacClubk,  J.  H.  .  •  .   Beaconsfield  Olnb,  Marlborough  Gate, 

PaU  MaU,  S.W. 

HacDonnbll,  A.  0.,  Lieut.,  B.E.     .   HolwoodHou8e,ThicketBoad,A]merley. 

Maoorbgok,  J.  CoLLiNGs,  Lieut.,  B.E.  Ck>mmanding    2nd     Company,    Boyal 

Engineers,    Prsstoria,    Transvaal, 
South  Africa. 


.   48,  Osnaburgh  Street,  BegenVs  Park, 
N.W. 

.    Telegraph  Department,  Fumess  Bail- 
way,  Barrow-in-Furness. 

.    Manager  Telegraph,  Office,  Albury,  New 
South  Wales. 

.   Postal  Telegraphs,  Manchester. 

.   2,  Ovington  Square,  S.W. 

.  Direct  United  States  Cable  Company, 
Ballinskelligs. 

.    102,  Fetter  Lane,  E.C. 

.   8,  Windsor  Terrace,  Buckland,  Dover. 

.    Telegraph  Department,Naga8aki,Japan. 

.  Indo-European  Telegraph  Company, 
Persia. 

.  Telegraph  Construction  and  Mainten* 
ance  Company,  Enderby's  Wharf, 
East  Greenwich. 

.   4^  King's  Bench  Walk,  Temple,  B.C. 

.  Government  Telegraph  Department, 
Melbourne. 

.  Inspector  of  Telegraphs,  Transkie, 
South  Africa. 

.   84,  Damley  Boad,  Hackney,  E. 

.  Direct  United  States  Cable  Company, 
58,  Old  Broad  Street,  London. 

.   Postal  Telegraphs,  General  Post  Office. 

.   General  Post  Office. 

.  Care  of  Messrs.  Jardine,  Matheson,  & 
Co.,  Shanghai. 

MoBXisoN,  G.,  Seijeant-M^jor,  B.E.     Postal    Telegraphs,    Victoria    Street, 

Bristol. 

HOULTOK,    JOHN    FLETCHEB,  11,  King's  Bench  Walk,  Temple,  B.C. 
F  JLS.  {Aiiooiate  Member  of  Coimctl.) 


Mackxnsix,  Jamies 

MacWhirtib,  W. 

McGausan,  D.  J. 

MoKimnr,  Alezindbb 
McLxAK,  Jambs  . 
Main,  David 

Mabkham,  Thomas  Thoxnhill 
Mabsh,  H.  •  •  . 

Mason,  William  B. 
Matthias,  B.      • 

Mat,  Joseph       • 

MiCHAXL,  Wm.  H.,  Q.C. 
Micklb,  David   . 

MlDDLXTON,  J.  E. 
MiLLBB,  LbSLIB  B. 

Moll,  Oscab 

MoBOAN,  Chablbs  Ahiss 

MOBBISON,  W.      • 

MOBBISON  G.  J.,  C.£.  . 
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Huno,  JoBN 

HUIFHT,  GhABLSB  J. 

Mtoind,  John    , 


.   4^  Montag:ae  Boad,  West  Groydon. 

.   8,  OircuB,  Tower  Hill. 

*  .    Great  Northern  Telegraph  Oompany, 
Newcaitle-on-Tyne. 


KATLOBy  J.  E.     . 
KSBDHAX,  B.  J.  . 

NlTKT,  F.  W.     . 

Kkwbubt,  Obobos  C. 
Kkwman,  a.  E.  . 
Kbwnhax,  W.  a. 

KiCOLBON,  JaKBS 


Nuim,  Thomab  William 


OAJUHorr,  A«      • 
Oatwat,  Abtbub 

O'BoimELL,  G.  E. 

OOO,  F.  WlLLIAV 

O'Haixb,  J.  M.  . 
Okchiston,  J.     • 


.   Postal  Telegraphs,  Leeds. 

•  Anglo-American  Telegraph  Company, 

Doxbury,  Mass.,  U.S. 

.   Direct  United  States  Cable  Company, 
Torbay,  N.8. 

.   Postal  Telegraphs,  General  Poet  Office, 
E.O. 

•  Compafiia  Telegraflca  del   Bio  de   )a 

Plata,  Monte  Tideo. 

•  Indo-E  aropean  Government  Telegraphs 

Jask,  Persian  Gulf. 

.   Compafiia  Telegraflca  del   Bio   de   la 
Plata,  Monte  Video. 

.   8,  Stratford  Place,  W. 


.   Postal  Telegraphs,  Southampton. 

.   Postal  Telegraphs,  General  Post  Office, 
E.C. 

.   The    Indian    Government    Telegraph 
Department. 

.    11,  Barclay    Terrace,   Barclay   Boad, 
Leytonstone,  Essex. 

.   Government  Telegraphs,  Cape  of  Qood 
Hope. 

.   Telegraph  Department,  Auckland,  New 
kland. 


Page,  Alfbed  8. 

Pagb,  Chablbs  J. 

pABxrrBB,  Albbbt 

Pabsonb,  E.  W. 

Pabsons,  The  Hon.  Bichabd 

Paitl,  a.  J.  E.    . 

Paui^  a.  L. 

Patbt,  Chablbs  H.  B.  • 

Pattbit,  Fbbdbbiok  a.  • 


India  Bubber  Company,  Silvertown. 

Enterprise  Estate,  Deli-Penang. 

Postal  Telegraphs,  Gloucester. 

176,  Adelaide  Boad,  N.W. 

10,  Connaught  Place,  W. 

Eastern  Telegraph  Company,  Bona. 

16,  Kensington  Square,  W. 

The  Cedars,  Bickley. 

Care  of  Messrs.   Grindlay  ft   Co.,  55, 
Parliament  Street,  S.W. 
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Fatn,  John  J.    . 

PSNDSRy  H. 


Peiikins,  E.  J.    • 
PsNBOss,  GooPBB,  Lieut 
Pebry,  p. 

Peters,  Altred  . 

Petersen,  K. 

Pettbrson,  Oscar  F. 

Philipfs,  W.  Bees 


Phillips,  C.  H. 


Pierce,  Edwin   . 

PoRTELLi,  Egbert 
Porter.  Charles 


Price,  H.  N.  Blackwood 


E.E. 


Probert,  J. 


PuoBT,  Colonel  Granville  W. 
Ptne,  Stree  Bolltchand 


Eastern  Telegraph  Company,  Marseillei. 

Care   of  John   Pender,  Eaq^  66,  Old 
Broad  Street,  E.G. 

The  Horse  Guards,  Whitehall,  8.W. 

Anglo-American  Telegraph   Company, 
Heart's  Content,  Newfoundland. 

Western  and  Brazilian  Telegraph  Com- 
pany, Bahia. 

German  Union  Telegraph  Company,  4, 
Werder  Strasse,  Berlin. 

Direct  United  States  Cable  Company, 
Torbay,  Koya  Scotia. 

Care  of  H.  Bees  Philipps,  Esq.,  M.A., 
India  Office,  S.W. 

16,    Greenwood    Terrace,    St.    John's 
Church  Boad,  Hackney. 

9,  Crayen  Street,  Charing  Cross. 

Eastern  Telegraph  Company,  Malta. 

98,  Balfour  Boad,  Highbury  New  Paik, 

N. 

Eastern   Telegraph  Company,  Candia, 
Crdte. 

Postal    Telegraphs,    DCoorgate    Street 
Buildings,  E.C. 

84th  Begiment,  Ferozepore,  India. 

Indian   Government   Telegraphs,   Cat. 
cutta. 


Bayxond,  George 


Betnell,  C.  H.  . 

BiCH,  H.  B. 

Bichards,  a..  Sergeant  B.E. 
Bichardson,  Captain  A.  H. 

Bichardson,  H. 
Biekenschneider,  Fredk.  W. 


Bippon,  J. 

Boberts,  Martin  F.,  F.C.S. 

BoQiRs,  F.  M.    • 


.   Eastern  Telegraph  Company,  Tenedos, 
Turkey. 

.   Brazilian  Submarine  Telegraph  Com- 
pany, Madeira. 

.   Indian   Government   Telegraphs,  Cal- 
cutta. 

.   Canterbury. 

.    Eastern  Telegraph  Company,  66,  Old. 
Broad  Street,  E.C. 

.   Postal  Telegraphs,  Douglas,  Isle  of  Man . 

•  Great  Northern  Telegraph  Company, 

Libau,  Bussia. 

•  India  Bubber  Company,  Silvertown,  £. 

.   Postal   Telegraphs,    Gloucester   Boad, 
N.W. 

.    29,  Moorgate  Station  Buildings,  E.C. 
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B<XUiS,  EOWAKD  T.  • 

BoPB,  Ii.  W.       . 

B06S,  John 
Boss,  Walter  O. 

Bovx,  Thomas  . 

BnSHTOM,  WlLLIAX  6.    . 

BussjELL,  Frank 


L.  &  S.  W.  Bailway,  £xeter. 

Anglo-American  Telegraph  Ckimpany, 
Brest. 

5,  Logie  Bank,  Lochie  Boad,  Dundee. 

West  India   and   Panama   Telegraph 
Company,  St.  Thomas,  West  Indies. 

Pointsman  Inn,  Whitelands  Boad,  Btaly. 
bridge, 

General  Post  Office,  E.G. 

6,  Trafalgar  Court,  Brighton. 


*  Sals,  M.  T.,  Gapt.,  B.E. 
BAimnBBB,  J.  B.,  Junior 
Sax,  Julius 
ScAme,  Jaxrs    . 

ScHAErER,  Louis 
BooTLAin),  Jaxss 

Scott,  J.  H.        • 

SnmsTT,  Alvrbd  B. 
Shaw,  Major  W. 
Shxphsbd,  F. 

Shield,  Cliyton 

SflORROCKy  L. 

BimoNs,  Charles  J. 

BlXPSON,  GhSOROS 

SixpsoN,  G.  P.,  B.Sc. 

Slater,  Williax 

Skibebt,  Gborge 
Skith,  a. 

Smith,  F.  J. 
Smith,  Johh 
Smith,  Frederick 

Smith,- Joseph  Bkamlet,  CJE2. 


.   6,  Albemarle  Street,  W. 

.    Messrs.  J.  B.  Saunders  ft  Co.,  Cardiff. 

.    108,  Great  Bussell  Street,  W.C. 

.    Belay  Office,  Postal  Telegraphs,  Haver- 
fordwest. 

.    Eastern  Telegraph  Company,  Malta. 

•  Anglo-American  Telegraph  Company, 

St.  Pierre,  Newfoxmdland. 

.    Kutsford  Vale  Bope  and  Wire  Works, 
West  Gorton,  near  Manchester. 

.   Seacroft,  West  Worthing. 

. 

•  Postal    Telegraphs,    Moorgate    Street 

BuildiDgs,  Telegraph  Street,  E.C. 

.    Beform  Club,  Pall  Mall,  S.W. 

.    Eastern  Extension  Telegraph  Company, 
Bolinao,  near  Manila. 

.   66,   Leverton    Street,   Kentish   Town 
N.W. 

.   Indian  Goyernment  Telegraphs,  Man- 
nar, Ceylon. 

.    Messrs.  Siemens  Bros,  ft  Co.,  Charlton 
Pier,  Woolwich. 

.   Western  and  Brazilian  Telegraph  Com- 
pany, Par^  Brazil. 

.    Telegraph  Department^  Melbourne. 

.    Indo-European  Government  Telegraphs, 
Persia. 

.    The  Crescent,  Taunton. 

.   Inspector  of  Telegraphs,  Cape  Town. 

•  Caledonia  Iron  Works,  iTaiiffty^  York- 

shire. 

.   Homefields,  Shanklin,  Isle  of  Wight. 
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Sum,  A«  TouufiH 
BmrTHiy  JoHH 
Sfbatt,  G.  O.     . 

8<{1FISB,  J.  £•       • 

BqniBss,  Fkkdkbick 
Stacxt,  Gbokgi  B. 

th-AHDFOED,  W.    . 

8tau%Hs9kt  . 

»rBCT,  G.  C,  F  JI.CJB. 
SrcviKBy  Fbxdxrick  P. 
ftrcvsrs,  Hbitbt 
Steyenson,  £d.  Alf. 


STEVElf  8ON9  GXOBOE 
STKWABTy  D. 

BroKEfl,  HsNST  L.  8. 

Stone,  William  H. 

Stout,  BoBERT   . 
Stkaubb,  Albert  A.  L, 

SlBINGEE,  E.  B.  • 

Strauss,  Frederic 
Stuart,  J.  D.  B. 

Sullivan,  Herbert  W 

swemmer,  b. 


«  Selbome  Otuunhen^  CbMHoery  Lane.  • 

.   Yalwitia,  Irdaiid. 

..   Eastern   Telegraph   Company,   Forth- 
como^  Penianoe. 

•  Eastern  Eztensioii  Telegraph  Company, 

Hong  Kong. 

.  Anglo-American  Telegraph  Company, 
Brest. 

.  Anglo-American  Telegraph  Company, 
St.  Pierre,  Newlbandland. 

.   Eastern  Telegraph  Company,  Bombay. 

.   Telegraph  Bepartment,  Cape  Town. 

.  GoveTnment  Telegraph  Bepartment 
Brisbane,  Qaeenslimd. 

.    130,  Sang  Henry's  Boad,  Hampstead. 

.    Fort  Barwin,  Sonth  Anstralia. 

.   Port  Barwin,  Soath  Aostralia. 

.  Telegraph  Construction  and  MainteD- 
ance  Company,  Enderby's  Wharf, 
East  Greenwich,  SJS. 

.  Eastern  Telegraph  Company,  Alex- 
andria, Egypt. 

.    Postal  Telegraphs,  Glasgow. 

.  15,  Hollywood  Boad,  West  Brampton, 
8.W. 

,  Bepartment  of  Pablic  Works  (Tele- 
graphs), Tokio,  Japan. 

.    Postmaster,  Lerwick,  Shetland  lales. 

.  12,  Queen  Anne's  Gate,  Westminster, 
S.W. 

.   31,  Graham  Street,  Eaton  Square,  S.W. 

.    Emden,  Hanover. 

.  French  Cable  Company,  North  Eastham, 
Cape  Cod,  Hass.,  tr.8.A. 

•  Norfolk    House,    Westwick    Gardens, 

West  Kensington  Park. 

.  Government  Telegraphs  £[ing'William'8 
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The  Kinetj-sixth  Ordinary  General  Meeting  of  the  Society  was 
held  on  Thursday  evening,  February  24th,  1881,  at  the 
Institute  of  Civil  Engineers,  25,  Great  CJeorge  Street,  West- 
minster— Professor  Q.  C.  Fostbe,  F.R.S.  (President),  in  the 
Chair. 

The  minutes  of  the  last  meeting  were  read  and  confirmed,  and 
the  names  of  transferees  and  new  candidates  announced. 

The  SECBBTABr  then  read  the  following  communication  :*- 

"  London,  February  ISth,  1881. 

"EARTH  CURRENTS. 

"  On  the  1st  of  April,  1878,  I  published  in  the  Tejfigraphie 

JouTTial  a  series  of  earth-current  observations  on  the  Scotch- 

.  Norwegian  cable.     The  results  I  then  arrived  at,  through  obser. 

vations  carried  out  every  hour  for  about  two  months,  were  as 

follows . 

''  1.  That  the  current  changes  direction  about  every  six  hours, 
i.e.,  four  times  in  the  twenty. four  hours. 

''  2.  That  the  normal  maximum  strength  of  the  current 
scarcely  ever  exceeds  3  to  4  Leclanche's  cells,  i.«.,  an  E.M.F.  of 
about  5  volts. 

"  3.  That  the  current  after  each  change  of  direction  increases 
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gradually  from  a  minimum  to  a  certain  maximum  strength,  and 

then  again  decreases,  until  it  finally  assumes  an  opposite  direction. 

''  Not  being  able,  through  further  observations,  to  obtain  any 

other  results,  the  work  was  discontinued  for  some  time,  and  was 

only  resumed  last  /^ntek*,  when  it  was  noticed  and  pointed  out  to 

me  that  the  change  in  the  direction  of  the  current  coincided  with 

ihat  of  the  tidal  wave. 

**  Chb.  Dbesiko,  Member.'* 

Mr.  Dbesinq,  on  being  asked  if  he  desired  to  supplement  his 
paper  with  kny  remarks,  said  :  I  have  very  few  remarks  to  make 
beyond  those  which  the  Secretary  has  been  kind  enough  to  read. 
It  may  be  to  the  interest  of  the  Society  to  know  that  thd  observa- 
tions related  were  carried  out  by  means  of  an  ordinary  galvanoscope, 
but  a  rather  sensitive  one,  of  a  resistance  of  about  1,200  units.  It 
was  clearly  proved,  after  about  a  fortnight's  observations,  that  the 
current  changed  in  direction  every  six  hours ;  but  it  did  not  occur 
to  me  at  the  time  that  that  result  was  in  any  way  connected  with 
the  moon.  Lately,  however,  one  of  my  friends,  who  is  stationed  at 
the  Scotch  end  of  the  cable  referred  to  in  my  note,  found  out  that 
every  time  tlie  tide  along  the  coast  changed,  the  direction  of  the 
galvanometer  deflection  was  changed  also— that  for  every  three 
hours  the  defection  gradually  increased  until  it  attained  a  certain 
maximum,  when  it  gradually  decreased  for  another  three  hours, 
when  it  reached  zero  and  resumed  an  opposite  direction. 

Mr.  W.  Ellis  (Greenwich  Observatory):  I  was  not  present 
when  Mr.  Adams'  paper  was  read,  nor  do  I  know  what  discussion 
took  place  upon  it,  but  I  have  thought  that  it  might  be  interesting 
to  the  members  of  the  Society  if  I  were  to  describe  what  occurred 
at  Greenwich  on  the  occasion  of  the  magnetic  storm  of  the  31st  of 
January  last,  as  illustrating  the  connection  between  earth-current 
and  magnetic  disturbance. 

With  the  permission  of  the  Astronomer-Eoyal,  I  have  brought 
with  me  this  evening  the  photographic  registers  for  that  day.  I 
am  sorry  to  say  that  the  registers  are  on  so  small  a  scale  that  they 
cannot  be  seen  at  a  distance ;  but  I  will  hand  them  to  the  Council 
for  present  examination,  and  shall  be  happy  to  offer  explanations 
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of  the  indicatioBS  to  any  members  who  may  deaire  to  ixispeot  them 
at  the  cloBO  of  the  meeting. 

The  photographs  exhibit  the  yariations  of  magnetic  declination, 
of  magnetic  horizontal  force,  and  qf  magnetic  vertical  force.  The 
earth  carrents  are  those  registered  in  two  lines,  one  extending  frcmi 
the  Observatoiy  to  Angerstein  Wharf,  situated  on  the  river  bank, 
near  GSiarlton ;  the  other  extending  from  the  Observatory  to  the 
south  end  of  the  Blackheath  tunnel. 

On  January  Slst,  1881,  disturbance  became  marked  between 
3  and  4  p^m.,  as  appears  by  all  the  magnetic  and  by  both  earth- 
current  registers.  Great  activity  continued  to  be  shown  until 
between  8  and  9  p.m.y  the  disturbances,  both  magnetic  and  earth- 
corrent,  all  fading  away  together.  Then,  after  a  time  of  quiet, 
between  midnight  and  1  a.m.  on  the  following  morning,  there  was 
a  sharp  bend  shown  on  all  the  magnetic  registers,  with  corresponding 
sharp  bends  in  both  of  the  earth.current  registers.  No  better 
example  than  these  sheets  afford  can  be  given  of  the  circumstance 
that  magnetic  and  earth-current  disturbances  are  practically 
simultaneous  :  they  begin  together  and  end  together,  and  it  is 
this  point  that  I  wish  to  impress  strongly  to-night  upon  the 
attention  of  members.  It  is  what  always  occurs :  unusual  mag* 
netic  disturbance  is  always  accompanied  by  active  earth  currents. 
There  appears  to  be  no  exception  to  this  rule,  and  examination  oL 
any  number  of  sheets,  would  only  corroborate  the  evidence  given 
by  these.  The  same .  result  is  always  seen.  As  contrasting  with 
the  records  for  January  31st,  I  have  brought  those. for  the  previous 
January  13th :  it  will  bo  seen  that  the  registers  are  all  alike  quiet, 
the  earth-cunent  traces  being  nearly  straight  lines.  Thus  earth- 
current  activity  and  magnetic  activity  go  entirely  together.  The 
appearance  of  aurora  in  our  latitudes  is  also  always  accompanied 
hy  magnetic  disturbance.  But  we  may  go  a  step  further.  If  I 
were  to  ask  any  person,  not  conversant  with  magnetism  or 
astronomy,  to  pick  out  from  our  photographic  records  for  the  last 
thirty  years  the  periods  in  which  the  curves  are  boldest,  and  in 
which  there  is  most  activity  shown,  he  wouldy  with  little  hesitation, 
select  the  periods  in  which  the  sun  is  known  by  astronomical 
observation  to  have  manifested  in  the  greatest  degree  that  energy 
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which  is  made  yiaible  to  us  by  the  increase  in  the  number  and 
magnitude  of  solar  spots.  These  four  forms  of  energy  appear  to 
be  thus  all  related.  The  relation  in  time  between  magnetic  and 
earth*current  disturbance  is  complete,  even  in  details,  but  the 
relation  with  solar  change  seems,  so  fiBir  as  has  been  ascertained, 
to  be  more  general.  It  is  on  record  that  sudden  outbursts  on  the 
solar  surface  have  been  accompanied  by  immediate  magnetic 
disturbance,  but  whether  erery  change  that  occurs  in  the  sun  in 
disturbed  times  has  its  counterpart  in  magnetic  disturbance  on  the 
earth,  or,  indeed,  whether  it  should  be  expected  to  find  its  exact 
counterpart,  seems  a  matter  for  further  inquiry,  although  the 
general  relation  between  disturbed  periods  and  quiet  periods  is 
most  marked. 

I  should  like  to  corroborate  what  Mr.  Whipple  of  the  Eew 
Observatory  has  quite  recently  made  known  in  Nature^  which  is, 
that  the  electrical  condition  of  the  atmosphere  near  to  the  earth's 
surface,  as  indicated  by  Thomson's  self-recording  electrometer, 
appears  to  be  in  no  way  unusually  affected  at  the  times  of  magnetic 
storms. 

Perhaps  I  might  add  a  few  words  in  regard  to  magnetic 
inequalities  of  regular  period.  This  information  I  take  entirely 
from  the  Oreenivich  Observationa. 

At  the  Royal  Observatory,  the  magnetic  vaHations  are  mea- 
sured  by  three  magnets :  one,  the  declination  or  ordinary  variation 
magnet,  placed  in  the  magnetic  meridian;  one,  constrained  by 
torsion  to  take  a  position  transverse  to  the  meridian,  for  measure 
of  variations  of  horizontal  force  ;  and  one,  supported  on  knife- 
edges,  for  measure  of  variations  of  vertical  force. 

First,  as  regards  solar  inequalities.  The  diurnal  inequality 
exhibits  principally  one  maximum  and  one  minimum.  The 
western  declination  maximum  occurs,  on  the  average,  about  1 
or  2  p.m.,  and  the  minimum  about  8  a.m.,  the  difference 
between  the  extreme  positions  being  about  9  minutes  of  arc.  In 
different  years  and  in  different  seasons  of  the  year,  these  particulars 
somewhat  vary.  The  horizontal  force  is,  on  the  average^  greatest 
at  night  and  least  rather  before  noon,  the  difference  between  its 
greatest  and  least  values  being  about  yj^^  part  of  the  whole  hori. 
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zontal  force.  The  vertical  force  appears  to  be  greatest  by  day 
and  least  by  night.  As  regards  lojoar  inequalities,  there  appears  to 
be  no  distinct  inequality  dependent  on  the  age  of  the  moon  ;  but 
there  is  a  sensible  inequality  depending  on  the  position  of  the 
moon  with  regaid  to  the  meridian,  its  character,  unlike  the 
solar  inequality,  being  mainly  semi-diurnal,  that  is  to  say,  it 
goes  through  its  changes  twice  in  the  lunar  day.  Maxima  occur 
both  with  regard  to  declination  and  horizontal  force  at  about 
1  or  2  a.m«  and  p.m.,  roughly  speaking,  and  minima  at  about 
7  or  8  a.m.  and  p.m.,  the  variations  being  much  smaller  in 
magnitude  than  the  solar  variations.  The  Astronomer-Boyal 
pointed  out  that  these  lunar  variations  might  be  represented  by 
one  force  which  is  alternately  positive  and  negative,  and  which 
goes  through  its  changes  twice  in  the  lunar  day,  the  direction  of 
the  force  being  north-west  and  south-east  (magnetic)  nearly. 
These  results  are  to  be  found  in  the  QreenvAch  Observations  for 
1859  and  1867.  In  a  paper  published  in  the  PhUosophioal  Trans- 
actions  for  1870,  the  Astronomer-Boyal  pointed  out  the  existence 
of  a  diurnal  inequality  as  regards  earth  currents,  but  the  results 
were  not  discussed  with  respect  to  the  position  of  the  moon ;  and  in 
another  paper  to  be  found  in  the  PhilosopKioal  Transactions  for 
I8689  he  made  a  comparison  between  magnetic  storms  and  earth, 
current  disturbances.  I  allude  to  these  earth-current  papers  in 
order  that  it  may  be  known  that  such  papers  exist,  and  that 
members  can  refer  to  them.  I  beg  to  thank  the  meeting  for  the 
attention  given  to  my  few  remarks,  and  repeat  that  I  shall  be 
extremely  happy  to  describe  the  photographs  to  any  of  the  mem. 
hers  at  the  close  of  the  meeting. 

Mr.  S.  M.  BaneeB:  I  take  it  that  a  theory,  to  be  of  any 
service,  should  be  capable  of  application  to  existing  earth-current 
data,  and  not  to  one  particular  series  of  observations.  If  we  look  at 
Professor  Barlow's  results  in  1848,  when  he  took  readings  on  two 
wires  at  every  five  minutes  for  fourteen  days  and  nights,  at  Derby, 
and  published  in  the  Philosophical  Transactions  for  1849,  we  find 
that  the  maxima  and  minima  occurred  about  the  same  time  in 
each  twenty.four  hours.    In  the  PhUosophioal  TransacUons  will 
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also  be  found  papers  on  the  same  8ubjec5t  by  Mr.  C.  V.  Walker,* 
Professor  Balfoar  Stewart,  f  a^d  by  the  Astronomer-Boyal.^  In 
the  Transactions  of  the  Royal  Irish  Academy  are  papers  by 
Professor  Lloyd,  §  and  many  other  papers  in  other  scientific  pub. 
licationsl  on  the  same  subject^  not  forgetting  a  valuable  one  by 
Mr.  J.  Graves,  of  Valentia,  in  the  Journal  of  this  Society.  1^ 
They  all  point  to  one  conclusion,  that  there  are  certain  fixed  hours 
in  the  twenty.four  when  the  current  is  found  to  be  at  a  maximum, 
and  certain  fixed  hours  when  it  is  at  a  minimum,  and  my  own 
observations  have  led  me  to  the  same  conclusion.  Perhaps  the 
most  conclusive  papers  on  the  subject  are  the  two  by  the 
Astronomer-Boyal  in  the  Philosophical  Ti*ansactions  for  1868  and 
1870,  where  he  has  given  the  daily  curves,  produced  by  photo- 
graphy, of  the  declination  magnet  and  the  magnet  actuated  by 
the  earth  currents  flowing  through  a  wire  which  extended  fix)m 
Greenwich  to  Croydon.  The  photograms  in  each  case  for  the 
same  periods  are  almost  identical,  both  in  the  greater  and  lesser 
curves;  a  greater  activity,  however,  is  displayed  by  the  earth- 
current  curves  where  slight  variations  take  place  which  the  declina- 
tion magnet  se^ms  incapable  of  suddenly  responding  to.  I  need 
scarcely  say  anything  in  reference  to  the  declination  magnet  more 
than  state  "  that  it  is  generally  recognised  that  the  regular  solar- 
diurnal  variation,  when  freed  from  the  influence  of  disturbances, 
has  the  same  or  nearly  the  same  turning  hours  in  all  parts  of  the 
northern  hemisphere  which  are  beyond  the  magnetic  equator,  viz., 
an  extreme  easterly  elongation  about  8  a.m.,  and  an  extreme 
westerly  elongation  about  2  p.m."** 

A  point  which  requires  further  elucidation  in  Plate  3,  is 
where  these  earth  currents  are  stated  to  follow  the  moon  by  three 
or  four  hours.    Now,  if  the  earth  has  a  free  chai'ge,  would  it  not 


•  1861  and  1862.  t  1861  and  1862. 

X  1868  and  1870.  §  1861  and  1862. 

n  7Van§,  Boyal  Society  Edin.,  1863— Professor  Balfour  Btewart  Amwiean 
Scienee  and  Art  JowmaX,  3rd  Series,  1859, 1860,  1861— Professor  E.  Loomis.  «'  A 
Handbook  of  Practical  Telegraphy,"  by  B.  S.  Cnlley,  Tth  edition. 

T  Vol.  2, 1878. 

••  General  Babine,  «St.  Helena  Observations,'*  Vol.  2. 
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fSoHow  dirdctly  under  the  moon!  {Supposing  the  uroott  to  be  the 
cause  of  these  curi'ent^.'  We'  hare  evidence  to  show  that  electric 
force  travels  as  Cast  as  light  itself  ;*  therefore,  if  the  earth  has  a 
free  charge,  it  would  be  under  the  moon  by  inductive  action*  I 
woald  also  ask  how  the  three  other  currents  are  to  be  set  in 
motion,  and  what  force  keeps  them  in  their  relative  positions? 

We  have  also  presented  to  us  lunar-diumal  curves,  on  Plate  6 . 
of  several  places  of  observation ;  but  there  was  one  thing  which 
Mr.  Adams  omitted  to  point  out  in  reference  to  them,  and  that  is, 
where  is  the  moon  when  the  greatest  westerly  or  easterly  lunar 
d^ection  takes  place  1  It  is  this : — ^When  the  moon  passes  the 
meridian  of  Greenwich,  one  hour  afterwards  the  greatest  westerly 
lunar  deflection  tkkes  j)1ace,t  whereas  by  ^1^^  theory  it  should  be 
three  or  four  hours.  When  the  moon  passes  the  meridian  of 
Dublin  it  coincides  with  the  greatest  westerly  deflection,^  and,  if 
we  go  on  to  the  meridian  of  Toronto,  we  find  when  it  reaches 
there  the  greatest  easterly  lunar  deflection«§  Again,  when  the 
moon  passes  the  meridian  of  Hobarton  and  St.  Helena,  the  houHs 
of  maxima  and  minima  differ  from  each  other  and  from  the  others, 
so  much  so  that  Professor  Lloyd  |  has  arrived  at  the  conolumon, 
with  respect  to  the  so-called  lunar  deflections,  that  lunar  action  is 
its  remote  and  not  its  immediate  cause.  Q^erallF' Sabine  also 
says,  from  Toronto  and  Falkland  Islands  being  both  easterly  or 
westerly  deflected  together,  while  Pekin  and  Hobarton  are  both 
deflected  together  in  the  same  direction  but  opposite  to  the  two 
former,  that  the  diumal-lunar  variations  appear  to  divide  the 
earth  into  east  and  west  hemispheres,  and  not  north  and  sotzthi 
This,  I  think,  is  against  the  lunar  theory  of  earth  currents.        '■  ' 

I  belieye  I  can  explain  how  these  currents  are  formed  by  a 
sketch. 

Let  the  circle  represent  the  earth,  N  S  the  magnetic  poles  of 


♦  Fhil,  Tram,^  1861— Professor  Balfour  Stewart.  BoyoZ  AstrtmomicaX  Society's 
Proceedings,  1859. 

t  <*  Magnetical  and  Meteorological  Observatiomi,  Greenwich,"  1878* 
J  «*  A  Treatise  on  Magnetism,"  by  H.  Lloyd,  D  J).,  D.O.L.    1874. 

§  Ibid.  0  Itid- 

f  "  St.  Helena  Observations,"  Vol,  2. 
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the  earth,  W  E  the  magnetic  equator,  M  represent  a  declination 
magnet,  L  the  same  magnet  when  deflected  by  the  greatest  lunar. 


diurnal  force,  and  S  the  same  magnet  when  it  is  deflected  by  the 
greatest  solar-diurnal  force.  Now,  the  greatest  lunar-diumal  force 
is  about  10  seconds  of  arc  as  a  maximum,  and  this,  according  to 
the  theory,  is  caused  by  the  earth  currents — that  is,  one  produces 
the  other ;  but  the  greatest  solar-deflection  is,  as  a  maximum,  about 
10  minutes  of  arc,  or  60  times  greater  than  the  lunar  deflection. 
This  deflection  has  not  been  taken  into  account. 

To  move  M  to  S,  it  is  necessary  that  the  magnetic  influence 
should  be  increased  on  one  side  or  decreased  on  the  other  to 
cause  the  movement  of  the  needle  in  the  direction  indicated  :  this 
can  only  be  accomplished  by  some  different  arrangement  in  the 
lines  of  force.  Now,  the  earth  being  a  permanent  magnet  so  far  as  we 
are  at  present  concerned,  it  has  innumerable  lines  of  force  proceeding 
from  its  surface  in  all  directions,  to  re-enter  it  again,  in  all  proba- 
bility, after  travelling  some  thousands  of  miles  through  and  above 
our  atmosphere.  In  sketch,  let  F/  represent  the  plan  or  points 
where  two  such  lines  or  tubes  of  force  leave  the  earth,  one  on  each 
side,  so  as  to  balance  the  magnet.  If  the  line  of  force,  /,  which 
acts  on  the  right-hand  side  is  by  any  means  twisted  out  of  its 
course,  or  weakened  whilst  the  left-hand  force,  F,  remains  in  its 
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nonnal  state,  the  equilibrium  would  be  destroyed,  and  the  magnet 

would  be  drawn  to  the  left ;  but  there  is  something  else  which 

must  occur  when  the  right-hand  force,  /,  is  being  weakened,  and 

it  is  this :  a  current  is  formed  in  any  conductor  which  may  be 

passing  through  that  line^of  force  at  the  time.    This  is  one  of  the 

laws  of  electro-magaetism,  and  I  do  not  think  it  has  been  fully 

appreciated  when  earth  currents  have  been  investigated.    To  pro. 

ceed,  it  may  be  asked  how  this  line  of  force  is  to  be  weakened  or 

twisted.     Professor  Faraday  proved  that  oxygen,  which  forms  a 

portion  of  our  atmosphere,  is  magnetic,  and  any  magnetic  substance 

when  heated  loses  a  portion  of  its  magoetic  power,  so  that  our 

lines  of  force  emanating  from  the  earth  would  magnetise  the  atoms 

of  ogygon  and  arrange  them  in  order,  forming  a  magnetic  circuit ; 

but  when  the  sun  shines  on  these  atoms  of  oxygen,  it  would  weaken 

the  line  of  forc^,/,  to  the  east  first,  upset  the  equilibrium  of  M,  and 

produce  the  deflection  of  the  magnet,  and  as  a  natural  consequence 

the  current :  therefore  what  is  true  for  one  line  or  tube  of  force 

is  true  for  the  innumerable  lines  of  force  proceeding  from  the 

earthy  and  the  conductors  which  these  lines  of  force  cut  is  the 

surface  of  our  earth  and  all  conducting  material  whatever  on  it. 

The  heat  from  the  sun,  which  afifects  these  lines  of  force,  is  com. 

municated  slowly  downward  from  atom  to  atom,  so  as  to  produce  a 

succession  of  infinitesimal  changes  in  the  conducting  medium  of  the 

lines  of  force  and  in  the  current  so  produced;   but  the  whole 

summed  together  is  what  we  get  shown  by  the  declination  magnet 

and  the  currents  on  our  sensitive  galvanometers.    These  are  the 

currents,  I  believe,  which  we  have  under  discussion,  are  based  on 

known  laws,  and  must  form  an  integral  part  of  their  consideration. 

It  is  readily  conceivable,  from  what  I  have  just  stated,  that  these 

currents  are  affected  by  the  nature  of  the  countries  where  they  are 

recorded,  as  the  difference  in  radiation  and  absorption  of  heat  is 

vastly  different  in  rocky  or  wooded  lands ;  also  whether  there  are  any 

permanent  or  periodical  winds ;  whether  the  weather  is  hot,  wet,  or 

temperate  at  intervals ;  whether  it  is  an  inland  station  or  one  situated 

on  the  sea  coast — all  tend  to  make  these  currents  different  in  diffeient 

localities.    Say,  for  instance,  the  lines  of  force  are  being  gradually 

heated,  producing  a  steady  current,  when  suddenly  a  cold  cloud 
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rushes  into- these  lines  offeree,  and  at  once  alters  their  magnetic 
power,  and  as  a  consequence  produces  an  induced  current  in  the 
opposite  direction  to  that  preyiouslj  in  existence.  Atone  time  I 
could  make  a  fair  guess  as  to  the  stability  of  the  earth  currents  on 
the  wires,  by  paying  attention  to  the  .weather.  Therefore,  the 
variations  which  we  get  in  these  currents  are  caused  by  differences 
in  temperature  or  the  thermo-differential  state  of  the  atmosphere, 
aiid,  if  studied  sufficiently,  a  law  may  be  derived  to  indicate  the 
quantity  of  heat  lost  or  gained,  and  it  follows  that  we  should  get 
greater  currents  in  summer  than  in  winter,  travelling  side  by  side 
with  the  thermo-curve.  The  direction  of  these  earth  currents  are 
determined  as  follows :— To  produce  the  magnetic  poles  of  our  globe 
would  require  a  positive  current  flowing  from  west  to  east  nearly, 
and  any  conductor  made  to  cut  the  lines  of  force  so  produced  would 
have  a  momentary  current  flowing  from  east  to  west ;  when  the 
conductor  is  withdrawn,  another  momentary  current  is  produced, 
flowing  west  to  east.  It  matters  not  whether  it  is  the  inductor  or 
the  conductor  that  is  moved,  the  effect  is  the  same.  Hence  it 
follows  that  if  the  lines  of  force  are  weakened  or  strengthened,  we 
get  induced  currents  in  proportion  to  that  weakening  or  strengthen-* 
ing,  and  their  direction  is  the  same  as  if  the  whole  magnetism  had 
been  quenched  or  just  produced.  These  directions  agree  with  most 
of  the  earth-current  data. 

I. believe  the  whole  of  the  diurnal  movements  can  be  explained 
without  difficulty,  principally  by  thermal  causes. 

It  is  not  generally  known  that  these  earth  currents  can  and 
do  interfere  with  the  working  of  delicate  apparatus  in  the  postal 
system.  There  is  a  circuit  working  on  the  fast  speed  automatic 
system  between  London  and  Cork  which  runs  in  a  most  favourable 
direction  for  earth  currents.  I  have  known  it  for  a  fortnight  at  a 
stretch,  in  summer  time,  to  commence  work  with  a  certain  speed  at 
10  a.m.  and  to  keep  it  up  until  about  11.30  a.m.,  when  it  had  to 
be  reduced  until  nearly  2  p.m.,  after  which  time  the  speed  would 
again  go  up.  Of  late  years  a  translator  has  been  placed  on  the 
circuit,  which  prevents  the  speed  going  down.  I  do  not  think  the 
lunar  or  tide  theory  will  account  for  this.* 


*  63  miles  of  cable  in  the  circuit  acron  the  St.  George's  Channel. 
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I  have  endeavoured  to  point  out  a  few  objections  to  the  lunar 
theory,  and  a  reason  for  a  8olar  theory ;  •  however,  if  Mr.  Adams* 
earth-carrent  curve  is  free  from  polarisation  and  other  disturbanceSy 
it  is  passing  strange  that  for  upwards  of  sixteen  years  the  earth 
currents  have  been  photographed  daily  at  the  Boyal  Observatory, 
Greenwich,  and  yet  the  greatest  deflection  has  not  been  noticed  to 
follow  the  moon.  1870*  was  the  last  time,  so  far  as  I  can  trace, 
that  any  public  announcement  was  made  on  this  subject  by  the 
Observatory.  If  I  am  wrong  on  any  point  I  shall  be  most  happy 
to  be  corrected. 

Mr.  WiLLOUGHBY  Smeth  :  At  our  last  meeting  Mr.  WoUaston 
stated  that  Professor  Faraday  had  informed  him  that  if  a  wire  were 
suspended  between  Shakespeare's  Cliff,  Dover,  and  Cape  Grisnez, 
on  the  opposite  coast,  the  motion  of  the  tide  beneath  would  induce 
currents  of  electricity  in  the  wire.  I  think  Mr.  WoUaston  must 
have  misunderstood  the  Professor.  Were  it  possible  to  so  suspend 
a  wire,  no  doubt  the  motion  of  the  same  would  induce  magnetic 
currents ;  but  I  do  not  believe  it  would  be  in  any  way  affected  by 
the  motion  of  the  water  beneath.  I  also  think  that  Mr.  WoUaston's 
data  must  be  incorrect  as  regards  the  gutta  percha  covered  wire 
submerged  between  the  same  points  in  1850,  as  no  experiments 
for  earth  currents  were  made  on  that  line.  The  multiple  cable 
laid  the  following  year  contained  four  wires,  each  separately 
covered  with  gutta  percha.  Two  of  the  wires  were  employed  for 
ordinary  work,  and  the  other  two  Mr.  WoUaston  says  he  experi- 
mented  with  for  earth  currents.  Now,  wires  so  placed  are  not 
&vourable  for  such  experiments,  as  the  induced  currents  from  the 
two  wires  in  which  strong  battery  currents  were  passing  would 
vitiate  the  results. 

To  enable  me  to  speak  with  more  confidence  as  to  auy  effect  of 
the  tide  on  a  submerged  wire,  I  have  had,  since  our  last  meeting, 
two  wires,  500  yards  each  in  length,  laid  across  the  Thames,  at 
right  angles  to  the  run  of  the  tide.  One  of  the  lengths  consisted  of 
a  copper  wire,  covered  with  gutta  percha  only ;  the  other  length 
had  an  additional  covering  of  hemp  and  iron  wires.  The  distant 
end  of  each  length  was  sealed,  or  insulated,  and  the  near  end  of 

*  Philoiophica  TTrantadioM, 
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each  connected  to  earth  tbroogh  s  very  EsensittTe  astatic  minor- 
reflecting  galvanometer.  The  galvanometers  vere  constantly 
iratched  for  twelve  hours,  and  during  that  time  not  the  slightest 
deflection  was  observed,  although  half  a  division  on  the  scale  voald 
only  have  been  equal  to  the  Trigir  part  of  a  volt.  I,  therefore,  am 
of  opinion  that,  whether  part  of  the  wire  Mr.  Adams  employed  f^ 
his  experiment  passed  under  or  over  the  Severn,  it  was  in  no  way 
affected  by  the  ebb  or  flow  of  the  tide. 

As  to  the  curves  Mr.  Saunders  has  handed  in  of  the  readings 
taken  on  the  335  miles  of  AUantic  cable  laid  in  1857,  I  do  not 
think  much  reliance  should  be  placed  on  them,  for  the  umple 
reason  that  the  length  of  cable  was  in  a  very  imperfect  electiical 
condition  throughout.  But  the  other  curves  which  he  has  also 
given  are  valuable,  as  the  resulta  they  record  have  been  obtained 
under  most  favourable  circumstances.  There  is  no  person  who 
has  sudi  opportunities  for  obtaining  data  as  to  the  effect  of  earth 
currents  on  cables  as  Mr.  Saunders,  and  I  hope  he  will  one  day 
give  the  Society  the  benefit  of  his  experience,  in  the  form  of  a 
paper. 

In  attempting  to  lay  a  cable  in  1865  between  Ireland  and 
Newfoundland,  the  cable  parted  after  1,200  miles  had  been  success- 
fully laid,  and  the  end  was  lost  in  2,000  fathoms.    No.  1  diagram 

Ko.1. 
400— 


shows  the  readings  taken  at  Yalentia  on  a  mirror  galvanometer 
connected  to  the  shore  end  of  that  cable,  the  other  terminal  of  the 
galvanometer  being  attached  to  earth  by  means  of  the  iron  wires 


1881.]  DISCtJSSIOK  ON  MB.  ADAMB'  PAPER,  83 

of  the  cable.  The  readings  were  observed  for  three  consecutive 
days,  from  6  a.m.  to  6  p.m.  each  day.  Although  on  paper  the 
results  look  rather  formidable,  the  maxiipiitn  deflection  does  not 
denote  a  higher  tenBioa  than  the  ^  of  a  volt. 

Last  September  288  miles  of  cable  were  laid  in  the  North  Sea. 
The  distant  end  was  insulaled  and  ihe  shore  end  connected  as 
in  the  experiment  with  the  Atlantic  cable.    The  resnlts  obtained 


400— 
300— 
200- 

100- 


are  shown  in  diagram  No.  2,  and  the  following  are  the  conditions 
under  which  these  observations  were  noticed : — 
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Mth, 

880,  S  p-m 

Wind  E.,  sea  moderate  to  amootli. 
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I  have  no  theory  to  offer  on  the  subject ;  all  I  know  is  that  the. 
more  data  I  obtain,  and  the  more  I  examine  such  data,  the  more 
confused  I  become. 

Sir  Chables  Bbight  :  Do  I  understand  that  in  these  observa. 
tions  the  copper  was  exposed  to  the  sea  ? 

Mr.  WiLLOUGHBY  SMITH :  Yes ;  at  the  lost  end  only. 

Sir  Chables  Bright  :  That  was  a  fault— a  bad  fault  ? 

Mr.  WiLLOUGHBY  Smith  :  Equivalent  to  a  fault. 

Sir  Chables  Bbight  :  It  was  a  broken  cable  ? 

Mr;  Willoughbt  Smith  :  Yes ;  1,200  miles  of  pferfect  cable, 
with  the  conductor  at  the  distant  end  exposed  to  the  water,  and 
generating  a  current  between  the  iron  and  copper  of  the  cable, 
which  has  to  be  taken  into  account.  Under  these  conditions  there 
would  be  a  steady  deflection  in  one  direction  only,  due  to  the 
differetice  in  potential  of  the  two  earths,  viz.,  copper  and  iron 
immersed  in  salt  water. 

Mr.  C.  F.  Vablby  :  What  are  the  vertical  figures  1 

Mr.  WiLLOUGHBY  Smith  :  Deflections  on  the  galvanometer 
scale. 

Sir  Chables  Bbight  :  What  was  the  condition  ? 

Mh  WiLLOUGHBY  SMITH :  In  this  case,  288  miles  of  perfect 
cable  with  distant  end  sealed  or  insulated. 

Sir  Chables  Bbight  :  Where  was  the  other  end  ? 

Mir'.  WiLLOUGHBY  Smith  :  To  earth  on  shore  through  a  gal- 
vanometer. 

Sir  Chables  Bbight  :  I  thought  it  was  taken  from  the  ship  ? 

Mf.  WiLLOUGHBY  SMITH:  No;  on  shore.  Experience  leads 
me  to  "think  that  the  phenomena  called  earth  currents  are  at  times 
quite  local  in  their  action.  On  the  completion  of  the  laying  of  the 
Atlantic  Cable  in  1866,  its  electrical  condition  was  being  tested  at 
midnight,  and  on  that  occasion  at  Yalentia  the  weather  was  fine, 
but  at  Newfoundland  very  stormy,  raining  and  blowing  very  hard. 
At  Yalentia  there  was  no  electrical  disturbance  to  interfere  with 
the  testSi  but  at  Newfoundland  it  was  impossible  to  make  the 
necessary  tests,  there  being  a  constant  flow  from  the  cable  equal 
in  tension  to  over  100  volts,  and  whether  the  distant  end  was  free 
or  to  earth  the  results  were  in  no  way  afiected.     I  am  of  an 
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opinion  that  the  results  obtained  from  one  line  only  will  never 
give  any  clue  to  the  laws  that  these  currents  follow.  If  it  were 
possible  to  arrange  for  all  the  submarine  cables  and  all  land 
lines  to  be  used  at  the  same  hour  of  each  day,  to  measure  the 
amount  and  direction  of  earth  currents  on  each,  then  perhaps 
we  might  obtain  reliable  data  to  work  upon.  But  the  results  from 
one  isolated  line  will  not,  I  think,  enable  us  to  arrive  at  the  goal 
we  are  all  anxious  to  reach. 

The  Pbesident  :  Before  calling  upon  any  one  else  to  continue 
the  discussion,  I  should  like  to  ask  Mr.  Willoughby  Smith  for  a 
little  more  information  on  one  point  which  seems  of  importance — 
that  is,  as  to  the  copper  wire  he  referred  to  laid  across  the  Thames. 
1  understand  that  one  end  of  each  wire  was  insulated  ? 
Mr.  Willoughby  Smith  :  Yes. 

Professor  W.  E.  Aybton  :  One  end  of  each  of  the  two  wires  1 
Mr.  Willoughby  Smith  :  Yes. 

Professor  W.  E.  Aybton  :  Neither  wire  put  to  earth  at-  both 
ends? 

Mr.  Willoughby  Smith  :  No ;  the  far  ends  insulated  in  both 
cases. 

Mr.  EdWABd  Qbayes  :  Perhaps  I  may  be  allowed  to  correct  a 
trifluig  inaccuracy  in  a  matter  of  fact  into  which  the  meeting  fell 
during  the  last  discussion.  I  was  not  present,  but  I  am  informed 
that  when  Mr.  WoUaston  asked  Mr.  Adams  whether  a  portion  of 
the  circuit  from  London  to  Cardiff,  on  which  some  of  his  observa- 
tions  were  taken,  passed  through  a  submarine  cable,  Mr.  Adams 
[imder  the  impression  that  there  was  a  ^ort  submarine  cable  cross- 
isg  the  Severn  at  Gloucester)  said  that  such  was  the  case,  and  Mr. 
WoUaston  drew  certain  deductions  from  the  alleged  fact.  I  have 
simply  to  say  that  there  is  no  submarine  cable,  not  even  a  yard  of 
sQbmarine  wire,  on  any  circuit  between  London  and  Cardiff. 

Mr.  C.  WOLLASTON :  But  exactly  the  same  effect  would  be  ob- 
served by  the  water  running  under  the  wires.  Mr.  W.  Smith,  I 
think,  has  told  us  just  now  that  the  more  he  investigates  the  less 
^e  seems  to  know.  Now  I  cannot  conceive  that  a  gentleman 
^th  the  immense  experience  of  Mr.  Smith  tried  such  an  ezperi. 
^ent  as  he  states  he  has  tried  acrosB  the  Thames  since  your  last 
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meeting,  and  soberly  laid  it  before  you  as  an  experiment  in  any 
way  connected  with  that  to  which  I  alluded,  from  one  side  of 
the  Channel  to  the  other,  at  your  last  meeting.  Mr.  Smith  has 
just  mentioned  that  the  end  of  the  wire  across  the  Thames  was 
sealed.  How,  I  ask  you,  did  he  ever  expect  a  current  to  be  shown 
similar  to  the  current  shown  by  the  action  of  the  tide  setting  up 
and  down  the  Channel  between  Dover  and  Calais,  across  a  submarine 
line  connected  with  the  earth  at  both  ends  ?  The  circumstances 
seem  to  me  to  be  totally  different.  I  stated  at  your  last  meeting 
that  it  was  only  an  hour  or  so  before  your  meeting  that  I  was 
aware  that  a  discussion  was  likely  to  take  place  on  the  question. 
I  came  down  and  very  briefly  mentioned  the  experiments  which  I 
tried  in  1851.  I  did  not  mention  any  experiment  whatever  having 
been  tried  upon  the  cable  which  Mr.  Smith  alluded  to  as  the  first 
cable  of  1850.  It  is  very  well  known  that  that  was  an  experimental 
cable,  and  it  was  severed  soon  after  it  was  put  down.  As  regards 
the  1851  cable,  I  did  not  state  that  I  used  two  wires  for  the  experi- 
ments, but  that  two  wires  were  used  for  work,  and  that  upon  the 
other  wires  I  tried  experiments.  But  I  also  stated  that  I  connected 
a  galvanometer  in  circuit  at  Dover  with  the  cable  wire  to  one 
terminal,  and  the  other  terminal  connected  to  the  earth :  the  far 
end  of  the  cable  at  Calais  being  to  earth.  I  also  said  the  subse- 
quent experiments  confirmed  the  previous  experiments  that  it  was 
owing  to  the  setting  of  the  water  across  the  cable  that  the  currents 
obtained  between  Calais  and  Dover  were  to  be  attributed.  The 
wire  in  these  later  experiments  was  laid  from  the  telegraph  works 
at  East  Greenwich,  and  the  same  galvanometer  was  employed  as 
in  the  former  case.  I  did  not  seal  a  wire,  put  it  into  the  Thames^ 
and  expect  to  get  any  result  upon  the  galvanometer.  I  connected 
the  far  end  of  the  wire  to  the  earth,  and  at  the  home  end  a 
galvanometer  placed  in  circuit  and  then  joined  to  the  earth, 
expecting  to  get  similar  results  to  those  previously  obtained  between 
Dover  and  Calais,  and  I  did  get  them.  The  water  set  up  the 
Thames,  and  the  needle  went  in  one  direction :  the  water  set  down 
the  Thames,  and  the  needle  went  in  the  other  direction. 

I  am  very  sorry  that  the  recent  bad  weather  has  prevented  my 
repeating  similar  experiments,  as,  if  I  had  been  enabled  to  do  so, 
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I  think  that  the  results  would  perhaps  have  convinced  even  Mr. 

Willoughby  Smith  on  the  point     I  think  the  action  is  due  to  the 

setting  of  the  water,  and  the  paper  which  the  Secretary  read  at 

the  opening  of  the  discussion  this  evening  confirmed  that  idea. 

It  is  not  the  changing  of  the  moon,  but  the  setting  of  the  tide 

across  the  wires.    I  maj  mention  that  when  in  South  Africa 

(where  I  have  been  occupied  in  Cape  telegraphs  for  many  years) 

I  had  the  opportunity  of  observing  exactly  similar  effects  caused 

by  the  setting  of  the  river  Qamboos  upon  a  galvanometer  needle 

when  the  wire  was  of  long  suspension,  and  very  nearly  (sometimes 

quite)  in  contact  with  the  surface  of  the  water.    I  watched  again 

and  again  very  carefully^  and  found  that  perhaps  at  2  o'clock  in 

the  day  the  needle  was  over  in  one  direction ;  at  2.40  the  next  day 

a  corresponding   movement ;   40  minutes  later  a  corresponding 

moveiQent  the  next  day,  and  so  on,  which  perfectly  confirmed  me. 

But  as  a  little  practice  is  worth  an  immense  deal  of  theory,  there 

is  a  gentleman  present  connected  with  the  Submarine  Telegraph 

Company,  and  I  am  sure,  if  he  connected  up  one  of  their  wires  in 

the  way  I  did,  he  would  obtain  results  confirming  mine*    What  I 

mentioned  on  the  last  occasion  I  restate  now.    I  am  not  in  error 

as  to  what  Professor  Faraday  said  to  me,  and  I  am  quite  confident 

myself,  and  think  many  who  are  now  perhaps  sceptical  will  come 

to  the  same  ocnclusion,  that  a  very  great  number  of  these  so<,called 

earth  currents  are  caused  by  the  flow  of  water  very,  very  much 

less  in  magnitude  than  the  bulk  of  water  generally  supposed 

capable  of  producing  much  influence  when  passing  under  suspended 

wires. 

Mr.  C.  E.  Spagnoletti  :  I  have  collected  a  little  information 
touching  upon  Mr.  Adams'  paper  with  regard  to  the  earth  cur. 
rent9  on  the  night  of  31st  January — not  on  the  question  of  their 
cause,  but  effects.  I  have  a  report  from  my  Inspector  of  the  Wor- 
cester Division,  who  says  :•— 

**  In  watching  the  aurora  on  the  night  in  question,  I  noticed  a 
singular  thing,  one  that  I  had  never  seen  before  in  connection  with 
the  aurora — ^the  arc  of  the  light  was  perfect,  the  oblique  rays  in 
regular  formation^  shooting  straight  up  from  the  north,  and  then 
darting  away  to  the  east  and  westi  but  on  the  west  side  two 
VOL.  X.  7 
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oval  rays  of  lominous  light  shot  out  towards  a  very  bright 
star  that  is  now  seen  of  an  evening — (Mr.  C.  F.  Yarley :  The  planet 
Venus) — ^travelling  westward,  and  from  those  two  ovals  two  rays  of 
light  shot  up,  and  it  appeared  to  me  that  the  star  had  some  attrac. 

« 

tion  and  drew  off  some  portion  of  the  aurora.  It  was  a  beautiful 
sight,  the  sky  here  being  perfectly  clear,  and  I  wish  I  was  draughts- 
man enough  to  give  you  a  good  sketch,  as  I  feel  sure  you  would  be 
interested  in  the  phenomenon. 

"J.  MiLLKB." 

Mr.  Spagnoletti  remarked  that  the  two  ovals  of  light  were 
probably  due  to  reflection  similar  to  that  which  occurs  in  the 
double  rainbow. 

''Eabth  Cubbents. 

*^  January  Slst^  1881. 

*'  Paddington. — ^At  6.40  p.m.  the  Windsor  and  Maidenhead  local 
circuits,  Birmingham,  Swindon,  Exeter,  Oxford,  Hereford,  and 
Wolverhampton  circuits,  held  over  to  right.  At  6.65  Bir. 
mingham  and  Wolverhampton  changed  to  left,  other  circuits 
remaining  with  needle  deflected  to  right.  At  8.16  current 
disappeared.  A  short  circuit  to  Hammersmith  and  between 
Paddington  and  the  City  was  not  affected. 

*' Reading. — Strong  deflection  to  right  on  all  circuits  at  6.30,  except 
P.O. ;  impossible  to  work.  At  6.45  some  circuits  changed  to 
left ;  at  8.0  p.m.  deflection  had  disappeared.  Horizon  very 
clear ;  aurora,  from  6.30  till  6.60,  showing  brightly ;  no  wind. 

*'  Didcot. — ^The  needles  of  some  circuits  affected  about  4X)  p.m.,  all 
at  7.0  deflecting  to  right,  and  varying,  as  if  in  contact,  then 
appearing  clear.  The  Oxford  circuit,  which  was  deflected  to 
left,  I  put  to  earth  on  the  up  side  of  Didcot.  Needle  went  to 
the  right ;  when  earth  was  removed  needle  went  tcf  the  left, 
acting  in  the  same  way  when  I  put  on  down  side.  All  right 
at  8.0  p.m. 

"  Oxford. — Needles  held  over  about  5.16 ;  over  at  about  8. 

''  Birmingham.-~4.10,  Paddington  and  Birmingham  and  Birming. 
ham  and  Birkenhead  circuits*  needles  deflected ;  at  6.0  all 
circuits  affected  ;  at  8.0  p.m.  all  clear. 
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^  Shiewsbuiy  reports  all  circuits  afifected  at  3.45,  clear  at  10  p.nL ; 
effects  variable ;  P.O.  circuit  not  affected.  Never  saw  instru- 
ments  so  much  affected  before  by  earth  currents. 

**  Chippenham  noticed  variable  deflections. 

**  Worcester.— 4.0,  deflections  observed ;  strongest  at  6.40  to  7.0, 
when  all  needles  firmly  held  over ;  the  Worcester  and  Salop 
circuit  the  strongest.  Current  variable,  sometimes  slowly  and 
sometimes  quickly  changing  from  right  to  left.  Currents 
appeared  strongest  on  lines  running  N.  to  S.;  ceased  at  10.0  p.m. 

^*  Hartlebury. — Very  strong  deflections ;  bells  occasionally  rung. 

'*  Bristol.— 4.30,  deflections  right  and  left ;  very  strong  £rom  6.0  to 
7.0 ;  disappeared  at  8.30. 

**  Neath. — Earth  currents  observed  from  11.0  a.m.  to  midnight : 
needles  changed  from  side  to  side ;  wind  S.S.E. ;  lines  runuing 
from  E.  to  W.  Deflection  strongest  on  Swansea  and  Merthyr 
circuit  (this  runs  S.  to  N.) ;  needles  carried  from  right  to  left 
till  6.37,  when  Swansea  and  MerUiyr  remained  over  to  left 
till  7.6,  when  it  changed  to  right ;  then  all  circuits  appeared 
clear  until  7.12,  when  lines  running  E.  to  W.  again  deflected 
to  left,  and  N.  and  S.  to  right.  7.27,  Gloucester  and  Swansea 
(E.  and  W.)  circuit  deflected  slightly  to  right ;  Swansea  and 
Merthyr  (N.  and  S.)  circuit  to  right,  tind  continued  to  vary 
right  and  left,  and  vice  versa.  7.40,  all  clear.  A  short  cir. 
cuit  about  half-a-mile  not  affected  at  all. 

**  Swansea. — 3.80,  E.  and  W.  circuits  affected,  varying  right  to  left. 
All  circuits  at  5.0  p.m.  affected  except  P.O. ;  unable  to  work 
at  times.;  disappeared  about  1.5  a.m.,  February  Ist. 

'*  Carmarthen  Junction.-^Down  line  circuits,  needles  to  left ;  up 
line  circuits,  needles  to  right ;  through  circuits,  needles  to 
right." 

It  will  be  noticed  by  these  observations  that  all  the  short  cir. 
cuits  were  not  affected,  showing  that  the  potential  for  short 
distances  did  not  vary ;  and  I  think  it  would  be  very  interesting 
if  anybody  could  tell  us  at  what  distances  the  variations  do  or  have 
been  observed  to  occur. 

With  regard  to  the  effects  of  water  flowing  by  or  under  an 
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insulated  "vrire,  I  had  some  experiments  tried  in  the  River  Thames 
at  Moulsfordy  and  the  following  is  my  Inspector's  report : — 

« IBth  February,  1881. 

*'  I  have  been  to  Moulsford  to-day  and  made  the  undermen* 
tioned  tests.    I  obtained  40  degrees  deflection  to  the  right  and  36 

Pio.  1. 


40»       86 
Fig.  2. 


Foil 


Nil. 


[snTrp 


Fig.  8. 


Fio.  4. 


Fig.  6. 
Abots  Water. 


Full. 


to  the  left  on  astatic  detector,  with  a  No.  7  O.F.  wire  (Fig.  1) 
immersed  in  the  Thames  from  one  side  of  the  river  to  the  other.  I 
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afterwards  removed  the  line  wire  from  galvanometer  and  sabsti. 

tated  an  earth  wire  in  its  stead  (Fig.  2).    The  resalt  was  the  same 

as  the  previous  test,  thus  plainly  showing  that  a  local  battery  was 

set  up  by  the  two  dissimilar  metals,  viz.,  the  copper  wire  and  the 

galvanised  iron  earth  rod,  aided  by  the  moisture ;  I  disconnected  the 

line  wire  on  the  opposite  side  of  the  river  (Fig.  3),  but  did  not  get 

the  slightest  deflection.    I  then  laid  down  another  line  wire  (Fig.  4), 

and  so  avoided  any  earth  connection,  but  the  needle  still  stood  to 

zero ;  and  lastly  I  raised  the  line  wire  (Fig.  5)  out  of  the  water,  using 

the  same  earths,  and  received  the  same  deflections  as  Fig.  1.    I 

used  two  galvanised  iron  rods  driven  into  the  bank  on  either  side 

of  the  river  for  earth  connections,  which  passed  through  some  water 

before  penetrating  the  soil ;  but  when  I  tested  on  a  previous  day  I 

used  two  wrought.iron  bars  and  observed  the  same  deflections  then 

as  I  did  to-day.    The  stream  travelled  near  about  the  same  rate  as 

it  did  on  the  previous  day,  and  the  weather  was  dull  and  damp,  with 

little  or  no  wind.    On  my  return  to  Beading,  I  placed  a  galvanised 

rod  into  a  wooden  bucket  filled  with  clean  water  only  (Fig.  6),  con- 

nected  a  copper  wire  from  this  rod  on  to  astatic,  and  another  thence 

into  the  water.   The  result  was  75  degrees  deflection,  and  the  more 

copper  there  was  immersed  the  higher  seemed  to  be  the  movement 

of  the  needle ;  I  then  tried  a  wrought-iron  rod  in  the  same  manner, 

but  only  got  60  degrees  with  that.*' 

Not  satisfied  with  this,  I  sent  the  same  officer  to  Brentford,  and 

I  must  say  that  the  experiments  there  were  not  so  satisfactory, 

because  he  only  tried  the  experiment  when  the  tide  was  running 

one  way.    He  reported : — 

"  Feimary  24<^  1881. 

*'  I  went  to  Brentford  this  morning,  and  laid  a  No.  7  O.F.  wire 
across  the  Thames  at  Eew  Bridge,  immersed  from  one  side  of  the 
river  to  the  other  as  desired,  using  a  copper  plate  buried  on  either 
side  in  the  bank  for  earth,  but  the  needle  of  the  astatic  was  not 
deflected  in  the  least,  neither  was  it  when  the  line  wire  was  lifted 
out  of  the  water.  I  afterwards  placed  the  wire  on  land  and  tested 
with  an  earth  at  each  end,  but  the  result  was  the  same,  the  needle 
still  stood  to  zero. 

^*  I  may  add  the  tide  had  been  going  out  about  an  hour  when 
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I  axrived,  and  was  nrnning  about  two  miles  per  hour,  so  that  I 
was  only  able  to  make  the  test  one  way  of  the  stream^  instestd  of 
two  as  proposed. 

**  The  Q.P.  wire  was  perfect  in  every  respect" 
•  It  therefore  i^pears  that,  when  galvanised  and  iron  rods  were 
used  (Figures  1  and  6),  a  deflection  was  observed  of  40^^  but  wh^i 
c6pper  plates  were  used  none  were  observed.  Figure  2 — ^by 
putting  copper  wire  to  earth  and  galvanised  iron  rod,  a  battery 
was  formed. 

'    Figure  3  would  not  show  a  deflection,  not  being  a  complete 
circuit. 

Figure  4,  having  the  two  wires,  if  any  action  took  place,  the 
same  force  acting  on  them  would  set  up  a  current  in  each  wire, 
and  equilibrium  would  be  established,  hence  na  deflection. 

Figure  6  would  be  a  battery  cell  again. 

These  remarks  may,  I  trust,  be  interesting  to  some  of  the 
members. 

Mr.  G.  K.  WiNTEB :  Some  of  you  will  remember  that  about 
eight  years  ago  I  read  a  paper  before  this  Society  on  the  subject 
of  earth  currents,  describing  my  observations  on  the  subject,  and 
givingi  in  general  terms,  the  results  obtained. 
.  There  is  an  important  point  connected  with  the  observation  of 
earth  currents  to  which,  I  think,  too  little  attention  has  been  paid. 
By  observing  the  currents  in  one  wire  only,  we  are  unable  to 
distinguish  those  changes  which  are  due  to  variations  in  the 
absolute  strength  of  the  current  passing  through  the  earth,  from 
those  which  are  due  to  variations  in  the  direction  of  the  earth 
stream  relatively  to  the  line  joining  the  earth  plates,  of  the  wire 
under  observation.  In  order  to  distinguish  between  the  effects  of 
these  two  causes,  it  is  necessary  that  simultaneous  observations 
should  be  made  on  two  wires  running  in  different  directions. 

At  Arconum  (about  40  miles  inland  from  Madras),  where 
most  of  my  observations  were  made,  I  had  two  wires  erected,  each 
two  miles  in  length,  and  running,  as  nearly  as  possible,  the  one 
north  and  south,  and  the  other  east  and  west.  By  means  of 
simultaneous  observations  of  the  current  in  these  two  wires,  I 
determined  that  there  is  a  large  daily  variation  in  the  direction  of 
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the  earth  stream.  At  5.0  p.m.  the  direction  in  India,  according 
to  my  observations,  is  nearly  south-east;  during  the  night  the 
direction  becomes  more  and  more  southerly  until  sunrise,  when 
it  is  nearly  due  south  ;  it  then  moves  westward  by  south  until  9.0 
a.m.,  when  it  attains  its  most  westerly  direction,  say,  10^  west 
of  south.  From  9.0  a.m.  the  direction  moves  eastward  through 
south,  which  it  passes  about  mid-day,  and  arrives  again  at  its  maxi- 
mum easterly  direction  about  5.0  p.m. 

The  strength  of  the  stream  also  varies  during  the  day,  though 
in  a  degree  less  marked  than  the  variation  in  its  direction.  It 
attains  a  maximum  at  about  6.0  p.m.,  and  a  minimum  at  about 
1  a.m.  I  may  add  that  the  variations  in  the  direction  of  the 
stream  appeared,  from  my  observations,  to  be  much  more  regular 
than  the  changes  in  its  strength.  It  appears  to  be  very  probable 
that,  while  the  variation  in  the  direction  of  the  stream  follows  its 
daily  course  with  comparative  regularity,  the  continual  small 
variations  we  observe  are  due  to  ripples,  as  it  were,  on  the  surface 
of  the  stream,  which  ripples,  in  times  of  magnetic  storms,  expand 
into  enormous  waves. 

I  think  these  results  may  be  of  some  importance  in  the  de- 
velopment of  the  theories  now  being  discussed. 

In  my  former  paper  I  expressed  an  opinion  that  the  variations 
in  the  magnetometer  were  due  to  the  direct  action  of  earth  currents 
on  the  suspended  needle.  In  order  to  determine  whether  this  were 
80  or  not,  I  had  an  instrument  made  which  was  described  in  a 
letter  of  mine  to  the  Society,  which  letter  has  been  published  in 
the  Society's  Journal,  but  without  any  name. 

The  instrument  was  constructed  as  follows : — ^A  large  magnet 
was  suspended  under  a  small  one,  both  being  freely  and  indepen. 
dently  suspended.  The  small  needle  was  really  a  galvanometer 
needle,  and  was  attached  to  the  back  of  a  small  mirror  in  the  usual 
way.  Owing  to  the  presence  of  the  large  magnet  it  was  nearly  in 
an  astatic  condition  as  regards  the  earth's  directive  force.  Any 
changes  in  the  earth's  magnetism  as  a  whole — that  is,  any  changes 
in  the  direction  of  the  lines  of  force  in  the  earth — ^would  afiect 
both  needles  equally ;  but,  owing  to  the  astatic  condition  of  the 
small  magnet,  the  effect  of  any  local  deflecting  cause,  such  as  the 
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passage  of  earth  currents  through  the  earth  below  the  apparatus, 
would  be  largely  magnified  on  the  small  needle.  This  I  found  to 
be  the  case — that  is,  the  movements  of  the  small  needle  were  very 
great ;  but,  on  comparing  them  with  the  motions  of  the  magneto- 
meter  needle,  they  were  not  found  to  be  merely  enlargements  of  the 
variations  in  the  magnetometer  needle,  neither  were  they  alto, 
gether  such  as  would  be  caused  by  the  action  of  currents  simulta- 
taneously  observed  in  a  line  running  north  and  south. 

I  think  this  is  all  that  I  have  to  say  at  present  on  the  subject. 

Professor  Atbton,  in  reply  to  a  question  from  Sir  Charles 
Bright,  as  to  the  exact  explanation  of  the  flow  of  water  in  tho 
English  Channel  producing  a  current  in  the  submarine  cable 
there,  remarked  that  tbe  motion  of  a  strip  of  water  from  England 
to  France,  across  the  vertical  component  of  the  earth's  lines 
of  force,  would  cause  a  difference  of  potentials  to  be  set  up  at 
the  two  ends  of  the  strip,  which  difference  would  be  neutralised 
by  a  current  flowing  through  any  conductor  joining  the  two 
ends  of  the  strip.  Now,  there  were  many  such  conductors, — 
the  whole  bottom  of  the  sea,  for  example,  was  such  a  conductor, — 
but  one  of  them  was  any  telegraph  line,  overhead  or  submarine, 
through  which  therefore  a  current  would  flow,  and  the  direction 
of  this  current  would  depend  on  the  direction  of  the  tide,  but  not 
at  all  on  whether  the  telegraph  line  was  overhead  or  a  submarine 
cable.  Both  ends  of  it,  however,  must  be  of  course  to  earth,  in 
order  that  the  current  could  flow.  In  fact,  the  moving  strip  of 
water  was  just  like  the  revolving  armature  in  a  dynamo  machine, 
and  the  telegraph  line  like  the  external  wire  in  which  the  electric 
lamp  was  placed. 

Subsequently  Professor  Ayrton  drew  attention  to  the  very  full 
account  of  the  last  meeting  that  had  appeared  in  the  Electrician^ 
of  the  discussion  of  Mr.  Adams'  paper,  and  especially  to  the  state- 
ment of  Professor  Adams,  that  *'  Professor  Rowland  has  also  clearly 
shown  that  the  theory  which  would  account  for  the  earth's  magnet, 
ism,  and  for  the  changes  in  the  earth's  magnetic  force,  by  supposing 
the  earth  to  have  a  charge  of  electricity  upon  it,  is  utterly  in. 
sufficient  to  produce  the  observed  effects."  Thist  Profeesor 
Ayrton  thought  not  to  be  the  case,  since  Professor  Bowland  had 
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shown  nothing  at  all  about  a  statical  charge  being  unable  to  pro- 
duce the  changes  in  the  earth's  magnetism.  He  also  criticised 
Professor  Adams'  statement,  ^'  Professors  Ayrton  and  Perry's  sup. 
position  as  to  electric  charge  on  the  earth  would  only  account  for 
giooioooo  part  of  the  terrestrial  magnetism  of  the  earth/'  as 
being  a  little  misleading.  If  the  maximum  charge  that  could 
exist  on  the  earth  was  only  a4ooioooo  P^u^  of  that  necessary  to 
produce  the  total  magnetism,  then  perhaps  we  might  reject  a 
statical  charge  as  the  explanation  of  the  variations ;  but  when  it 
is  remembered  that  the  amount  of  statical  charge  necessary  to 
produce  ii>W  of  the  earth^s  magnetism  will  only  cause  a  pressure 
the  shs  p&i^t  of  the  normal  atmospheric  pressure,  and  is  therefore 
quite  a  possible  amount  of  charge  to  exist  on  the  earth,  while  the 
normal  lunar  perturbations  of  terrestrial  magnetism  only  required 
the  iV  part  of  even  this  small  charge,  and  therefore  would  only  pro- 
duce a  pressure  equal  to  the  xTTFoVinnF  of  the  atmospheric  pressure, 
we  could  not,  Professor  Ayrton  ventured  to  think,  dismiss  so  lightly 
as  Professor  Adams  had  done  the  possibility  that  the  diurnal 
variation  on  the  earth's  magnetism  may  be  produced  by  pertur- 
bations in  the  distribution  of  a  charge  of  electricity  residing  on  the 
earth,  and  carried  round  with  it  by  its  rotation. 

Professor  Ayrton  next  drew  attention  to  the  fact  that,  whereas 
Professor  Rowland  was  quite  right  in  concluding  that  to  produce 
the  entire  magnetism  of  the  earth  by  a  static  electric  chaige  re- 
volving with  it  would,  if  all  the  chaige  resided  on  the  surface,  pro- 
duce an.  impossible  outward  pressure,  Professor  Bowland  was  wrong 
in  his  statement  that,  ''  if  die  moon  were  electrified  to  a  like  po- 
tential, the  force  of  repulsion  would  be  greater  than  the  gravitation 
attraction  to  the  earth,  and  it  would  fly  o£F  through  space,"  since 
the  calculation  made  by  Professor  Perry  and  himself  showed  that 
whereas  the  mutual  gravitation  attraction  of  the  earth  and  moon 
was  ]'886  X  10**  dynes,  their  repulsiou,  when  both  were  charged 
to  the  required  potential,  would  be  only  1*401  x  10'*  dynes  of 
about  tV  of  the  preceding. 

Whatever  might  be  the  difficulties  in  expluning  the  cause  of 
the  earth's  magnetism  or  the  magnetic  perturbations,  Professor 
Ayrton  thought  there  was  reall    no  difficulty  in  explaining  lunar 
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earth  currents,  the  subject  of  the  eveniag,  from  the  fact  .that  differ- 
ent points  of  the  earth  were  at  different  distances  from  the  moon, 
and  therefore  if  the  moon  were  charged,  and  the  earth  compara- 
tively  non-conducting,  there  would  be  a  difference  of  electric  po. 
tential  between  different  points ;  and  indeed  calculation  showed 
that  an  electro-motive  force  of  one  volt  per  mile  along  the  line  of 
steepest  gradient  would  be  caused  if  the  moon  had  the  easily  allow, 
able  charge  of  10,000  farads. 

Professor  Adams*  idea  of  the  lagging  behind  of  portions  of  the 
earth's  crust  producing  earth  currents,  was  exceedingly  suggestive, 
especially,  as  Professor  Perry  had  already  pointed  out,  in  the  con. 
nection  between  earthquakes  and  earth  currents.  The  speaker 
believed  he  was  himself  the  first  to  draw  attention  to  this  coinci- 
dence  when  in  India — a  coincidence  that  had  since  received  fre- 
quent experimental  confirmation,  in  some  cases  before  an  earth, 
quake  there  having  been  greatly-increased  earth  currents  even  for 
a  day  or  two.  If  Professor  Adams'  idea  was  right,  that  earth 
currents  were  caused  by  a  lateral  motion  of  the  earth,  a  lagging 
behind  of  the  surface  of  the  earth  roughly  along  a  parallel  of  lati- 
tude,  due  to  a  terrestrial  tide,  then  there  would  be  an  explanation 
of  the  connection  of  earthquakes  and  earth  currents;  for  the  greater 
subterranean  pressure,  which  they  might  imagine  anticipated  the 
actual  earthquake,  would  produce  increased  strain  on  the  earth's 
crust,  and  hence,  perhaps,  increased  earth  currents. 

But  Professor  Adams'  suggestion  would  not  explain  the  four 
maxima  Mr.  Adams  considers,  he  has  experimentally  arrived  at. 
It  would  not  explain  why  on  the  other  side  of  the  earth  from  the 
moon  they  had  a  positive  current  as  well,  as  on  the  side  of  the  earth 
near  the  moon,  nor  did  he  see  any  explanation  for  that,  except, 
possibly,  some  sort  of  local  cause.  It  was  easy  to  understand  why 
there  was  a  high  tide  on  the  other  side  of  the  earth  when  there 
was  a  high  tide  on  this  side  of  the  earth,  on  account  of  the  mass  of 
water ;  but  electricity,  as  far  as  we  knew,  had  no  mass,  and  therefore 
one  would  have  expected  two  maxima,  and  not  the  four  Mr.  Adams 
considered  his  experiments  pointed  to. 

The  Secbetaby  then  read  the  following  note  on 
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THE  ELECTRIC  STORM  OF  JANUARY  3  Isr,  1881. 

By  W.  H.  Pkbbcb. 

Electric  storms,  which  have  been  rare  and  quiet  since  1872, 
have  commenced  to  reappear.  By  eUetric  storms  I  mean  those 
abnormal  earth  currents  which  occasionally  produce  serious  dis^ 
turbances  on  telegraphic  circuits.  I  do  not  in  any  way  refer  to 
those  TwrTrud  earth  currents  dealt  with  by  Mr.  Adams,  which  are 
always  present  more  or  less.  The  first  storm  occurred  on  August 
11th  and  12th  of  last  year,  but  a  second  of  much  greater  magni. 
tade  look  place  on  January  31st  last.  They  were  both  cosmical 
in  their  character,  and  evidences  of  their  existence  have  been 
received  from  all  quarters  of  the  earth. 

The  storm  of  January  Slst  was  first  observed  at  8  p.m.,  it 
reached  a  maximum  at  6.40  p.m.,  and  disappeared  about  9  p.m. 
It  was  renewed  about  11  p.m.,  and  disappeared  again  about  1  a.m. . 
the  next  morning.  The  currents  acquired  a  strength  that  has 
never  before  in  my  experience  l)een  observed.  At  Llanfair,  in 
Anglesey,  on  the  London*Irish  wires,  they  measured  41 '4  milliwebers, 
while  at  Haverfordwest,  on  another  Irish  wire,  they  measured. over ' 
30  milliwebers.  The  observations  made  at  the  latter  station  were 
so  carefully  taken  that  I  have  plotted  them  out  on  a  plan  giving  an 
excellent  graphical  representation  of  the  duration,  direction,  and 
strength  of  the  storm.  The  readings  were  taken  upon  a  tangent 
galvanometer  on  a  wire  extending  from  Haverfordwest  to  Yalentia, 
making  earth  at  those  two  stations.  The  length  of  this  circuit  is 
300  miles,  and  its  resistance  4,000  ohms.  The  geographical 
distance  between  the  two  earths  is  220  miles.  The  curve  shows 
that  the  current  continued  steadily  negative  until  6  p.m.,  when  it 
commenced  to  vary  in  strength  considerably,  acquiring  at  6.84  a 
remarkable  intensity,  suddenly  bounding  over  in  the  reverse 
direction  in  three  minutes  to  the  same  intensity,  viz.,  30  milli. 
metres.  After  varying  for  two  minutes,  its  strength  diminished 
considerably,  and  at  9  p.m.  it  disappeared.  The  maximum  current 
shows  that  at  that  moment  there  was  a  difference  of  potentials 
between  the  two  earths  of  120  volts,  or  a  fall  of  potential  of 
1  voU  per  1'8  mila     The  readings  in  Anglesey  showed  the  fall  of 
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potential  between  Anglesey  and  London  to  be  exactly  the  same. 
Now,  since  working  currents  average  about  10  milliwebers,  it  is 
evident  that  abnormal  currents  of  such  strength  must  have  had  a 
great  disturbing  influence  on  the  telegraphic  lines.  In  fact,  at 
the  period  of  maximum  disturbance  nearly  all  circuits  were  com- 
pletely broken  down,  except  where  metallic  loops  could  be  resorted 
to. 

Some  observations  at  Cardifif  and  Swansea  enable  us  to  form  a 
fairly  approximate  idea  of  the  distribution  of  the  equipotential 
surfaces,  and  to  deduce  therefrom  the  line  of  maximum  electro- 
motive force.  I  have  drawn  them  out  on  a  small  map.  Moreover, 
calculation  enables  us  to  represent  upon  the  same  plan  the  distri. 
bution  of  potential  as  determined  by  the  position  of  the  sun  with 
respect  to  the  earth.  It  is  remarkable  how  these  lines  coincide. 
I  found  precisely  the  same  agreement  on  February  4th  and  August 
7th,  1872,  the  last  storms  of  any  consequence.  Moreover,  their 
accuracy  is  confirmed  by  an  observation  taken  at  Lerwick,  in  the 
Shetlands,  also  shown  on  a  map. 

It  is  worthy  of  record  that  on  this  same  day  a  disturbance  of 
unusual  and  unprecedented  magnitude  was  observed  in  the  sun's 
photosphere.  It  is  well  known  now  that  sun  spots,  aurorse  boreales, 
magnetic  disturbances,  and  earth  currents  are  not  only  consen- 
taneous, but  that  they  obey  precisely  the  same  cycle,  though 
authorities  are  not  quite  agreed  upon  the  exact  periodicity  of  this 
cycle.  Secchi,  in  Home,  in  1872,  proved  that  violent  solar  erup- 
tions were  coincident  with  violent  magnetic  disturbances  and 
abnormal  earth  currents. 

Taking  these  facts  together  there  can  be'  no  reasonable  doubt 
that  these  abnormal  earth  currents^  or  electric  storms,  are  due,  as 
I  have  previously  pointed  out,  to  some  disturbance  in  the  sun. 

Mr.  A.  J.  S.  Adams  apologised  to  Mr.  Wollaston  for  his  mis- 
take in  saying  there  was  a  cable  under  the  Severn,  and  promised 
Mr.  Yarley  the  figures  and  the  resistances  of  the  lines  which  he 
desired,  after  which  the  meeting  adjourned  until  March  10th. 

Mr.  C.  F.  Yarley  :  I  did  not  hear  Mr.  Ellis  very  well,  but  I 
think  he  has  stated  a  g<y)d  deal  that  I  intended  to  speak  of  to-night. 
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Fiist  of  all,  I  wish  to  compliment  the  author  of  the  paper  ander 
discusBioiiy  and,  if  poflsible,  to  arge  him  to  continue  his  observa- 
tions, and,  if  he  can  possibly  do  so,  give  the  exact  figures  as 
recorded,  so  that  we  may  draw  our  own  conclusions  from  them,  as 
one  can  do  from  the  figures  given  by  the  Astronomer-Boyal  every 
year. 

The  subject  of  earth  currents  and  magnetic  storms  has  occupied 
the  attention  of  the  Astronomer-Boyal  for  a  long  time  past,  both 
with  regard  to  the  direction  and  strength  of  the  current.    I  have 
had  frequent  communication  with  him  upon  the  subject,  and,  in 
one  of  my  communications  to  him  in  1859, 1  pointed  out  that  it 
was  not  possible  to  determine  the  actual  directicm  in  the  earth  by 
ir.^ans  of  the  currents- through  the  land  lines,  because  the  direction 
and  strength  of  the  currents  depended  mudi  upon  the  configura. 
tion  of  our  island.     I  showed  him  clearly  that  sometimes  it  may 
be — as,  for  instance,  with  a  line  London  to  Ipswich,  and  a  line 
London  to  Newcastle— that,  when  there  was  a  positive  current 
towing  from  Ipswich  to  London  and  from  Newcastle  to  London, 
there  was  actually  a  current  passing  in  the  opposite  direction^  from 
London  to  King's  Lynn,  which  w^  situated  between  them.    Now, 
on  patting  on  an  earth  in  the  middle  of  that  line,  the  cause  was 
immediately  found,  for  a  current  sprang  suddenly  in  the  wire 
which  was  nearly  neutral  beforehand,  and  it  flew  off  to  King's 
Lynn  in  one  direction  from  the  central  point,  and  to  London  in 
the  other  direction,  showing  that  the  two  cturents  were  clashing. 
Lines  whose  two  earth  connections  were  parallel  to  the  coast  were, 
as  a  rule,  neutral,  while  those  perpendicular  to  the  coast  were,  aa  a 
rule,  much  disturbed.    I  drew  up  a  large  number  of  diagrams  and 
found  that  the  neutral  line  was  approximately  nearly  parallel  to  the 
coast*     The  line  from  Glasgow  to  Edinburgh,  which  was  always  a 
very  much  disturbed  one,  carried  the  electricity  coming  from  the 
ocean  on  the  one  side  and  conducted  it  across  to  Edinburgh  intathe 
ocean  again  on  the  other  side.    Liyerpool  to  Manchester  and 
Manchester  to  Hull  were  very  much  disturbed  lines.    London  to 
Ipswich  was  remarkable  for  its  disturbance,  and  the  lines  fi^m 
BriBtol  to  London  aixd  London  to  Southampton  were  very  often 
nearly  neutral.    Very  often  the  neutral  line  would  pass  over,  or 
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rather  rotate  across,  these  lines  duriog  the  oourse  of  a  disturbancej 
and  the  current  would  consequently  change  in  direction.  It 
therefore  appeared  that  the  land  (in  fact,  the  rock)  which 
constitutes  our  island,  being  a  much  worse  conductor  than  the 
sea. water,  the  current  coming  along  the  better  conducting  ocean^ 
met  with  an  obstruction  in  our  island,  and  part  of  this  current 
passed  through  our  wires,  producing  powerful  disturbances  or 
currents.  That  this  was  the  case  was  proved  by  comparing  the 
strength  of  currents  from  the  submarine  cables  with  the  currents 
through  the  land  lines. 

Our  wires  from  London  to  Amsterdam  were  nearly  in  the 
same  direction  as  the  wires  from  London  to  Ipswich,  and  I  fre- 
quently found  that,  by  using  a  wire  from  London  to  make  earth  at 
Ipswich  instead  of  at  London,  so  that  when  Amsterdam  was  work- 
ing to  London  the  current  had  to  come  from  Amsterdam  to  London 
and  go  back  to  Ipswich  to  go  into  the  earth,  the  potential  of  the 
short  London-Ipswich  wire  was  almost  identical  with  (it  was  a  little 
less  than)  the  potential  from  Amsterdam  to  London,  confirming  my 
previous  observatioD.  The  same  was  observed,  also,  between  Liver- 
pool, Holyhead  and  Dublin,  and  therefore  it  would  be  impossible  to 
determine  the  true  direction  of  these  currents  by  any  observations 
made  upon  land ;  and  the  only  really  safe  way  to  set  to  work  about 
it  would  be,  I  think,  to  select  isolated  islands,  such  as  bocoq  of  the 
islands  in  the  Pacific,  and  lay  two  cables  across  them  at  right 
angles,  and  attach  to  these  cables  earth.plates  some  distancci  out  to 
sea,  so  as  to  make  earth  on  each  side,  and  then,  by  observation  on 
those  wires,  one  might  very  well  determine  accurately  the  direction 
of  the  current. 

The  Astronomer.Royal — ^I  forget  the  year  when  it  was  done, 
but  certainly  it  was  done  prior  to  my  communicating  with  him 
upon  the  subject  of  earth  currents  (I  think  I  began  communicating 
with  him  about  1857)— *had  a  wire  running  from  Dartford  to 
Greenwich,  about  ten  miles  in  length,  and  another  tram  Greenwich 
to  Croydon,  about  eight  miles  in  length.  These  wires  were  nearly 
at  right  angles  one  to  the  other.  They  were  connected  to  the 
earth  at  Dartford,  Greenwich,  and  Croydon..  To  these  wires  were 
joined  two   galvanometers   carrying  mirrors  which  reflected  a 
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spot  of  light  upon  photographic  paper,  and  thus  produced  the 
records  which  Mr.  EUis  has  produced.  By  this  means  the 
coincidence  of  the  earth  currents  with  the  movements  of  the 
magnetometers  was  established  fully  as  far  back  as  1859.  The 
Astronomer-Royal  has  discussed  the  observations  for  the  ten  years 
from  1848  to  1857,  and  in  the  appendix  to  the  volume  for  1859 
(*'  Greenwich  Magnetical  and  Meteorological  Observations/'  page 
ccxxn.)  will  be  found  a  table  showing  a  distinct  lunar  influence. 
There  is  a  rise  and  fall  twice  in  each  lunar  day.  He  has  dis- 
cussed  the  observations  for  the  five  years  ending  in  1863.  These 
will  be  found  in  the  volume  for  1867.  The  mean  of  these  five 
years*  observations  corresponds  remarkably  with  those  of  the 
former  ten  years. 

This  luno-diumal  irregularity  for  the  period  from  1848  to  1859, 
and  from  1857  to  1863,  shows  two  maxima  and  two  minima  in 
each  lunar  day. 


1848  to  1857. 
1st  maximum  at  2  to  3  o'clock. 
1st  minimum    „  7  „  8      „ 
2nd  maximum  „      14         „ 
2nd  minimum  „      20         ,| 


1857  to  1863. 
2    o'clock. 

8        „ 
13  to  14  „ 

20        „ 


These  mean  observations  were  taken  from  those  days  which 
showed  no  great  magnetic  or  electric  storms. 

I  wish  to  draw  especial  attention  to  this,  to  show  that  the 
Astronomer.Royal  was  alive  to  the  desirability  of  finding  out  if 
there  were  any  connection  between  the  motions  of  the  heavenly 
bodies  and  these  daily  disturbances  or  currents,  and  he  has  found 
out,  and  has  published,  as  far  back  as  1859,  that  there  is  a  lunar 
variation  coinciding  with  the  ocean  tidal  variation — ^that  is  to  say, 
a  maximum  is  reached  about  2  o'clock^  a  minimum  about 
8  o'clock,  a  maximum  again  at  14  o'clock,  and  a  minimum  again 
at  20  o'clock  (see  Phil.  Tranaactions,  1870,  page  215).  The 
author  of  this  paper  (Mr.  Adams)  drew  attention  to  what  he 
thought  an  anomaly  in  his  results,  viz.,  that  in  each  lunar  day 
there  were  four  maxima,  two  maxima  of  positive  and  two 
negative.    That  is  apparent,  but  not  real.    When  we  discuss  ocean 
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tidal  actioD,  we  measure  the  tide  from  the  bottom  of  one  tidal 
wave  to  the  top  of  the .  other.  Now,  Hr.  Adams*  zero  line 
corresponds  with  the  mean  level  of  the  ocean  were  there  no  sun  and 
moon,  and  therefore  there  are  but  two  tidal  waves  a  day,  which 
should  be  reckoned  from  the  maximum  negative  to  the  maximum 
positive,  as  is  done  from  ebb  tide  to  flood  tide.  These  are  found 
to  coincide  exactly  with  the  tides  which  are  produced  principally 
by  the  moon.  But  we  all  know  that  there  are  other  tides  besides 
those  of  the  moon.  The  sun  gives  a  very  considerable  tide ; 
Jupiter  and  Venus  each  give  a  sensible  tide.  If  Mr.  Adams  were 
to  carry  on  his  observations  for  a  series  of  years,  I  have  no  doubt 
that  he  would  find  electric  spring  tides  and  neap  tides. 

The  observations  made  by  Mr.  Ellis  were  very  much  to  the 
point  indeed,  but  I  wish  to  draw  especial  attention  to  the  results 
of  the  Astronomer-Royal,  because  the  reports  are  in  the  library  of 
this  Society,  and,  as  the  data  extend  over  a  period  of  many  yean, 
the  figures  are  very  reliable. 

We  all  know  that  the  moon  produces  a  tidal  motion  in  the  ocean. 
It  is  also  known  that  it  tends  to  produce  one  in  the  solid  body  of 
the  earth,  but  the  quantity  is  so  small,  on  account  of  the  prodigious 
hardness  of  the  solid  interior  of  the  world,  that  no  rocking  of  the 
surface  of  the  earth  has  been  observed,  notwithstanding  the  delicacy 
of  the  splendid  apparatus  employed  at  the  different  observatories. 
Besides  the  ocean,  there  is  another  fluid — the  atmosphere.  The 
atmosphere  ought  to  be  affected  like  the  coean,  and  at  places 
near  the  equator  a  distinct  barometric  tide  is  visible.  The  moon 
when  on  the  meridian  causes  that  part  of  the  ocean  next  to 
it  to  rise  towards  it,  being  pulled  more  powerfully  than  the 
solid  body  of  the  world,  and  this  again  more  powerfully  than  the 
ocean  at  the  nadir ;  the  ocean,  therefore,  takes  an  elliptical  form. 
In  the  case  of  the  atmosphere,  this  elliptical  shape  will  take  place 
to  a  much  greater  extent  than  in  the  ocean;  oxygen  being  magnetic, 
this  will  cause  a  lunar  diurnal  variation.  In  a  paper  which  I  read 
before  the  Royal  Society  about  ten  or  twelve  years  ago,  I  drew 
attention  to  the  diminished  resistance  of  the  atmosphere,  when 
attenuated,  to  the  conduction  of  electricity,  and  ascertained  the  law 
which  governed  the  flow  of  electricity  through  rarified  media.    At 
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an  eleTation  of  40  miles  or  more  above  the  surface  of  the  earth,  we 
should  find  that  the  atmosphere  conducted  with  many  hundred 
times  more  facility  than  near  the  surface  of  the  earth.  Now,  if  we 
imagine  (as  we  all  know  is  the  case)  this  conductor  to  be  highly 
charged  with  positive  electricity,  we  shall  have,  by  means  of  this 
atmospheric  tide;  the  positive  electricity  lifted  up  from  the  surface 
of  the  earth,  and  consequently  there  will  be  a  rush  of  positive 
electricity  along  the  earth's  surface  to  that  point.  As  this  tidal 
wave  is  shifted  over  to  another  place,  as  cccurs  each  twelve  lunar 
hours,  the  electricity  will  flow  from  one  point  to  another,  and  thus 
probably  produce  the  irregularities  observed. 

In  the  report  of  the  Submarine  Telegraph  Committee,  ap. 
pointed  by  the  Privy  Council  and  the  Atlantic  Telegraph  Com- 
pany, page  152, 1  mentioned  that  the  earth  currents  in  1859  were 
very  powerful.  One  was  so  strong  on  the  line  between  London 
and  Ipswich,  69^  miles,  that  it  required  140  Daniell  cells  to 
balance  it,  showing  a  difference  of  potential  of  2  Daniell  cells  to  the 
mile.  In  the  same  book,  pages  504  to  511|  inclusive,  will  be  found 
some  of  the  letters  which  passed  between  the  Astronomer-Royal 
and  myself  upon  the  subject,  also  charts  of  mine  showing  the 
neutral  lines. 

In  South  Devon,  in  1847|  I  found  in  a  circuit  of  three  miles  a 
current  that  required  22  zinc  copper  cells  to  balance  it,  or  some 
where  about  six  or  seven  volts  to  the  mile. 
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The  Ninety-seveiith  Ordinary  Qeneral  Meeting  of  the  Society  was 
held  on  Thursday  evening,  10th  March,  1881,  at  the  Institu- 
tion of  Civil  Engineers,  25,  Great  George  Street,  Westminster 
— ^Professor  G.  C.  Foster,  F.R.S.,  President,  in  the  Chair. 

The  minutes  of  the  last  meeting  were  read  and  confirmed. 

The  names  of  new  candidates  for  election  were  announced  and 
suspended,  and  it  was  announced  that  the  Council  had  transferred 
the  following  Associates  to  the  class  of  Members : — 

St.  George  Lane  Fox, 
Joseph  Howe. 

The  Fbesident  :  Before  proceeding  to  the  special  business  of 
the  evening,  I  think  it  desirable  to  call  the  attention  of  members 
to  a  matter  of  which  they  have,  no  doubt,  more  or  less  definitely 
heard  already — the  intention  to  hold  an  Exhibition  of  Electrical 
Appliances  in  Paris  during  the  forthcoming  summer.  It  was 
hoped  that  the  English  Government,  like  the  Governments  of  most 
of  the  important  countries  on  the  Continent,  would  have  appointed 
a  Special  Oommissioner  to  look  after  the  interests  of  the  exhibitors 
of  their  own  country,  and,  in  consequence,  no  action  has  hitherto 
been  taken  by  this  Society  or  any  other  body  in  the  matter.  But  I  am 
sorry  to  say  that  our  Government  have  refused  to  make  any  such 
appointment,  and  there  seems  to  be  no  reasonable  hope  of  inducing 
them  to  reverse  their  decision.  The  Council  of  the  Society  have 
therefore  taken  upon  themselves  to  do  all  that  can  be  done  in  the 
short  time  available.  It  is  desirable  that  the  fact  that  the  exhibition 
is  about  to  be  held  should  be  made  known  as  widely  as  possible. 
The  Council  will  try  to  secure  this,  and  undertake  to  take  charge 
of  any  applications  for  space  with  which  they  may  be  entrusted, 
and  transmit  them  to  the  General  Commissioner  for  the  Exhibition ; 
in  fact,  to  act  as  far  as  possible  as  intermediaiy  between  the  French 
executive  and  British  exhibitors.  I  state  this  that  members  may 
assist  in  distributing  the  information,  by  communicating  the  fact  to 
their  friends.  The  latest  date  up  to  which  applications  for  space 
can  be  received  is  the  31st  March. 
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We  will  now  resume  tbe  discussion  on  Mr.  Adams*  paper  on 
earth  currents.  As  so  much  time  has  already  been  given  to  this 
matter,  I  would  request  that  further  remarks  be  as  brief  as  possible. 

Mr.  WiLLOUGHBY  SMITH :  As  it  has  been  suggested  to  me  that 
my  silence  might  be  taken  as  an  admission  of  the  correctness  of  Mr. 
WoUaston's  observations  on  the  experiments  with  the  two  wires 
laid  across  the  Thames,  mentioned  by  me  at  our  last  meeting,  I 
may  perhaps  be  allowed  to  make  a  few  further  remarks. 

If  I  have  rightly  understood  the  subject,  the  wire  Mr.  Adams 
used  for  his  experiments  extended  from  London  to  Cardiff,  and  a 
very  small  part  of  the  whole  length  passed  either  under  or  over  the 
river  Severn.  Both  ends  of  the  wire  were  to  earth,  but  between 
the  London  end  and  the  earth  was  placed  a  galvanometer,  the 
movements  of  the  needle  of  which  were  recorded  by  Mr.  Adams  as 
being  the  effects  of  earth  currents ;  but  Mr.  Wollaston  says  the 
effect  of  the  tide  passing  either  over  or  onder  that  portion  of  the 
wire  crossing  the  Severn  would  produce  the  same  results. 

Now,  supposing  the  correctness  of  Mr.  WoUaston's  statement, 
the  effect  could  only  have  been  one  of  induction ;  consequently,  in 
the  experiment  with  the  two  wires  laid  across  the  Thames,  they 
were  placed  under  the  most  favourable  conditions  for  detecting 
induced  currents.  Had  both  ends  of  each  wire  been  put  to  earth, 
as  Mr.  Wollaston  says  they  ought,  a  current  due  to  polarisation  of 
the  earth  plates  would  have  been  obtained,  and  nothing  more ; 
and,  independent  of  the  interference  of  the  polarising  current,  the 
conditions  would  then  have  been  most  unfavourable  for  ascertaining 
the  correctness  of  Mr.  WoUaston's  assertion.  The  inductive  effect 
would  be  in  direct  proportion  to  the  tension  of  the  influencing 
body  and  the  length  of  the  wire  exposed,  consequently  it  is  not 
difficult  to  prove  by  actual  experiment  what  the  result  would  be 
under  certain  conditions.  Suppose  40  feet  of  insulated  wire  laid 
in  a  straight  line,  with  one  end  to  earth  through  a  very  sensitive 
galvanometer,  the  other  end  being  insulated ;  and  a  similar  wire, 
one  end  of  which  is  insulated,  and  the  other  end  connected  to  one 
terminal  of  a  battery  of  500  cells,  the  other  terminal  being  to 
«arth ;  and  suppose  the  charged  wire  is  brought  sufficiently  near  to 
the  uncharged  one,  then  a  slight  momentary  deflection  would  be 
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observable  on  the  galvanometer,  and  if  the  charged  wire  be 
removed,  a  similar  momentary  deflection  would  be  produced,  but 
in  the  opposite  direction.  From  this  I  learn  that,  had  either  one 
of  the  wires  laid  across  the  Thames  been  influenced  by  any  external 
body  of  a  higher  potential,  it  would  have  been  immediately 
detected ;  apd  had  the  potential  of  such  a  body  been  equal  to  500 
volts,  then  the  inductive  effect  would  only  equal  the  ^zloo  ^^  ^^^^ 
potential.  Now,  under  the  same  conditions,  but  with  both  ends 
of  the  test. wire  to  earth,  no  effect  but  the  current  due  to  polarisa. 
tion  would  be  observed.  When  in  1866  the  Atlantic  cable  was 
being  shipped  on  board  the  ''  Great  Eastern,'*  then  lying  in  the 
Medway,  a  wire  was  inmiersed  between  the  ship  and  the  shore  for 
practice  in  my  then  new  system  of  testing  and  working  through 
cables  during  submersion ;  and,  although  that  wire  was  at  right 
angles  to  the  strong  tide  of  the  Medway  for  two  months,  no  sign 
of  any  external  electrical  disturbance  was  observed.  If  time 
permitted,  many  similar  cases  might  be  cited. 

Mr.  A.  J.  S.  ADAlifS,  in  reply,  said :  The  discussion  which  has 
followed  the  reading  of  my  paper  has  been  most  gratifying  to  me, 
and  I  believe  useful.  I  must  ask  your  forbearance,  however, 
should  I  not  reply  to  all  the  criticisms  that  have  been  offered, 
because,  in  some  cases,  I  have  had  a  difficulty  in  discerning 
whether  remarks  have  had  particular  references  to  the  earth  cur- 
rent  or  to  current  storms. 

There  is  little  doubt  but  that,  in  a  minor  degree,  there  is  also 
a  solar  variation  of  the  earth  current,  and  it  is  a  subject  I  have  for 
some  time  been  investigating;  probably,  however,  unless  the  appa. 
ratus  used  have  sufficient  range  and  sensitiveness,  the  different 
variations,  both  solar  and  lunar,  will  become  merged,  so  that 
the  result  will  be  more  or  less  indistinct  as  regards  solar  or  lunar 
causation,  especially  during  that  part  of  the  lunation  when  the 
solar  and  lunar  influences  are  more  or  less  parallel. 

As  regards  the  discrepancy  between  the  observed  and  the 
theoretical  position  of  maximum  magnetic  effect  upon  the  surface 
of  the  globe,  I  think  it  hardly  correct  to  assume  that,  if  all  dis* 
turbing  influences  were  removed,  the  position  of  any  such  maximum 
effect  would  remain  unchanged  :    there  are  doubtless  very  con. 
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siderable  modifying  influences  present  in  and  upon  the  earth. 
Nor  should  we  judge  of  the  probable  magnetic  force  producible  by 
these  current  systems^  from  the  assumed  or  calculated  quantitative 
charge  of  the  earth  or  moon  alone:  the  apeed  with  which  the 
electricity  circulates  must  be  included  in  the  calculation. 

The  effects  of  electric  storms  were  eliminated  from  the  observa. 
tions  I  have  submitted,  but  such  storms  only  materially  affected 
the  normal  curve  for  short  periods  upon  the  2nd,  7thy  and  11th  of 
April,  1879,  and  even  then  the  greatest  strength  of  the  storm  cur. 
rents  did  not  exceed  twice  that  of  the  maximum  earth  current. 

I  was  pleased  to  find  corroboration  of  the  lunar  progression  in 
the  interesting  curves  furnished  by  Mr.  H.  C.  Saunders  ]  but,  if 
possible,  such  observation  results  should  be  compared  with  the 
position  of  the  moon  and  sun,  rather  than  with  the  time  of  high 
water. 

I  have  received  from  Mr.  Preece  some  results  of  earth-current 
observations  taken  at  Abdelah,  in  Persia,  which,  although  very 
incomplete,  clearly  indicate  the  usual  four  maxima  and  zeros ;  and 
I  am  also  indebted  to  the  kindness  of  Mr.  Preece  for  the  sight  of  a 
letter  from  Mr.  James  Graves,  of  Yalentia,  of  which  the  following 
is  an  extract.  Mr.  J.  Graves  says :  ''  It  may  be  of  interest  to  you 
to  know  that  I  took  observations  of  polarity  and  strength  of  earth 
currents  from  March  18th  to  April  5th,  1873,  for  the  purpose  of 
tracing  some  connection  between  them  and  the  moon's  position 
douily ;  and  I  now  enclose  the  sheet  I  then  drew  up,  with  belts 
across  where  the  negative  readings  preponderated,  and  which  are 
generally  pretty  equidistant,  and  show  a  retrograde  motion  (as 
tor  time)  of  about  one  hour  per  diem,  so  that  in  a  lunar  month 
the  motion  of  the  negative  belt  crosses  the  24  hours.  •  .  . 
Mr.  Alexander  Adams  seems  to  have  hit  upon  the  same  result 
by  his  study  of  the  earth  current  on  land  lines."  And  in  a  note 
attached  to  his  diagram,  Mr.  Graves  adds :  *'  Of  the  568  nautical 
miles  of  cable  upon  which  these  observations  were  made^  a  very 
small  proportion  of  it  would  be  under  the  influence  of  ocean  tidal 
flow  and  ebb — ^perhaps,  however,  sufficient  to  give  a  record  as  per 
Faraday's  researches."  I  beg  to  hand  the  President  Mr.  Graves* 
results,  and  it  will  be  seen  how  apparent  the  lunar  progression  is. 
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Mr.  WoUastonV  remarks  recalled  to  my  o'wn  mind  an  incident 
which  presented  somewhat  similar  features  to  those  he  described. 

I  think  it  was  in   1868  that  Mr.  J.  B.  Chapman — of  the 

Post  Office — and  myself  spent  some  time  in  endeavouring  to 

localise  a  fault  in  one  of  the  Irish  Sea  cables.    The  variations 

in  resistance  and  polarisation,  current  were  so  peculiar  that  the 

then  Engineer-in-Chief  directed  that  tests  should  be  taken  night 

and  day.    The  variations  followed  absolutely  the  run  of  the  tide ; 

a^d,  more  curiously  still,  every  high  wave  that  passed  up  or  down 

channel  was  clearly  indicated  upon  the  galvanometer.  Those  were 

tidal  currents  with  a  vengeance !  but  it  transpired  that  during  a  gale 

the  grapnel  of  a  buoy  in  the  North  Irish  Sea  had  slipped  and  was 

dragged  down  channel  imtil  it  caught  hold  of  a  cable  in  the  South 

Irish  Sea,  and  in  due  time  produced  a  fault  which  varied  with  the 

strain  put  upon  the  grapnel  by  the  rise  and  fall  of  the  buoy.     I 

have  little  doubt  but  that  in  shallow  water  the  tidal  flow  would 

have  a  somawhat  similar  effect  upon  any  very  minute  fault  in  a 

submarine  cable,  both  by  reason  of  variation  in  temperature,  strain, 

and  increased  weight  of  water.    Possibly,  however,  the  currents 

xelated  by  Mr.  Wollaston  were  really  earth  currents,  such  as  have 

been  described  in  my  paper.    Theoretically,  Professor  Ayrton  is 

probably  correct  as  regards  the  electrical  effect  of  tidal  waters 

passing  across  a  submerged  wire,  but  practically  no  appreciable 

current  would  result  therefrom :  certainly  the  earth  currents  referred 

to  in  my  paper  would  not  be  due  to  such  action. 

The  four  maxima  and  zeros,  which  appear  to  have  been  a  source 
of  difficulty  in  the  discussion,  are  practical  facts.  Each  maximum, 
by  whatever  term  we  may  describe  it,  is  a  distinct  rise  and  subsi- 
dence  of  current  in  a  given  direction,  and  we  should  not,  I  think, 
ignore  or  seek  to  explain  away  the  facts  because  they  will  not 
readily  coincide  with  theory,  or  with  the  effect  of  static  disturbance 
as  we  may  happen  to  be  acquainted  with  it. 

Nor  does  it  appear  necessary  to  consider  that  the  earth-current 
effect  is  due  solely  to  direct  static  action,  although,  as  secondary  or 
as  primary  influences,  neither  the  thermal  theory  nor  the  idea  of  a 
tidal  motion  of  the  earth^s  crust  in  any  way  assists  to  a  solution. 
There  are,  however^  other  possilnlities  which  may  be  worthy  of  con- 
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sideration.  For  instance,  if  the  earth  current  be  due  to  difference 
of  potential  upon  the  earth's  surface,  then,  presumably,  the  longer 
the  wire  in  a  given  direction,  the  stronger  should  be  the  current, 
other  things  being  equal :  but,  as  will  be  seen  from  the  following 
results,  experiment  shows  that  the  length  of  a  wire  has  little  in- 
fluence  upon  the  strength  of  the  earth  current ;  whilst,  upon  the 
other  hand,  the  introduction  of  a  very  moderate  resistance  is 
sufficient  to  reduce  its  strength. 

Earth  Current  Obsertations  upon  Wires  difterino  in  Length,  but  extending 
in  the  sake  direction,  and  hayino  the  same  bssistancs. 


Wire  extending 
from  London  to 

Distance 
in  MUee. 

Earth  Carrent  Readingai 

Weather. 

1 

2 

8 

4 

6 

1 
Mean. , 

Nottioghain 

128 

+  10 

—  5 

—  10 

—  10 

—  20 

11 

Fine. 

Sheffield      

165 

+  12 

—  5 

—    5 

—  5 

—  18 

8 

» 

jjeeuB    •••     »••     ••• 

225 

+  8 

—  9 

—   9 

—  12 

—   9 

9-4 

Dull. 

Glasgow      

420 

+   9 

—  8 

—  12 

—  7 

—  12 

—  20 

11-2 

1 

Dry. 

Wolverton 

52 

—  18 

—  7 

—   8 

—  16 

12 

Fine. 

Sngby 

82 

—   C 

18 

—  12 

—  7 

—  16 

11-8 

}> 

Manchester 

190 

—  13 

—  10 

—  10    —11 

—  12 

11-2 

Dull. 

Such  results  suggest  to  my  mind,  first,  that  the  current  effect 
is  due  to  the  movement  of  a  body  of  static  electricity,  for  it 
appears  to  lack  in  great  measure  the  element  of  electro-motive 
force  ;  and,  secondly,  that  that  movement  is  mechanical.  I  mean 
by  mechanical,  that,  if  the  earth  and  her  electricity  travel  in  equal 
ratio,  no  current  effect  will  exhibit  itself  upon  a  wire  stretched  over 
the  former,  but  if  the  moon,  by  inductive  influence,  causes  a  retard, 
ation  or  dragging  of  the  electricity  as  it  passes  under  her  at  the 
major  and  minor  poles,  relative  speeds  are  set  up  between  the 
earth  and  her  electricity,  and  current  effects  in  a  given  direction 
are  the  result,  the  strength  of  which  will  be  proporHanate  to  the 
difference  of  Hiose  speeds  rather  than  to  the  earth  or  moon's 
^ecific  charge. 

Likewise,  may  not  an  acceleration  of  the  earth's  electricity  at 
the  electric  circle  result  as  compensation  for  that  retardation,  so 
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that  currents  are  produced  in  the  opposite  direction  to  the  former? 
Under  such  conditions  the  observed  four  maxima  and  four  zeros 
would  become  a  necessary  consequence. 

But  whatever  the  cause,  these  four  maxima  and  zeros  are  most 
interesting  features,  and  may  yet  perhaps  throw  light  upon  the 
precise  causation  and  action  of  oceanic  tides. 

Some  remarks  were  made  in  reference  to  the  lagging  of  the 
tidal  phases  behind  the  moon.  To  me  this  feature  is  a  curious  and 
difficult  problem;  so  much  so  that  I  am  obliged  to  ask  myself 
whether  this  retardation  may  not  be  in  reality  acceleration-^ 
excuse  the  paradox ; — ^but  what  I  mean  is  this : —         ^^ 

Suppose  a  disturbance  to  have  reached  the  earth  at  the  instant 
of  leaving  the  moon,  may  not  the  resultant  effect  of  that  disturb- 
ance be  carried  forward  by  the  earth  in  her  rotation  in  consequence 
of  the  superior  attraction  or  unity  existing  between  the  earth 
and  her  electricity,  so  that  a  given  point  upon  the  earth's  surface 
would  have  to  pass  the  moon,  as  regards  time,  before  it  reached 
the  full  effect  of  her  influence  ? 

In  conclosion,  I  beg  to  thank  you  for  the  very  kind  attention 
bestowed  upon  my  paper. 

The  Pbesident  :  I  am  sure  I  shall  have  the  approval  of  the 
meeting  in  proposing  a  cordial  vote  of  thanks  to  Mr.  Adams  for  his 
paper,  which  has  led  to  an  extremely  in&tructive  and  interesting 
discussion.  The  subject  of  the  paper  is  a  very  complicated  one. 
It  is  obvioua,  I  think,  that  in  these  earth  currents  there  are  both 
local  and  general  effects^-effects  which  we  can  only  hope  to  have 
much  light  thrown  upon  by  observations  extending  over  very  con. 
siderable  portions  of  the  earth's  surface.  The  problem  becomes 
more  difficult  from  the  mixing  up  of  effects  attributable  to  local 
causes  with  those  affecting  larger  surfaces,  therefore  all  the  atten- 
tion possible  should  be  given  to  the  matter ;  and  we  may  hope  that 
by  observations  such  as  those  made  by  Mr.  Adams,  and  by  discus- 
sions such  as  that  which  has  just  concluded,  our  knowledge  may  be 
greatly  extended. 

A  hearty  vote  of  thanks  was  then  accorded  to  Mr.  Adams,  and 
also  to  Mr.  Preece  for  his  supplementary  note  upon  the  electric 
storm  of  January  31st. 
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Lieutenant  P.  Cabdew,  R.E.  :  Perhaps  I  may  be  permitted  to 
mention  a  curious  incident  which  touches  upon  the  discussion  just 
closed.  Lately  I  have  had  a  bare  wire,  15  miles  long,  laid  out  on 
the  ground  for  telephone  ezperiments,  not  insulated  in  any  manner, 
but  lying  on  the  ground.  On  Tuesday  last  (March  8th),  at  three 
o*clock,  a  peculiar  current  came  on  the  telephones,  a  current  quite 
distinct  irom  that  produced  by  a  battery  (which  is  scratchy  and 
irregular)|  but  a  sort  of  rush  through  the  telephone,  quite  regular. 
At  the  moment  a  storm  was  passing  over  and  down  the  line  along 
which  the  wire  was  laid.  The  effect  was  perhaps  due  to  the  charge 
of  this  storm,  but  I  do  not  pretend  to  explain  the  cause. 

Mr.  H.  C.  FOBDE:  Fifteen  miles  of  wire  straight  outi 

Lieutenant  P.  Cabdew  :  In  a  loop,  with  one  turn  in  it. 

The  following  paper  was  then  read : — 

ON  THE  APPLICATION  OF  DYNAMO-ELECTRIC 
MACHINES  TO  RAILWAY  ROLLING  STOCK. 

By  Lieut.  P.  Cardew,  R.E.,  Associate. 

Dr.  Siemens  has  practically  demonstrated  the  possibility  of 
propelling  trains  by  means  of  the  electric  current,  generated  by 
fixed  machines  at  intervals,  and  transmitted  by  the  rails  to  an 
electro-motor  taking  the  place  of  an  engine.  This  system  has  ob- 
vious  advantages  in  particular  conditions  to  which  it  will  undoubt- 
edly  be  applied,  such  as  the  transit  through  long  tunnels,  but  it 
will  never  supersede  the  steam  locomotive  for  ordinary  working. 

It  appears  to  me,  however,  that  dynamo-electric  motors  might 
possibly  be  advantageously  applied  to  the  ordinary  railway  loco- 
motives and  carriages — 

If  As  an  auxiliary  means  of  transmitting  the  pull  of  the  engine 
to  the  carriages,  and  thereby  lessening  the  wear  and  tear  on  the 
rails,  and  the  slip  of  the  driving  wheels ; 

2,  As  a  simple  and  efficient  brake. 

Ab  I  have  seen  no  proposal  as  yet  for  such  an  application  of 
these  machines,  I  venture  to  hope  that  a  short  paper  on  the  subject 
may  be  thought  worthy  of  insertion  in  the  Joutmal  of  the  Society 
of  Telegraph  Engineers  and  of  Electridana, 
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I  propose  fixing  a  generating  machine  of  considerable  power  on 
the  engine,  and  mo^or  or  receiving  machines  on  a  certain  propor. 
tion  of  the  carriages — the  former  to  be  driven  from  the  shaft  of 
the  driving  wheel  of  the  engine  by  gearing  at  a  high  velocity ; 
while  the  armatures^  or  revolving  magnets,  of  each  of  the  latter 
would  be  fixed  on  the  axle  of  a  pair  of  carriage  wheels,  turning 
with  it. 

The  generating  machine  might  be  a  simple  form  of  Gramme 
machine,  in  which  the  number  of  convolutions  of  wire  both  in  the 
revolving  and  stationary  coils  should  be  considerably  reduced  from 
that  suitable  for  electric  light  machines ;  while  the  size  of  the  wire 
should  be  proportionately  increased,  since  a  high  electro-motive 
force  will  not  be  necessary,  as  there  is  no  arc  to  be  maintained, 
while  the  current  will  be  unusually  large. 

The  receiving  machines  might  be  of  a  simpler  nature  still,  and 
perhaps  especially  designed  as  motors,  for  which  purpose  it  is 
generally  allowed  that  the  existing  djnamo.electric  machines  are 
not  entirely  satisfactory,  a  considerable  amount  of  the  magnetic 
pull  being  badly  disposed. 

A  point  of  primary  importance  for  such  machines  is  that  they 
should  require  a  minimum  of  attention.  The  sum  of  the  resistances 
of  these  machines  should  equal  that  of  the  generating  machine. 

The  connections  would  be  formed  by  copper.rope  leads,  of  large 
section,  fixed  along  the  bed  of  each  carriage^  the  ends  projecting 
and  being  coupled  to  each  other  when  the  train  is  made  up.  The 
tracing  would  be  as  follows :— From  one  brush  of  the  generator 
through  its  own  coils,  thence  through  all  the  standing  coils  of  the 
receivers  to  one  side  of  a  short-circuiting  switch  in  the  guard's 
van ;  from  this  a  lead  back  to  one  side  of  a  similar  switch  on  the 
engine ;  thence  through  the  revolving  coils  of  the  receivers  to  the 
other  side  of  the  switch  in  the  guard's  van,  which  is  connected  to 
the  other  side  of  the  switch  on  the  enginoi  and  thence  to  the  other 
brush  of  the  generator.  Thus  it  will  be  seen  that  when  the 
switches  are  open  the  whole  are  in  continuous  circuit;  but  the 
receiving  machines,  which,  as  will  be  seen,  necessarily  revolve  at 
the  same  rate  as  the  carriage  wheels^  are  so  arranged  that  the' 
electro-motive  force  produced  by  them  is  in  opposition  to  that  of 
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the  generator,  the  dimensions  and  speed  of  the  latter  being  such  as 
to  produce  a  stronger  E.M.F.  than  the  whole  E.M.F.  in  opposition, 
or,  in  other  words,  to  tend  to  turn  the  receivers  faster. 

When  the  train  has  to  be  stopped,  after  shutting  off  steam,  the 
engine-driver  or  the  guard,  or  both  of  them,  would  put  down  their 
short-circaiting  switches.  The  effect  of  this  on  the  generator  will 
be  to  remove  the  opposing  E.M.F.,  and  at  the  same  time  reduce 
the  resistance  in  its  circuit,  causing  a  large  increase  of  current, 
and  increasing  greatly  the  work  it  is  doing.  At  the  same  time  the 
magnetic  field  in  which  the  armatures  of  the  receiving  machines 
revolve  will  be  strengthened,  while  the  current  produced  by  them 
only  passes  through  the  short  circuits  and  two  leads  in  divided 
circuit.  The  energy  of  this  large  current  will  therefore  almost 
entirely  be  usefully  spent  in  stopping  the  train.  As  the  speed  of 
the  train  is  reduced,  the  current  is  lessened,  and  thus  injurious 
heating  of  the  large  section  wire  employed  is  avoided. 

It  will  be  in  the  armatures  of  the  receivers  that  large  section 
wire  will  be  most  essential,  since  they  are  connected  together  in 
'*  tension,"  and  absolutely  short-circuited.  The  contacts  with  these 
armatures  would  probably  be  best  accomplished  by  rollers,  in  place 
of  the  brushes  generally  employed.  The  stationary  coils  of  the 
receivers  have  to  be  connected  separately  from  their  revolving  coils, 
because  they  are  necessarily  turned  in  a  ** reversed"  direction,  so 
that  they  would  produce  no  cunent  on  short  circuit  if  their  magne- 
tism  were  not  maintained  by  the  current  from  the  generator. 

For  *'  backing  "  the  train  the  circuit  should  be  broken,  which 
could  be  effected  automatically. 

I  think  it  will  be  admitted  that  an  efficient  brake-power  could 
be  provided  by  this  means,  and  that  its  application  would  be 
simple  and  certain  in  operation.  The  most  obvious  objection  to  it 
is  the  expense  of  the  machinery,  which  would  have  to  be  very 
powerful.  But,  as  I  have  already  pointed  out,  these  machines 
would  not  have  to  maintain  an  electric  arc,  for  which  a  compara* 
tively  high  electro-motive  force  is  necessary ;  hence  the  number  of- 
convolutions,  and  consequently  the  expense  of  winding  would  be 
CQUfiiderably  diminished. 
.     Power  would  be  obtained  by  reducing  the  total  electrical  resi^** 
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tance  to  a  minimum,  perhaps  not  exceeding  *1  ohm,  all  the  parts 
being  made  massive,  the  wire  of  very  large  section,  and  all  the 
electrical  joints  in  the  machines  and  conductors,  except  the  con. 
nection  between  carriages,  being  solidly  soldered  in  place  of  relying 
on  pressure  for  contact. 

The  latter  point  is  one  which  I  think  has  hardly  been  suffi- 
ciently  attended  to  in  the  low  resistance  machines  at  present  used. 
With  a  sensitive  quantity  detecter,  deflections  can  be  obtained 
between  the  two  sides  of  nearly  every  joint  in  a  dynamo  that  has 
been  at  work  some  time,  and  I  have  known  a  seemingly  tight  joint 
show  a  difference  of  potential  of  4  volts,  indicating  in  a  machine  of  an 
electro-motive  force  60  and  a  total  resistance  in  circuit  of  1  ohm, 
a  resistance  of  rv  ohm. 

The  screw  connections  between  carriages  might  be  made  on  the 
same  principle  as  the  connections  in  flre-engine  hose.  The  com- 
mutators  and  brushes  would  have  to  be  of  such  form  as  to  stand 
considerable  wear,  and  avoid  sparking,  especially  those  of  the 
receiving  machines,  which  would  probably  be  difficult  to  get  at. 

The  designing  of  the  machines  would  require  some  preliminary 
experiments,  which,  however,  are  not  likely  to  be  carried  out.  Of 
course  arrangements  could  be  easily  made  to  shunt  a  sufficient  cur- 
rent on  to  a  light  circuit,  so  as  to  show  a  powerful  light  when  run. 
ning  through  stations  in  foggy  weather.  I  hope  the  idea  thus 
roughly  sketched  may  possess  some  interest,  even  if  it  should  be 
thought  impracticable.  Certainly,  the  communication  of  motion 
from  the  engines  to  the  carriages  by  some  other  means  than  the 
friction  between  the  driving  wheels  and  the  rails,  and  an  efficient 
brake-power  which  can  be  certainly  and  easily  applied  instanta- 
neously,  are  in  themselves  desiderata  in  railway  economy. 

It  is  perhaps  worth  notice  that,  in  this  application  of  the  dy- 
namo principle  as  a  brake,  the  whole  energy  of  the  current  is 
usefully  expended,  the  work  done  in  the  external  circuit  being 
practically  nil,  while  that  done  in  all  the  machines  tends  to  stop 
the  train. 

Mr.    Alexander   Siemens:    The   proposed   application   of 
electricity  to  railway  brakes  is  certainly  interesting,  but  I  think,  in 
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the  form  in  which  it  has  been  put  in  the  paper,  that  it  is  hardly 
practicable.  It  would  be  difficult  to  wind  the  helix  or  revolving 
armatnres  on  railway  carriage  axles.  I  should  not  like,  either,  to 
rely  upon  a  dynamo-machine  running  a  long  time  short-circuitcfd. 
The  cost  of  the  proposed  thick  copper  wire  would  be  very  serious, 
seeing  that  four  wires  would  be  required.  Several  attempts  have 
been  made  in  this  direction,  but  the  great  objection  has  always  been 
that  the  distance  from  which  a  magnet  works  is  rather  short. 

Mr.  C.  E.  Spagnoletti  :  What  Lieutenant  Cardew  has  brought 
before  us  is  very  interesting,  but  there  are,  I  fear,  too  many 
difficulties  in  the  way  of  its  adoption  to  allow  it  to  be  brought  into 
general  use.  Having  four  additional  connections  between  the 
carriages,  requiring  to  be  carefully  made,  would  be  a  great  difficulty 
in  the  practical  working  of  a  railway,  especially  at  junctions  where 
trains  are  often  broken  up  and  re-formed:  the  necessity  for 
adding  to  or  taking  from  a  train  carriages  and  other  vehicles, 
would  be  another  great  obstacle  in  the  way  of  the  adoption  of  the 
system,  especially  in  its  present  form.  As  to  the  slipping  of  the 
wheels,  the  only  ones  which  slip  in  a  train  are  the  driving  wheels 
of  the  engine,  upon  which  is  the  whole  weight  of  the  train  on 
starting,  and  until  the  train  is  into  speed  the  assistance  of  the 
electrical  power  as  proposed  would  not  be  given. 

Mr.  Chomfton  :  It  has  long  been  a  matter  of  astonishment  (o 
me  that  a  good  electric  brake  has  not  been  brought  forward.  Any 
one  who  has  noticed  the  extraordinary  ''  pulling-up  "  effect  on  the 
driving-engine  when  the  circuit  of  a  dynamo-electric  machine  is 
closed,  must  have  felt  that  a  brake-power  existed  which  ought  to 
be  utilised  for  railway  purposes.  I  think  Mr.  Spagnoletti  overrates 
the  difficulty  of  the  fittings.  Bailway  companies  already  have  air. 
tight  connections  between  their  carriages  for  air  brakes,  and  I 
consider  that  the  connections  for  an  electric  brake  would  not  be 
more  difficult  to  manage.  There  is  something  to  be  done  in 
this  direction,  and  it  is  my  firm  conviction  that  something  will  be 
done  in  it  before  many  months  have  passed.  The  difficulty  as 
to  ivinding  the  bobbins  on  the  carriage  axles,  mentioned  by  Mr.  A. 
Siemens,  can  be  got  over  by  adopting  a  suitable  form  of  armature 
which  already  exists.     Lieutenant  Cardew  will  get  into  difficulties 
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by  reducing  the  number  of  the  armature  segments :  he  will  have 
much  sparking  at  the  brushes,  etc.  To  avoid  sparks  and  severe 
wear  of  the  collecting  cylinder,  it  is  advisable  that  the  current  be 
distributed  over  a  large  number  of  segments,  and  the  adoption  of 
a  thick  wire  will  not  in  any  way  compensate  for  a  reduction  in  the 
number  of  segments.  In  my  opinion  the  brake  suggestion  can  be, 
and  will  be  carried  out^  and  the  only  wonder  is  that  the  patent 
list  does  not,  up  to  the  present  time,  contain  a  greater  number  of 
references  to  this  subject. 

Mr.  G.  K.  Winter  :  I  believe  the  idea  of  short-circuiting  a 
dynamo-electric  machine,  to  act  as  a  brake  to  a  train,  has  been 
patented,  but  I  do  not  remember  by  whom.  By  using  V-shaped 
hooks  for  the  ordinary  coupling  chains  of  a  train,  and  soldering  the 
leading  wires  to  these  hooks,  I  have  not  found  it  difficult  to  ensure 
good  electric  connection,  to  be  used  for  signalling  purposes,  being 
easily  made  throughout  the  whole  train  when  it  is  coupled  up. 

Professor  Aybton  mentioned  that  the  jiatent  Mr.  Winter  referred 
to  was,  if  he  remembered  rightly,  one  of  RapieflTs. 

Professor  HUGHES :  There  is  an  excellent  brake  used  in  France, 
called  "Achard's"  brake, — not,  however,  depending  upon  the 
employment  of  a  dynamo  machine,— which  is  now  imdergoing 
trial  against  the  Westinghouse. 

Mr.  J.  MuNSO :  The  dynamo  machine  has  been  applied  to  the 
brake  referred  to  by  Professor  Hughes. 

Mr.  H.  B.  Ke^pb  :  One  point  seems  to  me  to  have  been  over, 
looked  by  brakes  in  dynamo  machines  being  short-circuited — i.e., 
when  a  train  is  brought  up  in  that  manner,  it  is  obvious  that  the 
current  will  become  weaker  and  weaker  as  the  train  stops,  and 
consequently  the  brake  will  slacken  oflF.  In  non.electrical  brakes 
the  reverse  process  is  observed. 

Professor  Ayrton  :  Is  not  Mr.  Kempe  forgetting  that  it  has 
been  distinctly  proved  by  Captain  Dalton  that  the  proper  method 
of  applying  brake-power  to  a  train  is  to  apply  considerable  force  at 
at  first,  and  then  rapidly  diminish  it  as  the  speed  of  the  train 
diminishes — in  fact,  always  to  keep  the  retarding  force  less  than 
is  necessary  to  skid  the  wheels?  The  diminished  braking  power 
of  wheels  when  skidded,  arising,  probably,  from  kinetic  friction 
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beisg  less  than  static  friction,  is  so  fully  realised  on  the 
Metropolitan  Railway,  for  example,  that  you  may  see  in  the  brake, 
vans  notices  containing  strict  injunctions  against  skidding.  Now, 
an  electric  brake  would  act  most  powerfully  when  the  speed  was 
greatest,  and  would  not  act  at  all  if  the  wheels  were  skidded: 
hence  an  electric  brake  fulfils  most  perfectly  the  conditions  arrived 
at  by  Captain  Galton,  as  necessary  to  be  fulfilled  to  stop  a  train  in 
the  most  efficient  way.  I  quite  agree  with  Mr.  Crompton  that  the 
apparent  difficulty  of  connecting  up  the  carriages  electrically  is 
purely  imaginary.  The  successful  introduction  of  vacuum  and  air- 
pressure  brakes  has  proved  that  there  is  no  real  difficulty  in  having 
such  connections  properly  made,  if  only  proper  couplings  are 
devised.  Lieutenant  Cardew  has,  I  think,  complicated  his  very 
ingenious  system  by  using  so  many  wires ;  and,  were  there  not 
another  paper  waiting  to  be  read,  I  should  like  to  indicate  some- 
what fully  another  method  that  has  occurred  to  me,  and  by  means 
of  which  the  same  results  can,  I  think,  be  more  simply  attained. 

The  Fbesident  :  There  is  another  action  besides  the  one  that 
Lieutenant  Cardew  has  made  the  subject  of  his  paper,  available  for 
a  brake  for  machinery — that  is,  the  effect  due  to  the  induced  cur- 
rents in  a  conductor  moving  near  a  magnet.  The  stopping  of  a 
copper  disk  moving  between  the  poles  of  a  magnet  is  a  very 
familiar  experiment.  If  the  disk  is  at  all  thick,  even  a  very  mode- 
rate magnetic  power  causes  a  very  rapid  stoppage.  That  is  an 
instance  of  a  perfectly  smooth  brake  which  would  follow  precisely 
the  conditions  which  Professor  Ayrton  has  mentioned ;  there  could 
not  be  any  possible  skidding.  It  is  a  question  whether  suffi- 
cient power  could  be  got  in  this  way,  but,  if  we  could  have  a 
powerful  electro-magnet  in  three  or  four  carriages,  we  might  get  a 
very  great  brake-power.  It  would  not,  of  course,  fulfil  the  other 
part  of  Lieutenant  Cardew's  plan  of  distributing  the  driving  power 
at  various  parts  of  the  train,  instead  of  having  it  all  concentrated 
in  the  engine. 

Professor  Atrton  :  I  am  not  sure  that  the  idea  of  using  a 
dynamo  machine  is  not  the  mistake  in  the  arrangement^  and  that 
far  better  results  could  be  obtained  by  using  magneto-electnc 
machines.    One  of  the  great  difficulties  in  dynamo  machines  is  the 
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Becetsity  of  having  a  strong  cnrrent  to  magnetise  the  field  magnets, 
and  for  such  strong  cnrrent  there  must  consequently  be  thick 
wires  to  prevent  fasing ;  but  with  magneto-electric  machines  with 
permanent  field  magnets  there  is  no  necessity  for  a  strong  cnrrent, 
and  in  snch  a  case  we  can  have  the  transmisson  of  a  large  amount 
of  power  with  a  weak  current,  or,  consequently,  with  only  a  small 
waste  of  power.  To  attain  this  result,  the  armatures  both  of  the 
generator  and  motor  must  be  moving  very  rapidly.  With  magneto, 
electric  machines.  Lieutenant  Cardew's  connection  could  be  very 
much  simplified,  since  all  that  would  be  necessary  would  be  merely 
to  make  one  reversal  of  the  connections  between  the  generator  on 
the  engine  apd  the  motors  under  the  carriages,  in  order  to  convert 
the  moving  power  into  a  brake-power ;  whereas,  with  Lieutenant 
Cardew's  arrangements,  the  current  flowing  through  the  field 
magnets  has  to  be  kept  constant  in  direction,  and  only  that  flowing 
through  the  revolving  armatures  reversed,  and  hence  his  connec- 
tions appear  rather  complicated.  And,  as  I  have  already  men- 
tioned, far  greater  efficiency  can  be  obtained  with  magneto-electric 
machines  than  with  dynamo-electric  ones. 

Up  to  the  summer  of  1879  there  seemed  to  be  a  curious  miscon- 
ception eziHting  in  the  minds  of  even  distinguished  electricians, 
regarding  the  theoretical  considerations  of  the  efficiency  of  electric 
transmission  of  power.  There  are  two  distinct  questions  to  consider : 
Do  you  want  a  motor  to  give  out  work  rapidly  ?  or  do  you  want 
the  arrangement  to  transmit  power  most  economically  ?  The  two 
questions  are  quite  easy  to  solve,  and  lead  to  quite  distinct  answers. 
Let  E  be  the  electro-motive  force  of  the  generator,  e  the  back 
electro-motive  force  of  the  motor^  and  r  the  total  resistance  in 
circuit,  then  the  work  put  into  the  generator  is 

r        ' 

and  the  work  given  out  by  the  motor  is 

E  -c 

e 

r 

If  now  we  want  the  latter  to  be  a  maximum-^that  is,  if  we  want 
work  to  be  given  out  most  rapidly,  independently  of  the  work  put 
into  the  generator,  then  e  must  equal  {  E ;  and,  as  the  efficiency  of 
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E 

the  arrangement  is  always  the  ratio  of  the  two  fractions,  or  ~,  the 

maximum  efficiency  when  the  motor  is  giving  out  work  most 
rapidly  is  ^.  And  this  was  the  result  that  had  been  arrived  at, 
and  which  it  was  erroneously  assumed  would  dtwaya  apply.  But, 
if  we  desire  to  transmit  work  most  economically,  we  must  make 

not    e  a  maximum,  but  simply  — ,  and  the  answer  to  this 

is,  of  course,  make  E  =  e.  Then  the  current  flowing  through  the 
wires  connecting  the  generator  and  the  motor  will  be  very  small, 
and,  consequently,  unless  magneto-electric  machines  or  dynamo, 
electric  with  separate  exciters  are  employed,  the  gain  in  efficiency 
will  be  at  the  expense  of  the  amount  of  the  work  transmitted,  since 
the  field  magnets  will  not  be  excited.  But  when  it  is  so  arranged 
that  the  strength  of  the  inducing  magnetic  field  in  both  generator 
and  motor  is  independent  of  the  strength  of  the  current  which  con- 
veys the  power  from  one  to  the  other,  then  E  may  be  made 
nearly  equal  to  6  by  putting  so  light  a  load  on  the  motor  as  to 
allow  it  to  run  nearly  as  fast  as  the  generator,  and  then  the  waste  of 
power  which  depends  on  E  —  6  will  be  nearly  nought.     But  if  the 

actual  speeds  of  each  machine  be  very  high,  E  and  e  will  be  very 

jj ^ 

great,  so  that,  although  E  —  6  is  small,  the  value  of E  and 

E  —  « 
of  e  may  be  made  as  great  as  we  like— that  is,  the  waste 

may  be  diminished  without  diminishing  the  power  actually  trans, 
mitted.  It  was  this  consideration  that  led  Professor  Perry  and 
myself  to  anticipate  in  1879  that,  so  far  from  \  being,  as  was  then 
stated  in  all  publications  on  this  subject,  the  limit  of  the  efficiency, 
I  or  more  could  be  attained — ^a  result  which  has,  I  am  glad  to  say, 
since  been  experimentally  corroborated. 

The  water  analogy  may  perhaps  not  only  assist  in  forming  a 
clear  conception  of  this  question,  but  actually  shows  that  in  this 
case  perfectly  similar  considerations  are  applicable  both  for  electric 
and  for  fluid  transmission  of  power.  Supposing  we  ha^e  a  force- 
pump  forcing  water  up  a  height  into  one  end  of  a  pipe,  and  that 
the  water  falling  out  at  the  other  end  works  a  turbine,  then 
clearly  the  work  expended  at  one  end  depends,  not  only  on  the 
VOL.  X.  9 
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amount  of  water  pumped  up,  but  on  the  height  to  which  it  is 

raised,  and  the  work  given  out  by  the  water  at  the  other  end  of 

the  pipe  depends  partly  on  the  amount  of  water  falling  and  partly 

on  the  height  throi^h  which  it  falls.    The  waste  of  power  in  the 

pipe  depends,  for  a  given  pipe,  only  on  the  amount  of  water 

passing,  which  again  depends  on  the  difference  of  level.     If,  then, 

we  make  this  difference  of  level  very  small,  we  diall  diminish  the 

flow,  and  also  the  waste ;  but,  by  raising  the  pipe  bodily  up  higher 

and  higher,  we  can,  for  the  same  very  small  current  and  absolutely 

small  waste,  make  the  work  put  into  the  water  at  one  end  and  the 

work  given  out  by  it  at  the  other  as  great  as  wc  like.     Raising  the 

pipe  very  high  up  in  the  air  is  of  course  a  mechanical  difficulty, 

but  the  same  result  can  be  of  course  arrived  at  if  we  make  a  very 

little  water  flow  through  a  pipe  on  the  ground  at  very  great 

pressure.     Great  strength  of  pipe,  which  would  be  necessary  if 

the  water  were  under  great  pressure,  is,  however,  far  more  difficult 

to  attain  than  very  good  insulation  for  our  wires,  which  would  be 

necessary  if  the  electro-motive  force  of  both  generator  and  motor 

were  very  large. 

Lieutenant  Cabdbw,  R.E. :  I  must  express  my  thanks  to 
Professor  Ayrton  for  the  able  remarks  he  has  made  upon  my  paper. 
I  had  thought  of  magneto  machines,  and  am  aware  of  their  superior 
efficiency,  but  I  hardly  think  that  the  magnets  would  be  sufficiently 
strong  as  compared  with  the  magnetism  produced  by  lai^e  dynamo- 
electric  machines,  and  the  continual  vibration  might  produce  an 
injurious  effect  on  their  permanence. 

I  am  also  obliged  to  Mr.  Crompton.  As  to  the  short-circuiting, 
it  does  not  make  the  least  difference  whether  each  separate 
machine  is  short-circuited,  or  the  whole  lot.  It  is  the  same  thing, 
as  there  is  no  appreciable  resistance  except  in  the  coils.  If  the 
machines  were  separately  short-circuited,  no  better  effect  would 
be  produced  than  is  at  present  obtained.  As  to  the  slipping  of 
the  wheels,  all  the  work  done  in  tbe  generating  machine  (I 
mean  that  portion  which  is  usefully  expended,  which  I  have  noted 
as  90  per  cent,  of  45  per  cent.)  is  transferred  to  the  carriages 
without  being  transferred  by  the  friction  of  the  driving  wheels 
to  the  rails,  which  we  know  causes  destruction  of  tbe  rails. 
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Professor  Aybton  :  Is  that  45  per  cent,  the  result  of  practical 
experiment  ? 

Lieutenant  Cabdew  :  Yes.* 

A  hearty  vote  of  thanks  was  then  accorded  to  Lieutenant 
Cardew  for  his  paper. 

The  following  paper  was  then  read : — 

ON  THE  INTERFERENCE  WITH  THE  PROCESSES  OF 
MANUFACTURE  OF  WOOL  AND  HAIR,  ARISING 
FROM  THE  DEVELOPMENT  OF  ELECTRICITY 
DURING  SPINNING,  WITH  A  DESCRIPTION  OF 
APPARATUS  APPLIED  TO  OBVIATE  IT. 

By  E.  B.  Bright,  C.E.,  Member. 

The  attention  of  members  of  this  Society  is  usually  directed  to 
the  best  means  of  producing  and  utilising  electricity,  but  in  the 
present  paper  I  have  to  bring  before  your  notice  apparatus  devised 
to  get  rid  of  electricity  developed  during  the  spinning  of  wool, 
which  has  proved  an  embarrassment  in  the  processes  of  manu* 
facture. 

This  trouble  in  working  is  especially  experienced  in  connection 
with  alpaca,  mohair,  and  the  high  class  or  (so-called)  '*  lustre  *' 
wools,  both  during  the  preliminary  ^'  combing  '*  and  when  the 
yam  is  being  drawn  down  by  successive  operations  to  the  fine 
numbers.    The  friction,  partly  of  the  machinery,  but  mostly  of 

■■■        ■  ■  ^^i^B^   I  I  ■  ■  ■      ■  ■  ■  ■  I.  I       ■  ■  »  y  M  

*  This  question  was  asked  me  just  as  I  was  leaving  in  a  hurry  to  catch  a 
traiD,  and  I  am  afraid  that  my  answer  may  have  misled  Professor  Ayrton  and 
others  into  the  belief  that  I  had  experimented  in  tliis  way  with  dynamo 
machines  and  measured  this  amount  of  efficiency. 

An  efficiency  of  90  per  cent,  has  been  obtained  here  and  by  other  experi- 
menters with  generating  machines,  and,  assuming  the  motors  to  be  equally 
efficient  and  of  equal  resistance  to  the  generator^  this  would  give  90  i)er  cent,  of 
45  per  cent.,  or  about  40  per  cent,  of  the  work  consumed  transferred  to  the 
carriages. 

Fontaine,  in  his  work  on  the  electric  light,  states  that  61  per  cent,  of  tlie 
expended  work  has  been  practically  obtained  from  the  motor.  This  can  only 
have  been  effected  by  employing  a  motor  of  considerably  higher  resistance 
than  the  generator. 
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the  fine  filaments  of  wool  one  upon  another,  developes  a  consider- 
able amount  of  electricity,  causing  the  yam  to  become  (using  the 
technical  term)  '*  stickleback." 

In  the  diagram  to  which  I  now  call  attention,  I  have  endeavoured 
to  portray  on  an  enlarged  scale  the  '^  stickleback "  condition 
that  the  yam  assumes.  Every  hair,  being  charged  with  electricity, 
both  within  and  without,  has  the  tendency  to  stand  on  end  away 
from  the  neighbouring  hairs,  in  order  to  discharge  itself.  It  clutches 
everything  in  its  passage  through  the  **  roviog  "  machinery,  and  by 
lapping  upon  the  **  drawing  "  rollers  causes  constant  breaks  of  the 
yam,  and  giving  much  trouble  to  the  operatives. 

It  is  naturally  much  aggravated  by  dry  weather,  and  manu- 
facturers have  been  sometimes  obliged  to  stop  working  for  days 
together. 

In  climates  where  the  atmosphere  is  generally  drier  than  in  this 
country,  the  phenomenon  is  of  course  more  frequently  met  with. 

I  am  informed  that  some  years  ago  an  equipment  of  spinning 
machinery  for  these  fine  wools  was  sent  out  to  the  United  States 
from  Bradford,  and  a  factory  was  fitted  up  with  it ;  and  worked  by 
Yorkshire  operatives,  also  exported.  It  was  found,  however,  that 
spinning  could  only  be  carried  on  for  a  few  months  in  the  year, 
and  that  principally  during  the  periods  of  thaw,  or  in  very  damp 
weather ;  and  although  steam  was  admitted  into  the  factory  rooms 
with  the  view  of  mitigating  the  evil,  while  nearly  stifling  the  work, 
people  the  manufacture  had  to  be  given  up.  It  is  also  stated  to 
me  that,  owing  to  this  difficulty  in  dry  climates,  large  quantities  of 
yam  and  thread  are  sent  from  our  Yorkshire  factories  to  various 
parts  of  Europe  to  be  there  woven. 

Although  this  peculiar  excitation  of  the  fibres  of  wool  and  hair 
has  been  observed  for  many  years  past,  its  origin  and  nature  were 
not  understood,  and  were  ascribed  generally  in  the  manufacturing 
districts  to  "  the  weather,' '  as  affecting  the  material*  Long  practice, 
however,  taught  manufeicturers  the  lesson  that  placing  the  bobbins 
of  yam  asido  for  some  weeks  or  months  in  a  damp  cellar,  at  certain 
stages  of  the  drawing  or  "roving"  processes,  gradually  reduced 
the  evil.  Experiments  were  also  made  (and  carried  out  to  some 
extent  in  practice)  in  which  the  wool  was  steeped  in  various 
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chemical  miztures,  in  which  metallic  salts  proved  the  more  success- 
fill  ;  the  reason,  though  Dot  comprehended  at  the  time,  being  their 
greater  comparative  conductivity. 

Different  vegetable  solutions  have  also  been  employed  with  this 
object,  bat  I  believe  that  in  all  these  applications,  while  the 
remedy  has  been  tedious,  and  only  imperfect,  the  result  has  been 
more  or  less  objectionable,  owing  to  the  mildew  in  some  cases,  and 
interference  with  dying  in  others. 

Practically,  the  plan  usually  adopted  has  been  to  store  the 
bobbins  of  wool  at  intermediate  stages  of  manufacture  in  moist 
places.  I  have  seen,  for  example,  at  the  extensive  works  of  Messrs. 
Foster  at  Queenbury  near  Bradford,  a  series  of  cellars  arranged 
like  a  great  system  of  wine  vaults,  with  bobbins  of  woollen  yarn 
piled  on  the  shelves  instead  of  bottles* 

It  will  be  seen  that  such  a  system  necessitates  a  great  delay  in 
the  process  of  manufacture,  and  that  whatever  the  period  of  reten- 
tion of  the  material  may  be  at  these  intermittent  stages,  the  capital 
necessary  for  carrying  on  the  business  is  proportionally  increased. 

In  the  woollen  manufacture  millions  of  pounds  sterling  are  thus 
locked  up,  entailing  a  corresponding  loss  of  interest  amounting  to 
some  hundreds  of  thousands  a  year. 

Upon  giving  my  attention  to  this  di£Sculty,  I  saw  that  the 
remedies  previously  applied  must  prove  ineffectual,  and  on  enquiry 
I  found  this  to  be  the  case.  The  idea  at  once  suggested  itself  to  me 
that  the  only  perfect  method  of  rapidly  neutralising  the  electricity 
in  and  about  the  wool  would  be  by  supplying  a  conductor  of 
electricity  to  every  filament  of  the  excited  material.  To  do  this 
it  occurred  to  me  to  place  it  in  a  closed  metallic  chamber,  and  then 
to  exhaust  the  air,  which,  though  a  bad  conductor  under  the 
ordinary  pressure  of  the  atmosphere  (obtaining  therefrom  the 
general  character  of  being  an  insulator),  becomes,  as  we  all  know, 
a  fairly  good  conductor  when  adequately  rarefied.  The  chamber 
is  connected  with  the  earth  by  a  metallic  conductor. 

The  wool  charged  with  electricity,  not  only  on  the  outsidci  but 
throughout  its  closely. wound  interior  layers,  is  rapidly  disdiarged 
through  the  rarefaction  of  the  air  extending  into  every  fold.  From 
10  to  30  minutes  suffice,  according  to  the  fineness  of  the  yam  '^i* 
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thread,  and  the  closeness  with  which  they  are  laid  on  the  bobbin* 
In  practice,  the  exhaust  of  the  engine  at  the  works  has  been  used 
for  producing  the  requisite  degree  of  Tacuum,  but  I  consider  a 
separate  air-pump  preferable. 

The  only  appliances  are  the  chamber  already  referred  to  con. 
^ected  to  the  exhaust  of  the  engines  with  cocks  for  admitting  air  or 
turning  on  the  exhaust  as  required,  and  I  recommend  that  they 
should  be  made  of  a  convenient  shape  and  size  for  wheeling  in 
trucks  laden  with  the  bobbins. 

A  modification  of  this  arrangement  may  also  be  applied  to  the 
carding  or  combing  part  of  the  machinery,  by  which  a  considerable 
saving  in  the  wool  breakage,  and  consequent  increase  of  the  long 
wool  (technically  called  **  tops  "),  would  result. 

By  means  of  boxes  arranged  along  the  side  of  the  factory  rooms, 
the  electricity  generated  can  be  withdrawn  or  neutralised  at  any 
stage  of  the  manufacture,  as  in  a  few  minutes  the  effect  of  the 
rarefaction  permeates  through  every  interstice,  and  affords,  not  only 
to  the  outside,  but  to  the  inside  of  every  hair,  relief  from  the 
electrical  excitement  to  which  it  has  been  subjected  during  the 
friction  of  hair  upon  hair  in  the  manufacture. 

It  might  be  assumed  that,  as  the  electricity  generated  is  of  a 
highly  volatile  character,  it  could  be  dissipated  by  connecting  the 
spinning  machinexy  with  the  earth ;  but  this  would  only  intensify 
the  electrical  development,  inasmuch  as  the  wool  or  hair  consiBts 
of  hollow  tubes,  as  shown  in  the  diagram,  to  which  I  now  refer,  of 
an  enlarged  hair.  The  friction  induces  an  opposite  electrical  con- 
dition between  the  inside  and  outside  of  the  wool  tube,  and  the 
addition  of  an  earth  connection  with  the  outside  must  tend  to 
increase  the  electrical  difference,  as  it  does  when  a  Leyden  jar  is 
being  chaiged. 

My  syatem  has  been  successfully  introduced,  and  is  about  to  be 
extended.  I  am  satisfied  that  finer  yarns  and  thread  will  be  mmle 
by  this  means  than  has  hitherto  been  found  practicabloi  coupled 
witii  a  large  saving  in  labour,  working  expenses,  and  capital. 

In  the  diagram,  A  is  the  section  of  an  iron  chamber  which  can 
be  exhausted  of  air  when  the  door  at  the  end  is  shut,  and  a  connect 
tion  established  with  the  air  pump  by  opening  the  valve.    B  is  an 
"olly  filled  with  bobbins  of  electrified  wool,  C  C  C. 
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D  fibows  the  door  of  the  chamber  whea  open  to  admit  the  trolly. 

On  the  door  being  shut,  the  valTe,  E,  is  tamed  to  connect  the 
air  pump  with  the  chamber  for  the  requisite  time,  and  then  turned 
in  the  opposite  direction  to  admit  air  again  to  the  chamber  by  the 
pipe,  Q.    F  is  a  gauge  indicating  the  degree  of  ezhaustiozu 

Mr.  W.  H.  Fbeeoe  :  Mr.  President, — I  think  it  is  only  fair  to 
Mr.  Bright  &r  me  to  say  that  in  his  own  laboratory  I  have  seen 
him  perform  these  experiments  (those  which  accompanied  the 
paper)  with  absolute  and  perfect  success.  No  doubt  their  partial 
failure  was  due  to  the  apparatus  having  become  to  an  extent 
moist  from  the  natural  effects  of  the  occupation  of  this  hall.  I 
would  8i^y;that  some  three  or  four  years. ago  one  of  the  wealthy 
merchants  in  the  North  was  troubled  very  much  with  the  peculiar 
phenomena  referred  to  by  Mr.  E«  Bright.  Mr.  Gilpin,  the  Supeiin. 
tendent  of  the  Postal  Telegraph  Department  of  Bradford,  was 
requested  to  visit  the  workshops  (Yorkshire  millionaires  are  not 
electricians),  and  he  at  once  saw  that  the  cause  of  the  threads 
*' standing  on  end,  like  quills  upon  the  fretful  porcupine,"  was 
statical  electricity.  Mr.  Edward  Bright,  simultaneously  and  inde- 
pendently, was  working  at  the  subject,  and  he  has  succeeded  in 
curing  it  in  the  way  he  has  just  shown  to  us,  and  I  can  vouch  for 
the  efficacy  of  the  arrangement. 

The  PbesideIiT  :  It  is  an  extremely  interesting  phenomenon, 
and  an  ingenious  mode  of  cure,  and  one  upon  which  further  dis- 
cussion would  be  interesting. 

Mr.  M.  RoBEETS :  I  notice  that  the  bobbins  shown  by  Mr.  £. 
Bright  are  made  of  wood.  I  should  like  to  be  informed  whether, 
if  metal  bobbins  were  used,  there  would  be  any  difference  in 
effect  ? 

Mr.  £^  Bbight  :  The  bobbins  are  of  wood.  I  do  not  think  a 
change  to  metal  bobbins  would  affect  the  production  of  the 
electricity,  but  it  would  slightly  accelerate  its  dissipation.  Lobking 
at  the  very  laige  stocks  of  bobbins  held  by  the  manufacturers,  I 
am  afraid  it  would  be  a  difBcult  matter  to  persuade  them  to  incur 
the  cost  of  a  change  to  metal  bobbins,  though  no  doubt  the  latter 
would  be  preferable  in  some  respects.  I  will  repeat  the  experi. 
ments  at  our  next  meeting,  taking  precaution  to  prevent  moisture 
interfering,  as  appears  to  have  happened  just  now. 
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Subsequently  the  experiments  were  successfully  repeated. 

The  Pbbsident  :  The  phenomena  referred  to  by  Mr.  Bright 
are  by  no  means  uncommon  in  manufacturing  operations.  One  of 
my  own  earliest  experiences  in  electrical  matters  was  in  a  calico- 
printing  works,  where  long  woollen  blankets  placed  under  the  piece 
of  calicO}  as  they  came  over  the  printing  machine,  became  very 
highly  charged  with  electricity. .  The  blankets  passed  from  the 
machines  into  hot  chambers  for  drying  the  colours  applied  to  the 
cloth,  and  I  remember,  when  I  was  a  boy,  charging  a  Leyden  jar 
by  holding  the  knob  against  the  blankets,  and  then  getting  the 
workmen  to  stand  in  a  circle  and  have  an  electric  shock.  No 
doubt  similar  effects  are  produced  in  many  manufactures,  though 
they  do  not  usually  interfere  with  the  process  to  the  same  extent 
as  in  the  case  that  Mr.  Bright  has  brought  before  us. 

A  hearty  vote  of  thanks  was  passed  to  Mr.  E.  Bright  for  his 
paper. 

A  ballot  for  new  candidates  then  took  place,  at  which  the 
following  were  elected,  and  the  meeting  adjourned  until  Thursday 
the  24ih  March  next : — 


Foreign  Member : 
Lieut.-Col.  Hijinio  Vallejos. 


Memhera : 
Lieut.  Alfred  C.  MacDonnell,  B.E. 
Charlton  WoUaston. 


Aaaodate  : 
Fielding  Chevallier. 
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The  INinety-eighth  Ordinary  General  Meeting  of  the  Society  was 
held  on  Thursday  evening,  March  24th,  1881,  at  the  Insti- 
tution of  Civil  Engineers,  25,  Great  George  Street,  West- 
minster— Professor  Q.  C.  Fostek,  F.R.S.,  President,  in  the 
Chair. 

The  Secbetaey  read  the  miautes  of  the  last  meeting,  Avhich 
were  put  and  confirmed. 

The  PbesidenT:  I  have  to  announce  that  Professor  Helm- 
holtz  is  coming  to  London  shortly,  to  deliver  the  Faraday  lecture 
to  the  Chemical  Society.  An  intimation  has  reached  the  Council 
of  this  Society  that  probably  Professor  Helmholtz  might  set  apart 
one  evening  of  his  stay  in  London  to  meet  the  members  of  this 
Society.  Should  such  a  probability  be  realised,  the  evening  which 
has  been  mentioned  as  likely  to  be  fixed  for  the  purpose  is 
Monday,  April  11th.  The  Council  have  appointed  a  Committee 
to  consider  arrangements  for  the  suitable  reception  of  the  Professor, 
and  information  of  whatever  may  be  decided  upon  will  be  given  to 
members  as  soon  as  possible.     (Applause.) 

The  names  of  new  candidates  were  then  announced,  and  their 
nomination  papers  suspended. 

The  following  paper  was  then  read : — 

TELEGRAPHS  IN  JAPAN. 

By  J.  MoBBis,  Member,  Local  Honorary  Secretary  for  Japan. 

Nine  years  ago  Japan  was  described  as  a  land  of  which  little 
was  known,  and  still  less  understood.  Western  civilisation  has 
since  that  time  progressed  rapidly,  and  at  this  day  it  must  be 
admitted  that  an  average  acquaintance  with  the  general  charac- 
teristics  of  the  country  and  its  people  is  now  possessed  by  the 
reading  public  of  the  world. 

Railways  have  been  constructed  and  worked  on  a  small  scale 
between  the  present  capital  of  Tokio  and  the  open  port  of  Yoko- 
hama, and  between  the  ancient  capital  of  Kioto  and  the  ports  of 

6saka  and  K6be— in  all,  about  70  miles;  and  the  benefits  accruing 
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to  the  possessors  of  rapid  and  efiective  means  of  transit  are  so  far 
appreciated  by  ail  classes  tbat  very  considerable  traffic  is  bow 
being  conducted  thereby,  and  the  Goyemment  is  vigorously 
extending  the  system  to  places  further  inland— -the  centres  of 
trade  ia  tea  and  silk. 

Mining  operations  in  iron,  gold,  and  silver  are  receiving  a  fair 
share  of  attention,  and  with  the  prospect  of  ultimate  success—- 
though  the  scarcity  of  good  roads,  apart  from  the  celebrated  one 
which  traverses  the  country  from  north  to  south,  is  likely  to  prove 
a  serious  obstacle  for  some  years  to  come. 

Lighthouses  have  been  erected  around  the  coast  to  an  extent 
which  renders  the  otherwise  dangerous  seas  of  the  Japan  Islands 
comparatively  easy  of  navigation,  and  have  so  far  been  maintained 
with  a  noble  disregard  of  the  '^ light  dues"  enforced  in  some 
countries  upon  shipping. 

The  advantages  derived  from  the  existence  of  a  powerful  fleet 
of  m^erchant  steamers  were  unmistakably  felt  in  connection  with 
the  suppression  of  the  late  insurrection  in  the  island  of  Eiushiu  ; 
but  the  fact  must  not  be  lost  sight  of,  that  even  this  powerful 
weapon  could  only  have  been  inefficiently  wielded  had  it  not  been 
that  the  system  of  land  telegraphs  extended  to  most  of  the 
important  towns  of  the  empire,  whereby  the  Qovemment  was 
not  only  placed  almost  instantaneously  in  possession  of  details  of 
the  outbreak,  but  was  subsequently  enabled  to  make  such  disposi- 
tion of  its  military  and  naval  forces  as  to  eflfectually  quell  a  rismg 
which  at  one  time  seemed  to  threaten  to  end  in  another  revolution. 

It  is,  of  course,  with  the  past  history  and  present  doings  of  this 
branch  of  the  public  works  service  that  I  venture  to  trouble  the 
members  of  the  Society  to-night ;  and,  while  entering  upon  the  task 
with  great  diffidence,  I  trust  I  may  succeed  in  placing  some  few 
facts  before  the  meeting  which  may  not  be  wholly  uninteresting. 

As  far  back  as  the  year  1869,  attention  had  been  directed  to 
the  telegraph,  and  two  short  lines  had  been  provided  and  worked 
by  Br^et  alphabetical  instruments,  from  Tokio  to  Yokohama, 

and  Osaka  to  K6be — in  all,  about  40  English  miles ;  but  it  was  in 
1871  that  a  general  telegraphic  system  for  the  empire  was  decided 
upon.     Engineers  were  then  engaged  from  England,  and  upon' 
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theiT  arriyal  in  the  autumn  of  that  year  a  rapid  preliminary 
survey  of  the  country  was  undertaken,  and  arrangements  made 
for  the  provision  of  the  requisite  timber — the  fittings  in  the  shape 
of  insulators,  brackets,  etc.,  &s,  indeed,  wire  and  apparatus 
generally,  having  been  ordered  from  England.  In  the  course  of 
the  next  spring  and  summer,  communication  was  fairly  established 
through  one-half  of  the  prindpal  tnink  line,  and  in  the  ensuing 
autumn  the  entire  length  of  close  upon  900  miles  was  completed 
and  opened  provisionally  for  traffic,  though  as  yet  without  formal 
official  sanction,  that  being  reserved  imtil  the  elaborate  system  of 
lines  which  had  been  agreed  upon  for  the  whole  country  could  be 
carried  out  in  its  entirety. 

Innumerable  little  difficulties,  as  may  be.  imagined,  were  met 
with  in  these  early  days.  The  people  of  the  interior  had  scarcely 
become  reconciled  to  the  new  order  of  things  consequent  upon 
the  revolution  of  1868;  the  old  feudal  system  was  practically  in 
force,  though  nominally  abolished ;  the  roads  were  but  very 
imperfectly  known  even  to  the  native  staff;  superstition  and 
dislike  to  the  introduction  of  Western  notions,  with  general  hatred 
of  the  foreign  *' barbarian:"  all  had  a  share  in  rendering  the 
establishment  of  the  telegraph  in  the  interior  anything  but  an 
easy  task,  or  absolutely  devoid  of  personal  danger.  Happily,  this 
has  long  ceased,  save  in  times  of  imusual  eiccitement  among  the 
peasantry,  and  such  instances  are  very  rare. 

The  timber  employed  in  these  earlier  works  was  not  careMly 
selected, — ^a  great  deal  was  sacrificed  to  speed  of  construction,*-** 
yet,  nevertheless,  some  of  the  poles  then  set  up  are  in  existence  to 
this  day.  Most  of  them  perished,  however,  with  the  third  or  fourth 
year  of  their  existence,  and  all  were  r^laced,  with  very  few 
exceptions,  within  six  years. 

The  tree  from  which  the  poles  are  comuKmly  cut  in  Japan  is 
the  *'  sogi,*'  a  species  of  cedar  {Oryptametia  Japonica) ;  other 
woods  are  employed  to  some  extent,  among  them  the  '*  hi-no-ki  " 
{Retinispora  cbiusa)^  and  ihiB  last  appears  to  be  less  affected  by 
dry.xot  than  the  cedar.  Owing  to  various  causesi  however,  there 
exists  a  great  difficulty  in  the  way  of  obtaining  properly  felled 
and  seasoned  timber ;  and  it  is  unlikely  that  this  will  be  diminished 
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from  the  fact  that  the  sapplies  of  wood  in  the  immediate  neigh- 
bourhood of  the  main  trunk  lines  have  become  practically  exhausted, 
and  we  have  to  look  to  the  more  remote  inland  hill-sides  to  yield 
sufficient  for  the  annual  maintenance  requirements. 

A  few  iron  poles  were  imported,  but  they  were  too  short  in 
length,  to  be  generally  employed,  even  if  the  first  cost  and 
subsequent  charges  attendant  upon  their  transport  from  place  to 
place  had  not  been  so  vastly  in  excess  of  the  price  paid  for  wooden 
ones,  which  averages  about  3s.  6d.  for  24-feet  lengths,  gradually 
increasing  to  the  SO-feet  lengths,  for  which,  however,  a  very 
disproportionately  high  rate  is  demanded. 

The  life  of  ^'  sugi "  poles  naturally  varies  in  duration  very  much, 
according  to  the  soil  upon  which  the  tree  has  grown,  and  to  that  in 
which  it  has  subsequently  been  erected ;  as  a  rule  it  is  not  safe  to 
expect  that  it  will  endure  beyond  four  years,  and  decay,  in  itjs 
earliest  stages,  frequently  makes  its  appearance  within  six  months. 
Tarring  has  been  extensively  resorted  to,  and  in  some  intances 
witli  success ;  from  the  trouble  and  expense  attending  transport  of 
tar  to  the  country,  however,  it  has  latterly  been  found  unadvisable 
to  persevere,  and  the  cheapest  and  simplest  course  appears  to  be 
to  replace  the  poles  after  a  four  years'  term,  or,  at  least,  as  soon  as 
decay  has  progressed  so  far  as  to  make  renewad  desirable.  This 
may  sound  somewhat  strange ;  but  timber  and  labour  are  so  cheap 
in  the  provinces,  compared  with  the  cost  of  transit  of  preserved 
timber  by  water  or  other  means,  combined  with  the  fact  that  a 
numerous  staff  of  linemen  is  everywhere  regularly  employed  and 
available  for  repair  work,  it  is  a  question  whether  a  better  policy 
could  be  pursued,  at  least  at  present.  The  Boucherising  process  has 
lately  been  tried,  and  with  a  fair  measure  of  success,  as  far  as  the 
first  cost  of  poles  so  treated  is  concerned ;  but  the  calculations  are 
based  upon  the  assumption  that  this  timber  will  be  not  less  than 
three  times  as  durable  as  that  which  has  not  been  subjected  to 
similar  treatment:  this  the  future  can  alone  decide,  in  regard  to 
Japanese  wood.  Creosotiug  is  quite  out  of  the  question,  owing  to 
the  enormous  expense  of  sending  the  poles  to  and  from  the  works, 
if  these  were  established  at  the  central  depot,  cr  even  if  at  several 
convenient  points  in  the  interior,  everything  having  to  be  con. 
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▼eyed  on  hand-barrows  or  on  men's  shoulders  for  many  miles.    So 
mnch  for  the  item  of  timber. 

The  short  lines  previously  referred  to  as  having  existed  prior 
to  I87I9  were  worked  by  Breguet  instruments,  but  the  new  and 
long  lines  thereafter  provided  have  all  been  worked  by  Morse 
apparatus  supplied  by  Siemens  Brothersi  of  the  single-current 
pattern,  and  these  have  given  thorough  satisfaction.  Upon  the 
longest  line,  working  between  Yokohama  and  Nagasaki,  automatic 
translators  are  employed  at  K6be,  but  occasionally  in  very  fine 
weather  the  wire  has  been  worked  direct  without  their  aid,  the 
batteries  being  of  the  value  of  about  80  cell  Danielle  and  the  relays 
of  900  ohms  resistance. 

The  Daniell  battery  is  ordinarily  employed  throughout  the 
system  (a  few  Leclanchc  cells  are  in  use  for  call.bells  merely), 
and  a  stock  of  plates,  cells,  and  copper  sulphate  is  supplied  to 
every  station  in  advance,  sufficient  for  six  months'  consumption. 

The  Breguet  instruments  were  retained  in  use  upon  the  short 
local  lines  in  the  capital  for  a  considerable  period,  but  gradually 
retired  in  favour  of  apparatus  of  the  Morse  type.  Single-needle 
instruments  were  employed  upon  the  Railway  Department's  wires 
between  Tokio  and  Tohohama  in  1872,  and  subsequently  on  those 

of  the  K6be  and  Osaka  section,  opened  two  years  later ;  but  these 
also  have  been  replaced  by  the  Morse  system,  with  the  object  of 
attaining  uniformity  in  regard  to  the  apparatus  in  use  as  &r  as 
practicable.  The  *' single-needle  blocks"  originally  used  on  the 
railway  are  still,  however,  in  operation  for  train. signalling. 

At  first  the  wire  was  everywhere  suspended  from  insulators  of 
the  Yarley  double-cup  earthenware  pattern,  fixed  in  Warden's 
brackets,  but  it  was  shortly  found  advantageous  to  make  use  of 
wooden  arms,  particularly  as  there  exists  in  the  country  a  very 
suitable  wood,  known  as  **  keyaki,"  and  also  a  species  of  oak,  both 
everywhere  obtainable  at  moderate  price.  Moreover,  it  was  natural 
that,  in  a  country  famous  for  its  porcelain,  attention  should  early  bo 
directed  to  the  production  of  a  material  suitable  for  insulators. 
The  first  attempts  in  this  direction  were  comparatively  failures, 
and  the  home-made  article  turned  out  anything  but  well;  but 
want  of  success  at  the  outset  did  not  cause  the  manufacturers  to 
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despond,  and,  in  the  end  a  porcelain  single-cup  insulator  was 
produced,  which  at  once  was  found  to  answer  all  requirements, 
and  has  since  given  general  satisfaction,  dating  from  the  year  1874. 

The  best  material  for  porcelain  to  be  found,  for  the  purpose  of 
making  insulators,  was  obtained  from  a  hill  in  the  island  of  Kiushiu, 
regarding  the  use  of  which  there  was  formerly  the  strictest  prohi- 
bition, save  when  the  articles  to  be  made  were  destined  to  grace 
the  palace  of  the  Tycoon  ('*  Sh6.gun  ").  Insulators  of  this  class, 
when  tested,  were  found  to  be  of  a  quality  beyond  the  cacapity 
of  a  Thomson  reflecting  galvanometer  of  20,000  ohms  resistance, 
unshunted,  with  a  battery  of  200  Daniell  cells,  to  determine. 

(Several  are  sent  herewith  for  inspection,  as  well  as  a  double-cup 
insulator  made  as  an  experiment,  but  too  costly  for  general  use.) 

At  the  present  time  an  instrument  of  the  same  resistance,  etc., 
is  employed  to  test  every  insulator  before  it  leaves  the  works,  the 
standard  being  fixed  at  40,000  megohms.  Those  made  of  the 
famous  "  Imari "  or  "  Hizen  "  ware  only  fail  to  the  extent  of  '797 
per  cent,  to  pass  the  ordeal ;  others  of  Kioto  ware  are  not  quite  so 
good.  Defective  cups  are  destroyed  immediately.  Later  on  I  may 
be  permitted  to  offer  some  statistics  relative  to  the  actual  tests 
taken  daily  for  insulation. 

In  connection  with  the  establishment  of  the  line  joining  the 
capital  with  Nagasaki  in  1872,  it  became  necessary  to  lay  a  sub- 
marine cable  across  the  Straits  of  Shimo.no.seki,  the  western 
entrance  of  the  *'  Inland  Sea,"  which  divides  the  island  of  Kiushiu 
from  the  mainland  of  Nihon.  The  Straits  vary  in  width  from  two 
miles  to  only  one-third  of  a  mile  at  the  narrowest  point,  and  the  most 
suitable  position  for  the  cable  was  found  to  be  a  little  to  the  east, 
ward  of  the  narrow  channel,  where  the  width  is  1,350  yards.  The 
requisite  length  of  shore-end  cable  was  taken  down  from  Yokohama 
by  the  steamer  attached  to  the  department,  and  the  submersion 
was  readily  effected  by  means  of  small  native  lighters  towed  by 
ropes  carried  ashore,  and  there  hauled  in  by  some  hundred  or  so  of 
the  villagers  and  fishermen.  This  cable  has  remained  in  perfect 
condition  to  this  hour.  Four  others  have  since  been  carried  across 
at  the  same  point. 
.     The  only  difficulty  attending  cable-laying  operations  in  these 
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Straits  is  occasioned  by  the  vexy  strong  tidal  currents,  which  sweep 
through  the  narrow  channel  with  a  velocity  freqaently  exceeding  8 
knots  per  hour:  the  period  of  slack  water,  too,  is  of  so  brief 
duration  as  to  be  almost  undistinguishable.  The  cables  are  termi- 
nated upon  Siemens'  pattern  plate  dischargers,  in  convenient  huts 
built  for  the  purpose. 

The  experiment  was  tried  of  suspending  an  open  wire  across 
the  Straits  from  poles  erected  on  the  adjoining  hills,  the  length  of 
span  being  about  three-fourths  of  a  mile.  Owing  to  the  lack  of 
really  suitable  wire,  it  was  not  altogether  successful,  and  after 
hanging  for  a  week  the  wire  was  caught  by  the  mast  of  a  passing 
man-of-war. 

There  is  no  special  difficulty  to  be  contended  with  in  the 
provision  of  an  open  line  at  this  spot ;  but  as  the  submarine 
connection  is  absolutely  safe,  and  costs  practically  nothing  for 
maintenance  (if  we  leave  out  the  item  of  very  gradual  deterioration) , 
it  is  unlikely  that  the  experiment  will  be  repeated 

At  Imagiri  Inlet,  about  midway  between  Yokohama  an^  Kdbe, 
it  became  necessary  to  carry  over  the  line  on  poles  set  below  water 
level,  in  some  cases  to  a  depth  of  12  feet,  the  width  of  the  inlet 
being  about  2^  miles.  This  proved  a  somewhat  tedious  and  ex- 
pensive operation,  especially  as  sea-going  native  vessels  pass  out 
by  the  central  channel,  the  masts  of  which  are  so  long  as  to  neces. 
sitate  the  wires  being  kept  60  feet  clear  at  high  water.  The  works 
were  substantially  executed,  and  the  line  existed,  with  occasional 
mishaps,  until  the  poles  decayed  in  1877  to  an  extent  which  ren. 
dered  renewal  imperative;  and  advantage  was  then  taken  of  a 
by-road  passing  around  the  head  of  the  inlet  to  do  away  with  the 
crossing  at  its  mouth,  by  the  substitution  of  an  entirely  land  line, 
which,  though  involving  extra  mileage,  is  less  costly  to  maintain, 
and  is  practically  secure  in  stormy  weather. 

The  rivers  of  this  country  have  proved  a  source  of  considerable 
trouble,  especially  in  the  hot  season.  In  winter  many  are  all  but 
dryt  but  in  floods  during  the  summer  and  autumn  months  the 
channel  becomes  a  mile  or  so  in  width  in  two  or  three  of  the  most 
important  rivers  of  the  east  coast ;  and  the  velocity  of  the  current 
at  such  times  is  prodigious,  quantities  of  timber,  even  houses  and 
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cattle,  being  brought  down  from  the  hills  and  carried  on  with 
irresistible  force  to  the  open  sea.  The  width  from  bank  to  bank 
being  so  great,  it  is  not  practicable  to  span  such  rivers,  and  conse- 
quently poles  have  to  be  planted  in  those  portions  of  the  flood- 
channel  least  likely  to  be  disturbed  by  the  scour.  The  earlier 
attempts  in  this  direction  were  failures,  but  ultimately  a  system  of 
construction  was  adopted  which  has  for  five  years  proved  eflScient 
to  withstand  the  rush  of  the  heaviest  floods,  and  there  is  now  no 
danger  of  the  long.continued  interruptions  to  communication  which 
frequently  occurred  prior  to  1874,  when  poles  were  regularly 
washed  away  in  spite  of  all  attempts  at  affording  protection  by 
fenders  and  embankments. 

The  widest  of  the  east  coast  rivers,  the  Ten-ria,  is  now  crossed 
in  four  spans  averaging  450  yards  each,  the  double  ("H") 
masts  being  60  feet  high,  and  the  wire  employed  of  No.  11  gauge. 
The  river  Oigawa,  where  the  floods  are  most  serious,  is  crossed 
in  three  spans  of  about  the  same  length,  at  a  point  where  the  banks 
approach  each  other,  somewhat  higher  up  stream  than  the  regular 
ferry.  All  the  poles  are  well  protected  by  fenders,  in  a  V  shape, 
formed  by  piles  driven  in  to  a  depth  of  12  to  16  feet,  the  wire 
stays,  in  the  same  way,  being  attached  to  piles,  so  that  they  can 
readily  be  tightened  if  ever  necessary. 

Many  attempts  have  been  made  to  bridge  these  rivers,  and  no 
doubt  immense  benefit  would  accrue  to  the  traffic  on  the  highroad 
if  this  could  be  effected  ;  but,  so  far,  the  wooden  structures  provided 
in  the  winter  months  have  annually  been  swept  away  by  the  first 
floods,  and  probably  nothing  short  of  iron  screw-piles,  carried  down 
to  a  great  depth,  would  afford  any  security  as  bridge  supports, 
while,  the  beds  being  composed  of  large  stones  loosely  mixed  with 
sand  far  below  the  surface,  boring  operations  are  likely  to  be 
considerably  impeded. 

I  was  told  that  in  the  Fujikawa,  another  of  these  troublesome 
streams,  the  borings  showed  sand  to  a  depth  of  90  feet. 

The  frequent  changes  of  channel  rendered  the  preservation  of  a 
line  of  poles  peculiarly  hazardous,  and  it  became  necessary  for  this 
reason  to  reduce  the  number  of  supports  to  the  lowest  possible,  and 
to  make  as  long  spans  as  consistent  with  safety  in  the  much-dreaded 
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typhoons  which  frequently  blow  with  hurricane  force  around  these 
islands  in  the  autumn. 

At  the  outset  but  one  wire  was  suspended  from  the  poles  on  the 
Southern  trunk  line.  It  soon  became  evident  that  the  telegraph 
would  be  a  popular  institution,  and  greater  fekcilities  were  needed 
for  the  rapidly  increasing  traffic:  a  second  wire  was  therefore 
commenced  in  the  same  year.  Extra  wires  have  since  been  carried 
through,  and  at  the  present  time  there  are  6  wires  connecting  the 
capital  with  the  South,  irrespective  of  the  numerous  branches  and 
local  lines,  and  of  two  alternative  routes  by  the  middle  and  west 
coast  roads. 

The  total  mileage  on  the  31st  December,  1879,  was  as  under :— 

Poles     3,929}  English  miles. 

Wires 9,345  ditto. 

In  1871  a  school  was  established  for  the  training  of  the  Japanese 
youths  as  operators.*  They  have  year  by  year  been  educated  and 
sent  out  to  the  various  stations  as  rendered  necessary  by  the  exten- 
sion of  the  service.  In  the  year  ending  June  30th,  1880,  in  all  227 
were  appointed  to  new  offices  or  sent  out  as  reliefi9 :  97  remained 
under  tuition. 

These  scholars  are  taught  to  write  and  speak  English,  and  also 
French  to  some  extent,  with  the  rudiments  of  an  English  education 
generally ;  and  they  have  to  qualify  as  Morse  operators  by  sending 
and  receiving  messages  at  a  fair  rate  of  speed  previously 
determined  upon. 

The  Japanese  language  having  no  regular  alphabet,  it  became 
necessary  to  form  a  combination  of  Morse  characters  to  represent 
the  sounds  of  the  syllabary  known  as  the  **  Eatakana."  This  was 
e%cted  by  using  the  letters  of  the  International  Code,  supplemented 
by  others  formed  of  five  dots  and  dashes  (figures,  of  course,  ex. 
cepted),  to  produce  a  total  of  47  signs,  and  the  *' native  alphabet " 
80  constituted  has  given  tolerable  satisfSaction  during  the  nine  years 
which  have  passed  since  its  introduction. 

*  This  is  qmite  distinct  from  the  moro  advanced  courses  of  telegraphy 
which  have  been  given  since  1878  at  the  Imperial  OoUege  of  Engineeriag, 
Tokio,  to  those  of  its  stndents  who  select  the  telegraph  as  their  profession. 
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The  maintenance  of  the  lines  throughout  is  performed  by  a 
staff  of  inspectors  and  linemen,  who  have  all  undergone  practical 
training  on  new  and  repair  works  ;  the  inspectors  being  required  to 
qualify  themselves  for  the  general  indoor  duties  at  offices,  such  as 
the  localisation  of  faults  in  wires  or  apparatus,  battery  testing,  &C.9 
before  receiving  their  appointments.  The  linemen  have  nearly  all 
been  taught  (under  the  eye  of  a  European  employe,  at  some  time 
or  other)  the  methods  of  fitting  and  settitig  poles,  jointing  of  wires, 
etc.,  and  they  cau  be  trusted,  as  a  rule,  to  execute  minor  repairs 
with  reasonable  despatch  and  skill. 

It  is  a  rare  occurrence  now  to  find  an  interruption  lasting  more 
than  half-a-day  on  the  trunk  lines,  unless  in  some  exceptionally 
bad  weather,  or,  as  happens  in  the  North  in  winter,  accumulations 
of  snow  make  the  roads  impassable. 

The  workmen  thus  employed  are  divided  into  five  classes,  and 
distinguished  by  stripes  on  the  blue  cotton  livery  supplied  to  them 
twice-a-year :  on  the  back  they  bear  the  badge  of  the  letter  *'  Den,'* 
or  "  lightning." 

In  some  few  instances  such  men  have  risen  to  the  grade  of 
petty  officers,  but,  as  considerable  acquaintance  with  Chinese 
writing  and  arithmetic  is  essential,  the  number  of  those  who  have 
so  distinguished  themselves  is  very  limited. 

In  the  ten  months  of  the  present  year  ending  October  31st, 
there  were  163  interruptions  of  less  than  6  hours*  duration,  85  of 
less  than  12  hours,  27  less  than  24  hours.  21  other  faults 
exceeded  this  limit,  but  only  7  of  them  were  of  a  serious  character, 
and  were  due  to  floods  in  the  remote  provinces,  which  stopped  all 
traffic  by  road. 

If  we  have  regard  to  the  total  (87)  number  of  distinct  circuits 
for  the  304  days,  we  find  an  average  of  somewhat  less  than  one 
interruption  per  day  on  9,345  miles  of  wire. 

The  system  originally  provided  one  man  to  about  every  15 
miles  of  line — the  man  living  in  the  town  or  village  midway 
through  his  section,  and  walking  half  of  the  entire  length  each 
day  (Sundays  excepted).  For  economical  reasons,  and  to  afford 
more  complete  control,  however,  the  men  now  reside  at  the 
stations  (which  are  only  30  miles  apart  on  an  average  along  the 
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tnmk  line),  excepting  in  some  special  cases,  and  go  out  whenever 
a  fault  appears,  late  or  early,  patrolling  their  sections  only  once  a 
week  or  so,  and  this  plan  seems  to  answer  every  purpose. 

The  extension  of  the  telegraph  has  produced  some  interesting 
results  in  regard  to  the  rice  trade.  In  former  years  a  stock  of  the 
staff  of  life  equal  to  1|  years'  consumption  was  alwajrs  kept  on 
hand  in  the  granaries  of  the  various  castle  towns,  the  residences  of 
the  numerous  feudal  lords ;  but  with  all  precautions  famines  would 
occur  in  the  more  remote  principalities.  This,  happily,  is  now 
impossible,  owing  to  the  readiness  with  which  supplies  can  be 
concentrated  upon  any  district  threatened  with  scarcity  by 
failure  of  tJie  crop ;  and  thus  such  large  reserves  are  no  longer 
needed,  and  quantities  of  grain  can  be  placed  upon  the  market 
which  otherwise  would  be  lying  idle,  and  certainly  not  improving 
in  quality. 

Tel^rams  are  constantly  exchanged  between  Japan  and  the 
principal  centres  of  the  tea  and  silk  conmierce  in  Europe  and 
America ;  and,  upon  the  receipt  of  information  from  abroad  in  any 
degree  affecting  the  exports  from  Japan,  it  is  immediately  distri- 
buted to  the  agents  of  all  the  principal  merchants  in  all  parts  of 
the  empire.  In  regard  to  these  products,  therefore,  the  telegraphs 
may  be  said  to  have  practically  worked  a  revolution  in  the  method 
of  carrying  on  mercantile  operations.  The  value  of  all  products, 
agricultural  or  otherwise,  has  vastly  increased  since  the  establish- 
ment of  telegraphic  communication,  owing  to  the  greater  facilities 
afforded  thereby  to  trade  generally,  and  this  may  be  said  of 
property  of  all  kinds.  Some  idea  of  the  extent  to  which  the 
*'  wonder-working  "  wire  is  employed  by  Japanese  merchants  may 
be  gained  from  the  fact  that  recently,  when  the  Oovemment  had 
to  prohibit  speculation  in  rice  and  paper  currency  for  a  brief  period, 
the  receipts  at  one  office  alone  fell  off  to  the  amount  of  £70  as 
compared  with  the  day  before.  Before  telegraphs  existed,  relays 
of  messengers,  fleet  of  foot,  were  kept  constantly  in  readiness^  night 
and  day,  to  convey  despatches  affecting  the  prices  and  shipments 
from  the  various  ports — men  who  maintained  a  speed  of  9  miles  an 
hour  for  a  distance  equal  (in  one  case  which  came  directly  under 
my  own  observation)  to  65  English  miles.    Across  the  Straits  of 
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Shimonoseki,  where  five  submarine  cables  now  exist,  the  signalling 
was  done  by  hand  flags  and  lanterns. 

The  total  receipts  for  the  year  ending  June  30th,  1879,  from 
all  sources,  amounted  to  £108,323 ;  and  the  total  expenditure  (if 
we  except  the  item  of  cost  of  building  new  lines)  to  £101,674,  so 
that,  for  the  the  first  time  in  the  history  of  the  department,  its 
revenue  exceeded  its  working  expenses.  The  new  extension  works 
involved  a  further  outlay  of  £25,809. 

The  total  number  of  telegrams  dealt  with  during  the  year  was 
1,272,756,  of  which  about  96  per  cent,  were  in  Japanese :  inter, 
national  messages  numbered  22,695. 

The  proportion  of  telegrams  in  the  native  language  averages 
about  one  to  every  30  individuals,  taking  the  population  at 
35}  millions,  as  determined  by  the  latest  census. 

The  rate  of  increase  in  traffic  and  receipts  is  represented 
roughly  by  the  dii^rams  which  I  have  tUe  honour  to  submit  for 
the  inspection  of  the  members  of  the  Society. 

The  experience  of  the  last  few  years  has  shown  indisputably 
that  the  tariff  for  native  messages  was  originally  framed  on  a 
basis  too  low  to  make  the  Telegraph  Bureau  a  highly  paying  insti- 
tution,  but  a  low  rate  was  adopted  with  the  object  of  inducing 
the  public  to  make  general  use  of  the  system,  and  in  the  fear  that 
a  high  tariff  might  have  a  prejudical  effect.  Doubtless,  at  this 
moment,  so  much  dependence  is  placed  upon  the  means  of  rapid 
interchange  of  news  between  the  chief  cities  and  ports,  and  the 
wires  play  so  important  a  part  in  mercantile  life,  that  an  increase 
in  charges  would  but  little  affect  the  traffic  in  bulk  ;  but  after  the 
lapse  of  9  years  it  is  not  thought  advisable  to  make  any  change  in 
this  direction. 

The  average  rate  for  20  characters  of  the  Japanese  language, 
for  a  distance  of  about  60  miles,  is  roughly  3  sen,  or,  at  present 
rates,  less  than  one  penny,  taking  the  entire  line  from  Tokio  to 
Nagasaki  as  a  basis  of  calculation.  Of  course,  the  average  for  a 
shorter  distance  is  higher ;  but  the  messages  between  Tokio  and 
Yokohama  are  transmitted  for  7  sen^  which  is  about  equal  to  2|d. 
for  20  miles. 

The  rates  established  for  the  foreign  traffic  throughout   the 
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country  have  been  based  on  the  fact  that  it  costs  more  lor  their 
transmissiony—  skilled  clerks  are  specially  needed, — and  as  high  a 
rate  of  speed  as  compared  with  Japanese  traflSc  cannot  be  main- 
tained. The  average  price  for  20  words  (exclusive  of  the  special 
international  rates)  amounts  to  about  one-tenth  of  a  penny  per 
mile,  for  messages  passing  between  the  capital  and  Nagasaki.  In 
the  last  fiscal  year,  the  income  derived  from  foreign  telegrams  in 
this  way  was  £4,719. 

Submarine  cables  exist  at  places  around  the  coast  other  than 
Shimonoseki :  there  are  two  in  the  **  Inland  Sea/'  connecting  Nihon 
with  Shikokuy  at  a  point  where  the  channel  is  6  miles  wide ;  and 
two  across  the  Tsugaru  Straits,  near  Hakodate.  The  lighthouse 
steam  tender  **  Meiji  Mam  "  (a  Clyde-built  vessel)  was  employed 
in  connection  with  the  submersion  of  the  Shikoku  cables,  and 
the  Great  Northern  Tel^[raph  Company's  ''H.  C.  Oersted"  was 
engaged  to  lay  those  at  Hakodate. 

The  Shikoku  cables  originally  consisted  of  **  deep  sea  At. 
lantic/'  with  corresponding  shore  ends,  but  were  never  very  strong, 
owing  to  previous  deterioration  during  the  6  years  the  material 
lay  at  Yokohama  without  (at  first)  proper  accommodation.  The 
&hermen,  moreover,  frequently  hauled  them  to  the  surface,  unin. 
tentionally  perhaps,  when  getting  up  their  anchors,  and  then  in 
ignorance  of  their  electrical  value,  set  themselves  firee  by  the 
primitive  method  of  dividing  the  wires  with  a  hatchet ;  finally,  the 
teredo  ruwalis  completed  the  work  of  destruction  by  boring 
innumerable  holes  in  both. 

It  was  not  until  January  of  this  year,  when  a  strongly  pro- 
tected cable,  2\  inches  in  diameter,  with  2  conductors,  was  laid,  that 
^confidence  in  our  ability  to  maintain  a  reliable  line  of  communi- 
cation at  this  point  was  fully  restored. 

In  the  North  several  mishaps  have  occurred,  and  at  present 
only  one  of  the  two  cables  is  at  work :  it  is  intended,  however, 
during  the  ensuing  spring,  to  lay  a  new  onCi  with  two  conductors, 
:from  Imabetsu  Bay  direct  to  Hakodate,  thus  avoiding  a  long  land 
line  liable  in  winter,  at  any  moment  to  be  stopped  by  snow. 
The  length  of  this  cable  will  be  about  33  miles. 

Tests  for  insulation,  and  on  fine  days  for  conductivity  twice-a- 
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week,  are  r^ularly  made  every  morning  at  7  o'clock,  at  three 
important  stations,  viz.,  Tokio,  E6bi,  and  Nagasaki.  As  all  the 
]Nrincipal  lines  radiate  from  these  three  centres,  accurate  know, 
ledge  is  possessed  at  headquarters  of  their  condition  by  about 
9.0  a.m.,  including  some  idea  of  the  state  of  the  weather  eveiy- 
where. 

Insulation  is  determined  by  a  tangent  galvanometer  of  41  ohms 
resistance — conductivity,  by  the  Wheatstone  bridge.  The  wires 
in  wet  weather  rarely  give  a  lower  insulation  resistance  than 
If  megohms  per  mile,  while  in  fine  weathor,  the  Southern  lines, 
for  example,  show  no  visible  leakage  when  tested  to  Toyohashi,  a 
distance  of  180  miles,  which  implies  that  the  resistance  is  greater 
than  90  megohms  per  mile. 

Much  has  yet  to  be  done  in  the  way  of  obtaining  accurate 
meteorological  reports  by  telegraph  from  the  many  distant  stations. 
Great  benefits  must  follow  from  observations  of  wind  and  weather 
on  these  coasts,  peculiarly  fitted  as  the  islands  are  from  their  geo- 
graphical position  for  such  scientific  investigations. 

The  absence  everywhere  at  present  of  iron- works,  etc.,  in  prox- 
imity  to  the  lines  doubtless  is  a  great  advantage,  as  far  as  insulation 
is  concerned ;  but,  on  the  other  hand,  the  highroads  are  bordered 
by  Oryptomeria^  and  in  summer  the  branches  of  these  are  the 
resorts  of  countless  spiders,  which  endeavour,  and  not  without  suc- 
cess, to  counteract  the  beneficial  e£fects  of  fine  weather  on  the 
working  of  the  lines  by  spinning  myriad  threads  of  gossamer  be- 
tween the  earth-wires,  wooden  arms,  and  insulators  and  the  trees 
which  they  infest ;  and  nothing  is  needed  beyond  the  heavy  night- 
dews  to  render  these  fairy  conductors  almost  perfection  in  their 
capabilities  of  working  disaster.  Men  are  constantly  employed  in 
sweeping  the  wires  with  bamboo  brushes  at  this  season,  but  the 
difficulty  can  in  no  way  be  completely  overcome. 

In  the  course  of  the  year  1877,  during  the  struggle  with  the 
Satsuma  rebels,  recourse  was  had  to  temporary  lines  of  telegraph 
to  a  great  extent,  and  were  instrumental  in  bringing  the  war  to  a 
speedy  termination,  by  reason  of  the  facilities  which  they  gave  to 
the  commanders  of  the  loyal  aimy  for  concentrating  their  forces 
quickly  at  given  pointSi  and  for  counteracting  the  effects  of  the 
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rebel  leaders'  tactics  in  the  field.  The  Satsuma  men  made  forced 
marches,  and  might  have  efifected  many  suiprises,  but  that  the 
telegraph  was  ever  at  band  to  defeat  their  schemes,  and  to  give 
opportonity  for  employment,  to  the  best  purpose,  of  the  Govern- 
ment* troops.  No  fewer  than  511  miles  of  line  were  construsted 
with  this  object,  and  53  offices  were  opened  at  villages  immediately 
in  the  rear  of,  or  in  direct  connection  with  the  afterwards  victori- 
ous  army.  The  materials  employed  in  construction  were  light 
portable  posts,  vulcanite  insulators,  and  No.  11  wire,  every  use 
being  made  of  natural  supports  in  the  way  of  trees,  etc.,  when  prac- 
ticable ;  and  for  insulators,  when  the  stock  became  low,  any  thing 
in  the  shape  of  earthenware  that  could  be  picked  up.  There  were 
but  few  interruptions  to  working  of  a  serious  character. 

On  the  31st  December,  1879,  there  were  112  offices  open  for 
general  traffic,  local  and  international,  and  70  others  connected 
with  Government  departments,  railways,  or  police.  53  in  all  are 
kept  open  day  and  night.  There  are  348  Morse  instruments  in  use, 
25  single-needle  blocks,  and  29  telephones  of  the  Bell  pattern. 
Some  of  the  latter  have  been  made  in  the  workshops,  and  answer 
very  well.  A  pair  of  Edison  telephones  have  been  tried  in  Tokio 
privately,  with  excellent  results. 

Seventy-one  instruments  of  various  kinds  are  fixed  in  the  school 
for  the  students  to  practise  upon. 

The  staff  of  the  department  on  the  31st  December,  1879, 
numbered  1,803  individuals  of  all  ranks,  of  which  496  were 
inspectors,  linemen,  and  workmen,  707  were  cashiers  and  clerks 
at  stations,  and  358  messengers— the  remainder  being  engaged  at 
headquarters  as  correspondents,  writers,  etc.,  or  at  the  depot  as 
accountants,  mechanicians,  etc.,  and  in  various  other  capacities. 

The  European  employ^  now  number  10  only,  many  having 
returned  home  on  the  expiration  of  their  engagements,  having  been 
released  by  the  Government  in  the  belief  that  many  of  the  duties 
of  supervision  and  instruction  can  now  be  performed  satisfactorily 
by  the  Japanese  st&£f. 

In  conclusion^  I  beg  to  present  a  few  photographs  taken  from 
negatives  of  my  own,  which  may  serve  in  some  way  to  indicate  the 
character  of  the  constructiGn  works  carried  out  in  Japan  in 
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connection  with  the  rivers,  etc. ;  and  further,  to  submit  a  paper 
containing  some  statistical  information  furnished  by  the  Japanese 
electrician  relative  to  the  tests  of  wire  and  insulators,  particularly 
with  regard  to  the  results  obtained  from  copper  wire  of  native 
manufjBU^ure,  insulated  with  lacquery  as  a  substitute  for  silk  or 
cotton,  and  which  promises  to  become  a  material  of  great  service. 

A  special  list  of  the  wires,  taken  on  the  1st  and  2nd  instant,  for 
insulation  in  fine  weather,  with  the  object  of  ascertaining  the  exact 
resistance,  gave  as  the  total  rate  per  mile,  on  a  line  183  miles  in 
length,  the  high  record  of  314*9  megohms. 

ToKio,  Decmnb&r,  1880. 

The  Fbesidekt  :  The  Society  will,  I  am  sure,  recognise  the 
great  interest  of  this  paper,  which  gives  us  another  proof  of  the 
energy  and  intelligence  of  the  Japanese  Government  in  introducing 
beneficial  improvements  into  their  country. 

There  are  many  members  present  who  have  had  experience  in 
somewhat  analogous  work  in  countries  other  than  Japan,  and  the 
Society  will  be  glad  to  hear  any  remarks  they  may  have  to  offer  on 
the  paper. 

Mr.  J.  A.  Betts  :  I  have  had  no  experience  with  telegraphs  in 
Japan ;  and  in  China,  where  I  was  torpedo  engineer  to  the  Qovem- 
ment,  there  is  not  at  present  a  very  extensive  telegraph  system.  I 
believe  that  the  first  telegraph  put  up  in  China  for  the  Chinese 
Government  was  constructed  by  myself.  In  my  official  capacity  I 
had  to  instruct  some  native  students  in  working  the  Morse  instru- 
ment, and  found  them  apt  and  quick.  I  therefore  thought  it  best 
to  construct  a  short  line  of  6  miles,  and  while  that  was  being  done 
the  students  practised  on  instruments  in  short  circuit,  and  became 
proficient  for  proper  working  by  single-current  direct  Morse  when 
the  line  was  completed  in  May,  1876.  The  stores  for  the  line  were 
obtained  fiom  England,  but  the  construction  was  carried  out  tmder 
my  supervision,  without  foreign  assistance.  The  line  was  erected 
across  a  plain  which  in  the  ensuing  winter  became  flooded  with 
water.  Frost  and  storms  succeeded,  and  the  line  was  carried  away 
on  the  ice;  but  although  the  wires  were  much  stretched,  and 
touching  the  ice  (which  was  very  dry)  in  many  places,  working 
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was  not  actually  stopped.    The  poles  were  refixed  in  the  ice,  in 
which  holes  had  been  dug  with  ice-picks,  and  the  line  remained  all 
right  until  its  removal  to  another  route  in  the  spring.     Mr.  Morris 
has  referred  to  the  opposition  shown  by  the  natives  to  the  construc- 
tion of  telegraphs  in  Japan.    Such  was  not  my  experience  in 
China,  where  I  had  less  trouble  of  that  description  than  I  have  ex- 
perienced in  England.    In  some  cases  in  China  opposition  was  made 
through  fear  of  the  "  evil  spirits  "  coming  into  their  houses.  The  line 
I  have  spoken  of  was  erected  for  military  purposes,  and  was  not 
intended  to  be  used  for  public  messages ;   in  fact,  the  Viceroy,  Li 
Hung  Chang,  objected,  on  the  ground  that  the  line  was  solely  for 
Qovemment  purposes.    Afterwards  he  was  persuaded,  on  financial 
grounds,  to  relax  his  objection,  and  in  June,  1879,  the  line  was 
extended  from  Tientsin  to  Taku  Forts,  a  distance  of  40  miles,  and 
opened  for  traffic  at  the  rate  of  a  dollar  a  message  of  10  words. 
In  the  first  month  the  line  paid  more  than  its  working  cost.    'A 
code-book  was  adopted  for  the  transmission  of  Chinese  messages. 
A  Frenchman  had  compiled  a  code-book  with  some  6,000  or  6,000 
characters  of  the  Chinese  language,  ajid  put  a  number  against  each. 
By  sending  these  numbers,  and  at  the  receiving  end  obtaining  ex- 
planation of  them  by  reference  to  the  code-book,  the  transmission 
was  completed.    The  arrangement  answered  very  well,  and  con- 
tinues  to  do  so^  as  I  have  lately  heard  from  Tientsin.     The  foreign 
use  of^  this  telegraph  is  almost  exclusively  for  signalling  vessels 
riding  outside  the  Taku  bar  when  there  is  not  sufficient  water  to 
cross.    No  doubt  China  is  more  conservative  in  regard  to  this  mat- 
ter than  Japan,  but  there  is  perhaps  one  of  the  finest  fields  for 
telegraphs  and  railways  in  China  that  have  ever  been  opened  out 
in   the  world,  and   it  is  just  about  to  be  opened.    The  Great 
Northern  Telegraph  Company  are  commencing  to  put  up  a  line 
from  Shanghai,  and  are  under  contract  to  put  up  about  4  miles 
a  day  for  a  line  of  some  700  miles,  going  straight  away  to  the 
capital  of  China.     The  Chinese  Minister  in  London  informed  me 
yesterday  that  it  was  under  the  serious  contemplation  of  his 
Qovemment  to  open  up  railways  in  China  to  Pekin. 

The  Pbesidsnt  :  Mr.  Morris  has  sent  an  appendix  to  his  paper, 
giving  an  account  of  the  specimens  which  he  has  sent. 


The  Sbosetaby  then  read  the  following 

MEMORANDA  RELATIVE  TO  THE  SPECIMENS  SENT. 

Lacquered  Paper  Ghamber. — ^This  chamber  has  been  inrelited 
by  H.  Oki,  mano&ctarer  of  telegraph  instrumentB  in  Tokio.  It  is 
made  of  Japanese  lacqner  and  paper.  Every  sheet  of  paper  is 
cemented  irith  specially  prepared  lacquer,  and  finally  linen  is 
covered  over  it,  and  lacquered  again.  This  chamber  is  strong, 
although  not  very  high  in  insulation,  and  will  stand  rough  treat- 
ment :  in  our  military  telegraphs,  therefore,  all  the  battery  chambers 
are  of  this  kind. 

Lacqwered  Copper  Wire. — ^This  process  of  covering  wire  has 
also  been  invented  by  H.  Oki,  whose  chief  object  is  to  get  a 
covered  wire  very  cheap  and  efficient.  Coils  in  his  instruments  are 
wound  with  it,  and  every  layer  of  wire  coated  with  paraffin  to 
insure  complete  insulation.  Instruments  so  made  have  been 
working  for  about  a  year.  The  enclosed  coils  are  samples  of  the 
wire.  It  is  common  commercial  copper  wire,  tested  before  covering : 
its  specific  conductivity  is  90*7  per  cent.,  and  insulation  between 
the  layers  of  the  wire  practically  perfect.  A  length  of  10  feet  was 
carefully  suspended  from  insulators,  and  its  resistance  ascertained 
to  be  2*67  ohms  at  52^  F.  The  coil  is  said  to  consist  of  111  feet, 
and  should  therefore  give  a  total  resistance  of  29*637  ohms:  it 
actually  gives  29*58  ohms,  showing  a  difference  of  '057  of  an  ohm 
merely,  which  is  doubtless  due  to  slight  variation  in  diameter. 
Larger  coil  not  tested. 

SUh-oovered  Copper  Wi/re. — ^This  wire  was  first  made  by  S. 
Miyoshi,  a  mechanician  in  our  workshop.  Both  the  wire  and  silk 
will  gradually  be  improved. 

Morse  Ink  amd  Ca/rhomc  Paper. — ^These  two  substances  are 
made  by  T.  Taoka,  a  mechanician  in  the  workshop.  Both  are  now 
exclusively  used  in  the  offices  of  the  empire. 

InafulaiorB  (4). — ^These  are  made  by  Fiikagawa,  porcelain 
manufacturer  at  AiitS,  in  Hlzen,  near  Nagasaki.  Their  resistance 
is  marked  on  the  labels. 

Porcelmm,  Chamber  and  Porous  Pot  (cirofdar). — ^These  are 
also  manufactured  by  Ffikagawa,  and  are  used  in  the  insulator 


testing  battery.  The  other  oblong^shaped  poious  pot  is  in  general 
use,  together  with  the  porcehdn  chamber,  made  at  Seto,  in  Owari, 
near  Hangoya. 

.  Morse  Paper. — ^Thifi  is  made  by  SeisU-sha,  at  Op,  near  Tokiyo, 
and  is  now  exclusively  used  in  the  offices  of  the  empire. 

I  have  not  been  able  to  prepare  all  the  specimens  I  should  like 
to  send,  but  I  hope  to  forward  a  more  complete  collection  on 
another  occasion. 

M.  YOSHIDA. 

ToKTroa  Decfmher  28th,  1880. 

Mr.  Dbesing  said,  in  reply  to  the  President's  call :  I  have 
not  been  in  Japan,  and  cannot,  therefore,  give  you  any  information 
about  the  Japanese  telegraphs. 

The  Great  Northern  Company  have  got  the  submarine  cable 
communications  to  Japan,  and  have,  as  Mr.  Morris  has  pointed  out, 
assisted  the  Government  in  laying  some  of  their  submarine  cables  : 
this  is,  as  far  as  I  am  aware,  the  only  active  part  the  Great 
Northern  Company  have  taken  in  the  construction  of  the  Japanese 
Government  telegraphs. 

Mr  Josephs  :  I  am  not  acquainted  with  Japan,  but  in  India 
and  other  foreign  countries  I  have  always  met  with  difficulties  in 
the  way  of  carriage  and  provision  of  material,  similar  to  those 
described  by  the  gentleman  who  read  the  paper. 

Mr.  Josephs  being  invited  to  relate  his  experiences  when  carry- 
ing wires  in  Northern  India  for  the  Afghan  expedition,  said  he  was 
not  prepared  at  the  moment  to  do  so,  though  at  some  future  time 
he  hoped  it  would  be  possible  to  bring  the  matter  before  the 
Society  in  the  shape  of  a  paper. 

The  Pbesident  drew  the  attention  of  members  to  the  speci- 
men  of  materials  used  in  Japan,  which  were  on  exhibition  in  the 
room. 

Mr.  W.  H.  Peeece  :  I  have  not  yet  had  the  opportunity  of 
closely  examining  the  specimens  exhibited,  but  from  a  first  glance 
they  look  more  like  articles  that  come  from  Lambeth  or  Stoke- 
upon-Trent  than  from  Japan,  and  the  porous  and  earthenware 
pots  seems  to  be  of  better  stufif  than  we  usually  employ  in  Eng. 
land.  What  has  surprised  me  most,  and  looks  most  promising,  is 
the  lacquered  wire.    There  seems  to  be  something  to  be  gained  by 
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using  this  wire  in  making  electro-magnets.    The  closer  the  layers 
of  wires,  and  the  greater  the  number  of  convolutions  round  a  bar 
of  iron  in  a  given  space,  the  greater  will  be  the  strength  obtained 
in  the  magnet ;  and  any  invention  which  will  remove  the  necessity 
for  the  use  of  silk  or  very  fine  cotton,  or  cotton  and  silk  mixed, 
without  increasing  the  space,  will  certainly  be  beneficial  to  tele- 
graphy generally.    I  have  been  much  interested  in  the  paper,  not 
because  I  have  ever  been  to  Japan,  but  because  I  look  upon  a 
paper  of  this  kind  as  one  of  those  very  things  for  which  this  Society 
was  specially  constituted.    It  was  specially  constituted  to  bring 
together  in  one  central  point  (and  that  point  the  centre  of  the 
world  at  the  present  moment)  experiences,  ideas,  and  investiga- 
tions from  all  parts  of  the  globe.     We  have  had  papers  from 
Africa,  Persia,  and  India ;  we  now  have  a  paper  from  Japan ;  and 
we  have  the  promise  of  a  paper  describing  telegraphic  operations 
in  the  north  of  India  in  connection  with  the  military  expedition  to 
Afghanistan.    That  part  of  Mr.  Morris's  paper  which  refers  to  the 
wonderful  power  conferred  by  electricity  of  taking  steps  to  amelior- 
ate the  Bufierings  caused  by  those  fearful  catastrophes  (which  seem 
part  and  parcel  of  one's  existence  in  Eastern  countries)  is  very 
striking.     In  India^  where  British  rule  has  been  extant  for  some 
100  years,  where  the  enterprise  and  power  of  the  empire  has  been 
devoted  to  the  extension  of  railway  and  telegraph  interests,  we 
have  not  succeeded  in  entirely  eradicating  famines ;  but  we  find  in 
Japan  that  one  of  the  greatest  blessings  that  the  great  power  elec 
tricity  has  given  us  has  been  showered  on  that  nation  by  reducing 
the  tendency  to  suffering  from  famine. 

The  cheapness  of  transmission  of  telegrams  in  Japan,  too,  is 
remarkable.  Where  else  in  the  universe  besides  Japan  is  it 
possible  to  send  a  message  20  miles  for  2^d.  1  The  presence  of 
spiders  (and  such  spiders)  referred  to  by  Mr,  Morris  must  be  very 
troublesome^  and  every  practical  telegraphist  present  will  feel  glad 
that  he  does  not  live  in  Japan  where  his  wires  would  be  coated 
with  such  masses  of  gossamer.  We  have  spiders  m  England,  but  they 
are  poor,  miserable,  weak  creatures  compared  with  those  in  Japan, 
which  get  their  web  across  the  wires  and  put  them  to  earth. 

The  ingenuity  of  the  Japanese  in  making  the  various  articles 
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exhibited  deserves  notice.  They  have  not  only  produced  by  native 
manufacture,  insulators,  porous  cells,  and  ink  bottles,  but  they  have 
devoted  their  skill  to  making  telephones.  Now,  with  a  countzy 
devoid  of  patent  laws,  and  with  people  possessing  the  ability  of 
imitating,  even  to  the  trade  mark,  apparatus  of  different  kinds,  I 
would  ask  how  is  it  possible  for  companies  thrown  upon  our 
commercial  market,  with  enormous  purchase-money  for  patent 
rights  and  promoters'  fees,  to  make  a  business  in  a  country  like 
Japan,  where  telephones  can  be  constructed  cheaper  than  in 
England,  and  perhaps  as  good,  if  not  better  1 

I  have  pleasure  in  proposing  that  the  best  thanks  of  the  Society 
be  given  to  Mr.  Monis  for  his  paper,  which  must  have  cost  him 
mnch  time  and  trouble. 

The  Pbesidjbnt  :  In  putting  the  vote  of  thanks  to  the  meeting, 
I  would  ask  Mr.  Preece  to  allow  me  to  include  the  name  of 
M.  Yoshida,  the  Japanese  electrician,  who  has  sent  a  description 
of  the  specimens  exhibited. 

A  hearly  vote  of  thanks  was  accorded  to  Mr.  Morris  for  his 
paper,  and  also  to  Mr.  Toshida  for  his  description  of  specimens. 

The  meeting  then  adjourned  until  Thursday,  April  14th|  1881. 
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The  Ninety-mnth  Ordinary  (General  Meeting  of  the  Society  was 
held  on  Thursday  evening^  April  14th,  1881,  at  the  Institute 
of  Civil  Engineers,  25,  Qreat  George  Street,  Westminster — 
Professor  G.  0.  Fobteb,  F.R.S.9  President,  in  the  chair. 

The  minutes  of  the  last  meeting  were  read  and  confirmed. 

The  names  of  new  candidates  for  election  were  announced. 

The  Pbesident  then  called  upon  Mr.  St.  George  Lane  Fox  for 
his  paper,  which  was  practically  illustrated  by  the  hall  being  lighted 
by  Mr.  Fox  Pitt's  incandescent  electric  lamps. 

ON  THE  APPLICATION  OF  ELECTRICITY  TO  LIGHT- 
ING  AND  HEATING,  AND  FOR  DOMESTIC  AND 
OTHER  PURPOSES. 

By  St.  Gbobgb  Lane  Fox  Pitt,  Member. 

The  subject  which  I  am  about  to  enter  upon  this  evening  has 
been  the  cause  of  considerable  difference  of  opinion  among  prac- 
tical minds,  and,  I  am  sorry  to  say,  also  of  considerable  antagonism. 
Be  that  as  it  may,  however,  I  think  I  am  justified  in  saying  that  it 
may  now  be  regarded  as  a  certainty  that  electricity  will  be  exten- 
sively used  in  the  immediate  future  for  general  domestic  purposes, 
especially  those  of  lighting  and  heating.  Having  this  fact  in  view, 
I  think  it  would  be  highly  desirable  that  electricity  should  be 
divested,  as  far  as  possible,  of  its  mysteries,  and  the  subject  put 
before  the  public  in  as  simple  a  form  as  possible. 

For  the  last  few  years  I  have  been  experimenting  on  the  more 
simple  applications  of  electricity,  and  in  my  own  mind  I  formed  a 
conception  of  electricity  which  I  have  found  to  be  of  great  service 
to  me.  It  may  not  perhaps  be  out  of  place  if  I  attempt  to  explain 
these  ideas  briefly.  I  may  mention  that  possibly  this  theory  is  not 
by  any  means  new,  but,  inasmuch  as  I  have  not  seen  it  stated  else- 
where, I  assume  that  it  is  not,  at  all  events,  generally  accepted. 

Electricity  itself  I  have  conceived  to  be  a  subtle  fluid  of  indefi. 
nite  elasticity — that  is  to  say,  I  conceive  it  as  an  extraordinarily 
attenuated  form  of  matter,  capable  of  diffusing  and  expanding  itself 
in  certain  bodies  to  an  indefinite  extent— -a  fluid  capable  of  being 
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compressed  by  the  application  of  force,  and  again  capable  of  ex- 
panding when  the  force  is  removed.  This  electrical  force  has  been 
called  vaiionsly*' tension/'  '^electro-motive  force,"  '* density/'  and 
**  potential ; "  but  I  prefer,  in  order  to  simplify  the  matter,  to  use 
the  expression  ''electric  pressure."  This  fluid,  when  dealt  with  in 
practice,  I  always  regard  as  existing  under  a  certain  amount  of 
preissure,  and  as  exercising  an  amount  of  pressure,  in  every  direc- 
tion, in  the  bodies  which  hold  it. 

But,  although  it  is  neoessaiy  to  deal  to  some  extent  with  the 
properties  of  electricity,  in  order  to  arrive  at  certain  practical  re- 
sults, I  prefer  to  deal  with  it  generally  as  an  important  medium 
for  the  transmission  of  force  or  power.  Tou  are  of  course  aware 
that  an  electric  current  does  not  necessarily  mean  an  expenditure 
of  energy.  It  is  the  force  required  to  maintain  the  current  through 
a  resistance  which  represents  the  expenditure  of  energy ;  thus,  to 
maintain  a  current,  however  great,  through  a  conductor  having  no 
resistance,  requires  no  energy  whatever.  I  say  all  this  because  I 
am  desirous  to  put  the  whole  subject  on  a  basis  as  clear  as  possible, 
and  to  show,  if  I  am  able,  that  theories  founded  on  a  vague  con- 
ception of  electricity  cannot,  for  practical  results,  always  be  relied 
upon,  but  may  indeed  be  exceedingly  misleading.  But,  whatever 
theory  may  be  formed  of  the  actual  nature  of  electricity,  one  thing 
is  certain — ^that  it  is  a  medium  for  the  transmission  of  force  or 
power,  and  it  is  as  such  that  I  propose  to  deal  with  it  this  evening. 

I  take  it,  as  one  of  my  first  articles  of  faith,  that  the  conserva- 
tion  of  energy  is  at  all  times  a  correct  and  reliable  law,  and  that 
force,  like  matter,  is  indestructible;  and  when  that  force  is  converted 
from  one  form  into  another  there  can  be  no  real  loss  in  the  trans, 
formation.  I  have  heard  it  stated  more  than  once  that  when  one 
deals  with  large  currents,  or  when  we  increase  currents  transmitted 
from  a  certain  point,  there  is  an  enormous  loss  contingent  upon 
such  increase.  In  what  this  loss  consists  of  has  never  been  clearly 
stated  ;  but  I  presume  that  it  has  reference  to  a  confiscation,  as  it 
were,  of  energy  resulting  from  the  increased  demand.  Upon  this 
there  ought  not  to  be  two  opinions ;  and  I  think  I  shall  be  able  to 
show  that,  however  great  may  be  the  supply  of  energy  bom  a 
single  point,  with  proper  appliances  and  means  of  conveyance. 
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there  is  no  limit  to  the  extension,  without  loss  in  the  transmission. 
I  have  said  that  we  are  to  deal  with  energy  itself,  rather  than  with 
electricity,  and  to  look  upon  electricity  as  a  mere  medium  for  its 
transmission  and  distribution.  But,  before  going  further  into  the 
question  of  energy  and  its  sources,  I  propose  to  deal  briefly  with 
the  methods  by  which  electricity  can  be  conveniently  and  economi- 
cally used  for  the  production  of  light,  in  a  form  suitable  for 
domestic  purposes. 

I  have  here  before  me  an  electric  lamp.     Diagram  I.  repre-. 
sents  a  sectional  view  of  this  lamp.     The  light  results  from  the 
incandescence  of  a  continuous  conductor  made  of  a  filament  of  car. 
bon.    This  conductor  is  of  high  electrical  resistance,  so  that  a  com- 
paratively small  amount  of  electricity  driven  through  it  develops 
sufficient  heat  to  produce  incandescence.    The  filament  is,  as  you 
see,  enclosed  in  a  glass  globe  from  which  all  deleterious  atmos- 
phere  has  been  as  completely  removed  as  possible.    In  the  con. 
struction  of  this  lamp  many  minor  points  of  detail  have  given  rise 
to  considerable  difficulty  and  great  delay  in  bringing  it  to  per. 
fection.      The  idea  of  electric  lighting   by  incandescence  of  a 
continuous  conductor  is,  as  you  well  know^  by  no  means  new,  but 
certain  requsites  for  an  efficient  lamp  had  severally  to  be  dealt 
with  before  it  could  be  called  practical.    I  refer  to  a  lamp  of 
small  power,  working  at  the  same  time  economically.     The  first 
of  these  requisites  is  a  suitable  material  out  of  which  to  form  the 
incandescent  conductor.    It  must  have  a  high  specific  resistance, 
and  expose  but  a  small  surface  for  radiation ;  next,  it  must  be 
capable  of  enduring  a  high  state  of  incandescence  for  an  indefinite 
length  of  time  without  deterioration;  next,  the  lamp  must  be 
easily  constructed,  and  at  a  small  cost.    All  these  conditions  are,  I 
think,  fulfilled  in  the  lamp  before  you. 

People  are  often  surprised  at  the  comparatively  slow  progress 
made  in  this  branch  of  electric  lighting,  everything  seems  so 
simple ;  but  it  must  be  borne  in  mind  that  most  things  in  connec- 
tion with  the  subject  are.so  exceedingly  new,  that  it  opens  up,  as  it 
were,  an  entirely  new  industry ;  and  it  is  not  at  all  easy  in  a  short 
space  of  time  to  get  together  a  sufficient  amount  of  intelligent 
labour  for  any  very  rapid  progress.    However,  I  may  safely  say 
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we  have  now  made  a  fair  start,  and  that,  with  a  proper  expendi- 
-ture  of  energy  on  the  part  of  those  who  are  working  at  the  subject, 
electric  lighting  for  domestic  purposes  will,  before  long,  not  only 
be  proved  to  be  practicable,  but  also  an  accomplished  fact. 

In  the  diagram  of  the  lamp,  the  curved  line  (A)  represents 
the  luminous  conductor,  or,  as  I  sometimes  term  it,  the  luminous 
bridge.  I  have  tried  very  many  different  materials  for  the 
purpose,  all  with  more  or  less  success.  Any  form  of  carbon,  I  find, 
will  continue  in  a  high  state  of  incandescence  without  deteriora- 
tion, provided  that  it  is  properly  mounted  and  enclosed  in  a  good 
vacuum.  There  is  a  certain  temperature,  however,  above  which 
the  carbon  bridge  is  rapidly  destroyed.  This  temperature^  which 
may  be  called  the  safe  point  of  the  lamp,  is  about  4,000^  Fah.  I 
have  found  that  the  most  conveniently  practical  method  of 
preparing  a  suitable  carbon  filament  is  by  baking  a  good  cotton 
thread  or  string  in  a  hermetically  sealed  vessel,  at  a  white  heat. 
Conductors  may  be  made  in  this  manner  with  a  resistance  of 
several  thousand  ohms  for  only  a  few  inches  length. 

In  order  to  reduce  this  resistance,  and  to  produce  a  harder  and 
more  durable  carbon,  I  have  adopted  a  plan  first  suggested,  I 
think,  by  Mr.  Sawyer,  of  New  York,  about  three  years  ago,  of 
heating  the  conductor  to  incandescence  while  inmiersed  in  a  hydro, 
carbon  liquid  or  gas ;  but,  as  I  have  said,  this  process  is  not  by  any 
means  essential.  Referring  again  to  the  diagram,  LL  are  carbon 
(flinders  into  which  the  ends  of  the  carbon  filament  are  securee. 
A  small  hole  is  drilled  right  through  these  cylinders,  and  into  these 
holes  the  ends  of  the  carbon  thread  fit  tightly.  I  have  found 
that  a  very  good  cement  for  fixing  these  carbons  may  be  made 
out  of  plumbago  and  Indian  ink.  The  platinum  wires  (BB),  which 
are  about  }  in.  long  and  the  riir  of  an  inch  in  diameter,  are  fused 
into  the  glass  tubes  (OC),  out  of  which  they  project  into  the  globe 
about  -A^  of  an  inch.  The  carbon  cylinders  (U)  are  secured  to 
these  projecting  ends  in  the  same  way  as  to  the  carbon  filament. 
The  other  ends  of  the  platinum  wires  are  surrounded  with  mercury 
at  OC,  into  which  dip  also  the  copper  conductors  (EE).  The 
upper  part  of  the  lamp  is  entirely  enclosed  from  the  outer  air  by 
the  glass  blower. 
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The .  lamp  is  exhausted  through  a  tube  sealed  off  at  F.  Dia- 
grams II.  and  III.  represent  the  exhausting  apparatus.  The  appa^ 
ratus  shown  in  Diagram  II.  is  intended  to  work  with  sulphuric 
acid ;  UI.,  mercury  and  sulphuric  acid.  -  It  will  not  be  necessary 
to  go  fully  into  the  action  of  the  pump :  suffice  it  to  say,  that  the 
liquid  is  forced  up  and  down  in  the  bulb  (c)  ;  the  rod  (K),  acting 
as  a  valve,  opens  and  closes  the  neck  of  the  bulb  when  required. 

The  following  is  a. table  showing  the  resistance  of  the  carbon 
jGOiament  for  a  lamp  of  15  candle-power  for  different  degrees  of 
electro-motive  force.  Each  lamp  of  15  candle-power  absorbs  about 
-^  of  a  horse-power,  and  exposes  on  its  "  bridge  '*  about  the  lOtb 
of  a  square  inch  of  luminous  surface.  I  should  mention  that  the 
resistance  of  a  carbon  filament  is  about  45  per  cent,  less  while  in  a 
8tate.of  incandescence  than  when  cold. 
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I  will  now  deal  somewhat  in  detail  with  the  method   by  which 
I  propose  to  distribute  power,  by  means  of  electricity,  from  central 
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works,  in  the  same  way  azid  very  much  for  the  same  purpose  that 
gas  is  distributed  from  gasworks  over  a  large  area.  Diagram  IV. 
represents  the  arrangements  for  distribution.  C  ib  a  central  station 
at  which  the  electric  current  is  generated.  M  is  an  electric  main, 
branching  in  every  directioui  and  wherever  light  is  required.  L 
are  lamps  in  various  places :  one  pole  of  these  lamps  is  always  in 
connection  with  the  earth  (E).  W  is  a  switch  by  which  the  elec* 
tricity  can  be  turned  on  from  the  main.  This  system  of  distribu. 
tton  will  recommend  itself  to  you,  I  think,  as  being  simple  and 
maziageable.  Asfwrning  that  the  proper  supply  is  always  at  hand, 
the  light  will  always  be  produced  by  the  mere  turning  of  the 
handle  of  the  switch  or  tap  connecting  the  lamp  with  the  main. 
These  lamps  being  arranged  in  multiple  arc  between  the  main 
oonduoiors  and  the  earth,  every  lamp  is  completely  independent 
of  the  rest ;  and,  provided  that  the  electric  pressure  is  always  con- 
slant,  the  resistance  of  the  lamps  being  also  constant,  you  may  be 
sure  of  always  having  an  equal  amount  of  light  when  they  are 
turned  on,  however  variable  may  be  the  number  at  work  in  a  given 
time. 

The  manner  in  which  I  keep  the  electro-motive  force  of  the 
mains  constant  is  as  follows : — An  electro-magnetic  apparatus, 
which  may  be  called  an  electro- dynamometer,  and  represented  in 
Diagram  Y.,  is  connected  with  the  main,  so  that  its  electro-magnet 
(M)  is  constantly  energised  by  a  current  flowing  through  it  to  the 
earth.    This  electro-magnet  has  a  very  high  resistance,  so  that  the 
current  through  it  is  very  small.      Now,  the  attraction  of  the 
armature    (A)   will  evidently  vary  with  any  variation  of  the 
electro-m6tive  force  of  the  mains,  however  slight  it  may  be.    L  is 
a  lever,  pivoted  at  C,  and  in  connection  with  the  mains,    h  and  k 
are  contact  pegs,  communicating  by  means  of  the  wires  K  k'  with 
the  electrcmagnets  H  and  E  in  Diagram  VI.  or  Vll.     The 
tension  spring  (T)  exactly  balances  the  attraction  of  the  magnet 
on  the  armature  (A)  at  the  normal  electro-motive  of  the  mains. 
It  is  obvious  that  the  slightest  increase  or  diminution  of  the 
electro-motive  force  will  bring  the  lever  (L)  in  contact  with  one 
or  other  of  the  pegs  (Ji,  k)^  and  so  put  into  action  one  or  other 
of  the  electro-magnets  (H  or  E)  (in  Diagram  VI.  or  VII.) 
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Diagram  VI.  represents  an  apparatus  which  will  actuate  a      q^ 
regulator  or  rheostat,  which  requires  but  little  power  to  move  it ; 
whereas  the  machine  shown  in  Diagram  VII.,  which  comprises  an 
oscillating  armature  and  ratchet-wheel,  will  afford  power  enough 
to  operate  a  large  throttle- valve  or  the  expansion  gear  of  an 
engine,  or,  in  fetct,  any  suitable  regulator  of  the  motive  power. 
Should,  therefore,  the  electro-motive  force  fall  from  an  increased 
number  of  lamps  being  put  into  operation,  the  magnet  (H)  will  be 
put  into  action,  and  an  increased  supply  of  steam  will  be  allowed  to       ^ 
pass  through  the  throttle- valve  of  the  engine,  or  will  otherwise 
affect  the  electric  generators,  so  as  to  increase  their  action.     The 
reverse  action  takes  place  when  the  electro.motive  force  rises,       ^ 
owing  to  a  number  of  lamps  being  turned  off.     By  this  means  the 
power  generated  at  the  central  station  is  made  commensurate  with 
the  draught  on  the  mains. 

As  to  the  size  of  the  conductors  required  for  any  number  of 
lamps,  it  should  of  course  depend  both  on  the  number  of  lights 
they  are  intended  to  supply  and  on  the  distance  from  which  the 
electricity  is  to  be  conveyed  :  there  is  of  course  another  considera- 
tion— ^that  is,  the  resistance  of  the  lamps  themselves  and  the  conse- 
quent electro-motive  force  required  to  work  them.  Now,  taking 
the  resistance  of  each  individual  lamp  of,  say,  15  candle-power  to 
be  250  ohms,  it  would  be  possible  to  work  half-a-dozen  lamps  in 
multiple  arc,  supplied  by  a  wire  of  No.  16  gauge,  leading  from  a 
station  \  mile  off,  without  losing  in  transmission  more  than  ^  part 
of  the  total  energy  conveyed — that  is  to  say,  that  the  conduc- 
tivity of  the  supply  main  would  in  this  case  be  ten  times  greater 
than  the  conductivity  of  all  the  six  lamps  put  together.  A  con. 
ductor  of  twice  the  sectional  area  would  of  course  supply  twice  the 
number  of  lamps  with  the  same  proportional  loss  in  conveyance. 

Speaking  generally,  it  may  be  said  that  if  the  resistance  of  the 
conductors  or  conducting  mains,  taken  as  a  whole,  be  much  less 
than  the  resistance  of  all  the  lamps  taken  as  a  whole,  the  loss  of 
energy  in  transmission  would  be  small  in  proportion. 

It  is  quite  feasible  to  construct  lamps  having  twice  this  resist, 
ance,  namely,  600  ohms  each,  or  even  more.  Another  point  to  be 
taken  into  consideration  is  this — that  electricity  could  be  con. 


DYNAMOMETER 


« 
« 


MAIN 


188M  TO  LIGHTING  AND  HEATING,  Etc.  156 

yeyed  from  a  very  great  distance  at  an  enormous  electro-motive 
force,  which  electro-motive  force  could  be  reduced  to  any  extent 
by  means  of  a  system  of  condensers  or  of  secondary  batteriesi  and  a 
suitable  arrangement  of  commutators  working  automatically  so  as 
to  suit  the  requirements  for  distribution. 

It  has  often  been  argued  that  electricity  cannot  be  stored  like 
gas ;  but  it  should  be  remembered  that  electricity  is  not  a  fuel  like 
gas,  and  that  energy  can  be  stored  potentially  in  many  practical 
ways,  and  that  potential  energy  can  be  readily  converted  at  any 
time  into  a  kemetic  form. 

The  question  of  economy  of  electric  lighting  is  one  about 
which  there  is  more  dispute  and  difference  of  opinion  than  on  any 
other  point.  In  dealing  with  this  questioUp  I  prefer  to  look  to 
the  future,  and  to  deal  rather  with  what  is  possible  and  probable 
than  with  what  has  actually  been  done ;  for  I  hold  that,  unless  we 
discuss  a  question  on  its  future  bearings,  and  put  together  facts 
arrived  at  from  practical  experience,  with  a  view  of  ascertaining 
future  results,  there  would  indeed  be  no  progress  at  all.  I  look, 
then,  to  the  possibility  of  electricity  works,  so  to  speak,  on  a  very 
large  scale — on  a  scale  comparable  to  that  of  gas-works  of  the 
present  day,  and  I  conceive  an  immense  number  of  electric  lamps 
operated  from  one  point  or  station. 

f  once  this  point  is  conceded,  I  think  that  it  can  be  clearly 
h».  #wn  that  electric  lighting  will  compare  in  point  of  economy 
very  favourably  with  any  existing  mode  of  producing  artificial 
light 

With  such  a  lamp  and  system  as  I  have  described,  it  is 
evident  that  the  chief  cost  would  be  in  the  source  of  power. 
Now  it  is  well  known  that,  by  the  best  steam-engines  of  the 
present  day,  power  can  be  generated  on  a  large  scale  by  the 
<x>nsumption  of  1^  lb.  of  coal  an  hour  for  every  horse-power 
generated.  From  this  basis  I  have  calculated  that  power  would 
not  cost  60  much  as  ^d.  (one  farthing)  an  hour  per  horse -power, 
and  that,  therefore,  even  for  heating  purposes,  electricity  would 
<;ompare  favourably  with  gas.  It  would  obviously  be  impossible 
for  me  to  fiiUy  discuss  the  whole  question  of  economy  at  the 
present  time,  but  I  hope  I  have  succeeded  in  showing  that  there  is 
at  any  rate  a  fair  basis  to  work  upon. 
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The  PBX8IDENT :  Before  discussing  Mr.  Fox  Pitt's  interesting 
oommimication,  I  will  ask  Professor  Ayrton  to  give  us  two  com- 
munications  by  Mr.  Perry  and  bimself,  and  which  are  intimately 
connected  with  the  subject  of  electric  lighting. 

A  PORTABLE  ABSOLUTE  GALVANOMETER  FOR 

STRONG  CURRENTS, 

Am) 

A  TRANSMISSION  DYNAMOMETER. 

By  Profs.  W.  E.  Ayeton  and  John  Peeey,  Members. 

The  object  of  the  present  communication  is  to  bring  l)efore  you 
a  small  dead-beat  galvanometer  which  we  have  designed,  and 
which  Messrs.  Paterson^  of  Little  Britain,  have  been  good  enough 
to  construct  for  us.  This  little  portable  instrument  can  be  used 
for  measuring  the  strongest  electric  light  current  directly  in  webers, 
without  calculation  or  reference  to  any  table,  and  the  accuracy 
of  its  readings  can  at  any  moment  be  checked  by  the  employment 
of  only  one  single  Daniell's  cell. 

In  order  that  you  may  realise  the  advantages  we  believe  this 
instrument  to  possess  over  other  galvanometers  previously  employed 
for  measuring  very  strong  currents,  it  will  be  necessaiy  to  say  a 
word  or  two  about  its  antecedents. 

A  galvanometer,  to  be  something  more  than  a  mere  galvanoscope, 
must,  of  course,  be  calibrated — that  is,  the  relative  strengths  of  the 
current,  producing  different  deflections  must  be  ascertained.  In 
certain  cases,  as,  for  example,  with  the  tangent  and  sine  galvano- 
meter,  this  relative  calibration  can  be  effected  by  mathematical 
calculation ;  usually,  however,  it  must  be  done  by  experiment. 
One  well-known  method  consists  in  sending  a  current  simultaneously 
through  a  standard  galvanometer  and  the  galvanometer  to  be 
calibrated,  and  varying  the  current  in  any  convenient  way.  A 
number  of  simultaneous  readings  of  the  two  galvanometers  being 
taken,  a  curve  is  constructed,  having  for  abscissas  the  observed 
deflections  on  the  galvanometer  under  test,  and  for  ordinates 
the  relative  values  of  tie  currents,  and  from  which  the  relative 
strengths  of  the  currents  producing  any  two  deflections  may  be  seen 
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at  once.  When,  however,  a  standard  galvanometer  is  unattainable, 
a  current  may  be  sent  through  the  galvanometer  to  be  calibrated, 
various  known  resistances  being  simultaneously  put  into  circuit ; 
then,  as  the  current  is  inversely  proportional  to  the  resistance,  the 
relative  strengths  of  the  currents  corresponding  with  any  two 
deflections  may  be  easily  calculated.  A  third  method  consists  in 
alvrays  bringing  the  needle  or  movable  part  of  the  apparatus  back 
to  the  zero  position,  by  the  introduction  of  a  variable  measurable 
force,  in  which  case,  whatever  be  the  shape  or  size  of  the  apparatus, 
the  strength  of  the  current  can  always  be  determined  ficom  the 
return  force  employed. 

But  for  a  galvanometer  to  be  employed  for  the  practical 
measurements  of  electric  light  currents,  we  must  know  not  only  the 
relative  strengths  of  the  currents  producing  any  two  deflections,  but 
also  the  absolute  value  in  webers  of  one  of  them :  we  must  not 
only  have  the  galvanometer  reUUivdy  calibrated,  but  also  abaolutely 
calibrated.  If  our  galvanometer  be  a  tangent  one,  the  absolute 
value  of  a  current  can,  as  is  well  known,  be  ascertained  from  the 
number  of  turns  of  wire  in  the  coil,  and  its  linear  dimensions, 
provided  also  that  we  know  the  absolute  strength  of  the  horizontal 
magnetic  field  in  which  the  needle  moves.  Now,  although  the 
strength  of  the  earth's  magnetic  field  in  London  is  known  with 
great  accuracy,  the  actual  field  in  a  workshop  is  so  modified  by  the 
iron  machinery  in  the  neighbourhood  that  we  cannot,  from  the 
published  tables  of  magnetic  force,  even  approximate  to  the  strength 
of  the  magnetic  field  in  which  our  experiments  are  made. 

The  method,  therefore,  usually  followed  is  to  observe  the  de- 
flection produced  on  the  galvanometer  when  an  electro^motive  force 
of  known  strength  in  volts  sends  a  current  through  a  known  resist- 
ance— that  is,  observe  the  deflection  produced  by  a  current  of  a 
known  number  of  webers.  When  the  magnetic  field  of  the 
instrument  is  much  affected  by  its  position  relatively  to  the  iron 
in  the  neighbourhood,  such  a  determination  of  the  absolute  value 
of  a  particular  deflection  must  be  made  just  before  or  just  after  an 
unknown  current  is  measured. 

When  weak  currents  have  to  be  measured,  this  is  simple 
enough;  but  when  it  is  large  electric  light  currents  that  we  have 
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to  deal  withy  it  is  much  more  difficult,  since  if  we  attempt  to  produce 
with  batteries  and  resiBtance  coils  currents  having  accurately  a 
strength  of  even  50  webersi  we  run  great  risk  of  heating  the  resist- 
ance coils,  and  so  making  our  current  much  le&s  than  we  intend  it 
to  be ;  and  it  has  been,  I  understand,  this  difficulty  of  constructing 
and  using  special  resistance  coils  of  very  thick  German  silver  wire, 
etc.,  that  has  delayed  Messrs.  Brequet  in  the  calibration  and  issue 
of  the  very  convenient  Deprez  galvanometer  that  they  have  made. 

If  the  galvanometer  coil  be  large,  then,  whatever  its  shape,  this 
difficulty  is  sometimes  overcome  thus : — Make  a  coil  of  fine  wire 
to  occupy,  as  nearly  as  possible,  the  same  position  as  a  single 
convolution  of  tliick  wire,  and  send  a  weak  current  of  known 
strength  through  the  fine  wire  coil.  Suppose  that  a  current  of  one 
weber  circulating  30  times  round  the  fine  coils  produces  a  de- 
flection of  20y  then  we  know  that  an  electric  light  current  of  30 
webers  circulating  once  round  the  thick  coil  will  produce  the  same 
deflection :  hence,  with  only  the  employment  of  weak  currents,  the 
instrument  may  be  absolutely  calibrated. 

But  such  a  form  of  instrument  has  two  objections :  the  one  that 
its  large  size  makes  it  unportable,  the  other  that  it  is  not  dead 
beat — ^that  is,  if  there  be  a  sudden  change  in  the  current,  the 
needle  is  set  swinging,  and  measurements  of  changing  currents 
cannot  be  made.  For  the  needle  to  be  dead  beat,  its  moment  of 
inertia  must  be  very  small,  and  the  magnetic  field  restraining  its 
motion  must  be  large.*  But  if  a  strong  controlling  magnet  be 
attached  to  the  apparatus,  the  coils  must  be  made  much  smaller, 
or  it  will  be  very  unsensitive.  When,  however,  the  dimensions  of 
the  instrument  are  small,  we  cannot  even  approximately  make  the 
fine  wire  coil  through  which  the  weak  cunent  passes  occupy  the 
same  position  relatively  to  the  needle  as  is  occupied  by  the  thick 
wire  coil  through  which  flows  the  electric  light  current:  hence 
the  method  of  constructing  the  galvanometer  with  a  thick  and 
a  thin  wire  coil  cannot  be  employed  for  the  object  of  absolute 
calibration. 

Under  these  circumstances,  a  device  that  has  been  adopted  is  to 
add  to  a  galvanometer  with  many  convolutions,  through  which 

*  This  principle  hM  boen  Applied  tot  tome  yean  with  great  BQoceM  by  Sir  William  Thomeon 

in  his  '*  Speaking  QalTanometer  "  ibr  eubmarine  cables. 


1881.]  FOK  BTEONG  CUEBENTS.  159 

alone  the  weak  calibration  current  passes,  a  shunt  of  small 
and  known  resistance  through  which  flows  the  greater  part  of  the 
strong  current ;  but  there  is  great  danger  of  the  resistance  of  the 
shunt  being  considerably  increased  by  the  heating  produced  by 
the  strong  electric  light  current,  and  an  error  consequently 
made  in  the  measurement,  so  that  this  simple  method  cannot  be 
recommended. 

When  a  strong  controlling  magnet  is  attached  rigidly  to  the 
apparatus,  or  when  it  is  a  spring  that  opposes  the  motion  of  the 
movable  part  of  the  apparatus,  this  absolute  calibration  need 
only  be  occasionally  repeated  to  detect  any  change  in  the  per* 
manent  magnet  or  in  the  elasticity  of  the  spring.  But  such 
checks  must  not  be  neglected  altogether,  since  it  is  well  known 
that  permanent  magnets  lose  their  magnetism,  and  that  both 
magnets  and  springs  are  affected  by  changes  of  temperature. 

And  zero  instruments,  like  the  neat  electro-dynamometer  of 
MesBiB.  Siemens,  although  yeiy  convenient,  have  the  objection 
poasessed  by  a  sine  galvanometer  of  being  unable  to  measure  the 
strength  of  sudden  waves  in  the  current ;  also,  they  cannot  be  made 
dead  beat  on  account  of  the  comparatively  large  moment  of  inertia 
of  the  suspended  coil.  Now  the  recent  experiments  of  the  effect  of 
whistling,  singing,  or  the  more  unpleasant  hissing  of  the  electric 
arc,  show  the  importance  of  an  electric  light  current  galvanometer 
being  able  to  measure  sudden  short  variations  in  the  strength  of 
the  current. 

We  want,  then,  a  small  dead-beat  galvanometer  to  use  with 
strong  currents,  but  which  may  be  calibrated  absolutely  with  a 
sbgle  Daniell's  cell.  As  we  did  not  know  of  the  existence  of  such 
an  instrument,  we  have  designed  for  the  students  in  the  Course  of 
Electric  Lighting  at  the  City  and  Guilds  Laboratory,  Finsbury, 
two  instruments  of  this  class  on  distinct  principles^  one  only  of 
which  we  shall  bring  before  your  notice  this  evening. 

The  small  instrument  before  you,  and  shown  half  of  full  size 
in  the  accompanying  woodcut,  is  very  dead  beat,  this  result 
being  attained  partly  by  the  lightness  of  the  needle  and  pointer, 
and  partly  from  its  moving  in  a  very  strong  permanent  magnetic 
field.  The  needle  is  balanced,  and  consequently  the  deflections 
are  about  the  same  for  any  position  of  the  instrument.      By  a 
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proper  airangemeDt  of  the  coils,  we  bave  succeeded  in  making  the 
deflections  directly  proportional  to  the  Gunent,  and  in  the  instru- 
ment on  the  table  one  degree  deflection  is  produced  by  a  current 
of  two  webers,  the  greatest  deflection,  45%  being  produced  therefore 


by  a  current  of  90  webers.     The  main  peculiarity  of  the  instni. 

ment,  however,  is  the  following  : — ^The  thick  wire  coiled  round  the 

needle,  and  through  which  the  electric  light  current  circulates,  is 

in  reality  a  strand  or  little  cuble  composed  of  ten  insulated  wires. 

Each  of  these  wires  having  the  same  resistance,  equal  portions  of 

the  strong  current  flow  through   each  of  them.      To  produce  a 

deflection  even  of  5°  requires,  as  we  have  stated,  a  current  of  10 

webers,  but  by  means  of  this  simple  commutator  these  10  wires, 

which  have  hitherto  been  joined  in  multiple  arc,  can,  by  a  mere 

turn  of  the  hand,  be  connected  in  series,  and  now  a  current  of 

exactly  one-tenth  part,  or  one  weber,  will  produce  S''  deflection. 

To  ascertain,  then,  the  real  value  of  any  deflection,  all  we  have 

to  do  is  as  follows : — Turn  the  commutator  to  series,  and  send  a 

current  from  a  single  cell — a  Eaniell  or  a  Grove — of  which  the 

electro-motive  force,  E,  but  not  necessarily  the  resistance,  is  known. 

A  certain  deflection  a"  is  produced.     Now  take  out  the  plug  of 

the   one-ohm  resistance  coil  attached  to  the   instrument,  and  a 

deflection  h°  is  obtained.     Then  the  resistance  of  the  instrument, 

the  wires,  and  the  cell  is 

V       . 
a  __  .  o  ohms. 
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or  the  deflection  a^  in  the  instrument  is  produced  by 

E  (a°  -  6°)      ^ 
To webers 

when  the  wires  are  joined  in  series,  or  bj 

^^—p '  X  10  webers 

when  in  parallel  circuit. 

Example. — With  a  Grove's  cell  you  see  that  a  deflection  of 

7^*4  is  obtained  on  the  instrument  before  you  when  the  coils  are 

in  series,   and  4^*1   when   the  one-ohm    resistance  is  inserted. 

The  resistance,  then,  of  the  coils,  the  connecting  wires,  and  the 

IP 
galvanometer -6-3-Yo  =  1*24  ohms ;  or  as  the  electro-motive  force 

1'8 
of  a  Grove's  cell  is  1*8  volts,  a  current  of  j^gT'  or  1*45  webers, 

produces  a  deflection  of  7^*4,  or  one  weber  will  produce  about  5^ 
with  the  coils  in  series,  and  therefore  \^  with  the  coils  in  multiple 
arc.  Consequently,  currents  from  0  to  9  webers  can  be  measured 
when  the  coils  are  in  series,  and  from  0  to  90  webers  when  in 
multiple  arc,  without  any  calculation  or  reference  to  tables,  since 
the  coils  have  such  a  form  that  the  current  is  proportional  to  the 
angular  deflection. 

While,  then,  with  the  ordinary  instruments  employed  for 
measuring  strong  currents,  the  absolute  value  of  any  deflection  can 
only  be  checked  by  employing  a  current  of  known  strength,  and  as 
strong  as  the  one  the  intrsument  is  employed  to  measure,  with 
the  instrument  before  you  the  strong  current  necessary  to  produce 
any  given  deflection  when  the  coils  are  in  multiple  arc  is  exactly 
ten  times  as  strong  as  the  comparatively  weak  and  easily  producible 
current  of  known  strength  which  produces  the  same  deflection  when 
the  coils  are  in  series. 

To  render  it  impossible  for  the  electric  light  current  being 
passed  through  the  coils  when  in  series,  the  binding  screws,  marked 
FF,  and  to  which  the  wires  from  the  dynamo  machine  are 
attached,  are  only  in  circuit  when  the  commutator  is  turned  to 
parallel ;  the  common  screw,  marked  also  S,  and  the  third  screw, 
marked  S,  being  only  in  circuit  when  the  commutator  is  turned  to 
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series.  Neither  the  coils  of  the  galvanometer  nor  the  one-ohm 
resistance  coil,  then,  can  be  damaged  by  the  commutator  being  left 
accidentally  in  a  wrong  position. 


A  TRANSMISSION  DYNAMOMETER. 

We  now  come  to  a  dynamometer  of  another  character,  viz.,  one 
for  measuring  the  horse-power  transmitted  by  a  shaft  to  any 
machine.     Much  of  the  vagueness  which  exists  as  to  the  economy 
in  electric  lighting  has  arisen  from  there  not  having  been  any  easy 
mode  of  measuring  the  power  absorbed  by  the  dynamo  machine. 
In  the  very  complete  investigations  of  Mr.  Schwendler,  Dr.  Hop- 
kinson,  and  of  others,  transmission  dynamometers  were  of  course 
employed,  but  they  were  laboratory  instruments.    Tou  do  not  find 
such  transmission  dynamometers  fitted  up,  almost  as  a  matter  of 
course,  in   all  cases   between  the   engine   and  dynamo-electric 
machines;  and  one  reason  of  this  is  because  such  transmission 
dynamometers  are  separate  machines  occupying  space  and  liable 
to  a  considerable  amount  of  oscillation  when  in  use,  requiring 
therefore  the  employment  of  a  dash  pot  to  damp  the  vibrations,  &c. 
Feeling  the  inconvenience  of  all  strap  dynamometers,  we  have 
designed  for    the    Guilds    Laboratory    at    Finsbury    a  form  of 
dynamometer  which  can  be  permanently  attached  to  any  shaft, 
and  which  will  show  at  a  glance  the  force  being  transmitted  to  any 
particular  machine — not  a  dynamometer  that  is  specially  fitted  up 
with  a  certain  amount  of  trouble  for  some  special  investigation, 
but  an  apparatus  that  is  always  ready  and  always  indicating, 
whether  or  not  it  is  desired  to  make  any  use  of  its  indications. 
And  as  there  may  be  others  like  ourselves  who  feel  the  importance  of 
having  some  such  instrument,  which  shows  at  a  glance  to  a  manager 
of  works  the  power  absorbed  by  any  machine,  we  have  thought  jou 
might  be  interested  in  seeing  the  working  drawing  of  the  dyna- 
mometer now  being  constructed  to  transmit  10  horse-power. 

B  B^i  figure  1,  is  a  loose  pulley  used  to  drive,  by  means  of  a 
strap,  any  machine,  such  aa  a  dynamo-electric  machine.  F  F  is  a 
boss  keyed  on  the  shaft  driven  by  the  steam  engine :  this  boss  has 
four  stout  arms  seen  in  figure  3,  which  are  attached  by  four  spiral 
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springs  to  the  rim  of  the  loose  pulley.    If,  then,  the  shaft  be  driven, 
and  the  motion  of  the  loose  pulley  be  resisted,  by  its  having  to 
drive,  say,  a  dynamo-electric  machine,  the  springs  will  be  stretched, 
and  the  amount  of  such  stretching,  combined  with  the  speed  of 
rotation,  will  measure  the  power  transmitted.    So  far  we  have  been 
merely  following  General  Morin.     Now  the  question  is  how  are 
we  to  measure  the  stretching  of  the  springs — that  is,  the  twist  the 
loose  pulley  and  the  keyed  boss  undergo  relatively  to  one  another. 
Such  a  twist  of  course  produces  a  tangential  motion  which  we 
desire  to  observe  without  stopping  the  machinery,  and  consequently 
without  any  system  of  imroUing  paper  and  moving  pencil  such  as 
General  Morin  employed.    We  have  sketched  out  various  devices, 
in  some  of  whicli  the  tangential  motion  was  transformed  into  a 
radial  motion,  in  others  into  an  axial  motion — that  is,  a  motion 
along  the  shaft.    For  example,  we  employed  the  plan  of  attaching 
a  cord  to  the  rim  of  the  loose  pulley,  and  passing  it  over  a  little 
wheel  on  the  arm  of  the  keyed  boss,  its  other  end  being  attached 
to  a  little  spiral  spring  which  again  was  attached  to  the  shaft.    If^ 
then,  the  loose  pulley  and  keyed  boss  received  a  twist  relatively  to 
one  another,  the  little  spiral  spring  would  obviously  be  more  or 
less  stretched  according  to  the  direction  in  which  the  twist  was 
made.    A  bright  bead  then  attached  to  any  point  on  the  radial 
portion  of  the  cord  would  describe  a  larger  or  smaller  visible  circle 
as  the  shaft  spun  round,  and  the  radius  of  such  a  circle  would  be  a 
measure  of  the  force  transmitted.    Another  plan  we  employed  was 
to  carry  this  cord  under  a  second  little  wheel  on  the  shaft,  and 
attach  the  end  of  the  cord  to  a  collar  moving  loosely  along  the 
shaft,  the  little  spiral  spring  which  previously  was  in  the  radial 
portion  of  the  cord  being  now  placed  along  the  shafts  and  having 
one  of  its  ends  attached  to  the  collar,  and  the  other  to  the  shaft,  so 
as  to  resist  the  motion  of  the  collar  produced  by  the  pull  of  the 
cord.    The  force  transmitted  would  then  be  measured  by  the  posi- 
tion of  this  collar  on  the  shaft.    The  method,  however,  shown  in  the 
diagram,  of  converting  the  tangential  motion  into  a  ^radial  one,  we 
consider  preferable  to  the  others  just  alluded  to.    H  C  is  an  arm, 
which,  to  combine  considerable  stiffiiess  with  lightness,  is  trussed 
in  the  plane  of  rotation  as  well  as  in  a  plane  at  right  angles  to  this, 


> 

/ 
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-^  t .  en  in  the  upper  part  of  figure  3.    This  aim  tarns  aboat  C,  a 
pivot  on  the  rim  of  the  loose  poUey,  and  is  moved  by  means  of  a 
link,  L  L\  attached  at  L  by  a  pivot  to  the  arm,  and  at  L^  by  a 
pivot  to  the  end*  of  one  spoke  of  the  keyed  boss,  F  F.    If  now 
the  loose  pulley  and  the  keyed  boss  receive  an  angular  twist,  the 
mdf  H,  of  the  arm,  to  which  a  bright  bead  is  attached,  moves 
almost  radically  towards  the  shaft    The  exact  path  of  the  bead  H 
IB  shown  in  figm^  4  for  different  positions  of  C.    Supposing,  for 
example,  we  regard  the  keyed  boss  at  rest,  and  that  C  moves  to  the 
point  marked  1,  then  L  will  also  move  to  1  in  the  other  curve, 
and  H  will  move  to  1  in  the  path  it  describes. 

To  measure,  then,  the  power  transmitted  by  the  engine  to  the 
machine,  all  that  is  necessary  is  to  observe  on  a  scale  placed  in  a 
suitable  position,  the  radius  of  the  circle  traced  out  by  the  bright 
bead  H,  and  the  number  of  rotations  made  per  minute,  both  of 
which  can,  of  course,  be  ascertained  at  any  time  without  stopping 
the  machinery. 

An  alternative  arrangement  which  we  employ  with  veiy  stiff 
springs  is  to  have  a  small  pinion  at  L^,  which  works  into  a  short 
spur  segment  on  the  pulley.  A  very  small  relative  angular  xnotion 
of  F  F^  and  B  B^  produces  in  this  case  a  great  angular  motion  of 
the  pinion,  and  therefore  of  a  light  arm  which  turns  with  the 
pinion,  at  the  end  of  which  there  is  a  bright  bead. 

It  will  be  observed  that  this  fDim  of  transmission  dynamo, 
meter  is  not  only  extremely  convenient  when  the  dynamo-electric 
machine  is  driven  by  a  strap,  but  will  be  especially  suitable  when 
the  machine  is  driven  direct  frem  the  shaft  of  a  fast  speed  engine, 
as,  for  example,  one  of  Messrs.  Bretherhood's  three-cylinder 
engines.  In  such  a  case  the  shaft  would  really  be  in  two  portions, 
end  to  end,  supported  by  suitable  brackets ;  one  keyed  boss  would 
be  on  one  portion  of  the  shaft,  and  an  arrangement  something  like 
the  loose  pulley  we  have  referred  to  would  be  on  the  other ;  but 
in  this  case  it  would,  of  course,  be  keyed  to 'its  portion  of  the 
shaft.  Motion  would  be  communicated  from  one  portion  of  the 
shaft  to  the  other  through  the  spiral  springs,  and  the  extension 
optically  observed  in  the  manner  we  have  described. 
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The  Pbesident  then  invited  discussion  on  the  paper  of  Mr. 
Fox  Pitt  and  on  those  of  Ftofessors  Ayrton  and  Perry. 

Mr.  David  Chadwick  :  In  order  to  commence  the  discussion, 
I  should  be  very  glad,  as  one  of  the  public  not  professing  to  have 
much  technical  knowledge,  first  of  all  to  congratulate  Mr.  Lane  Fox 
•and  the  Society  for  the  very  interesting  lecture  we  have  had.  But 
there  are  many  points,  I  think,  that  Mr.  Lane  Fox  has  omitted  to 
mention.  The  public  are  looking  with  great  interest  to  all  Mr. 
Lane  Fox's  inventions,  and  to  the  inventions  of  every  one  connected 
with  electric  science.  It  is  only  a  very  short  time  since  the  news- 
papers were  full  of  the  discoveries  of  Mr.  Edison,  in  regard,  first, 
to  the  production  of  the  incandescent  light ;  next,  the  division  of  the 
incandescent  light ;  and  next,  the  invention  of  a  lamp  that  should 
bring  the  incandescent  light  into  practical  operation.  What  I  should 
like  to  know  is  this :  .  What  for  practical  purposes  would  be  the 
cost  and  benefit  of  the  incandescent  light  ?  llie  most  interesting 
part  of  the  lecture  to-night,  and  of  the  exhibition  to-night,  is  the 
email  lan  p  applicable  for  domestic  purposes.  I  should  like  Mr.  Lane 
Fox,  if  he  can,  to  tell  us  what  would  be  the  cost  of  introducing  that 
light  intO'  a  house  of,  say,  £100  a  year,  and  requiring,  say,  10  lights ; 
next,  a  house  of  £200  a  year,  and  so  on.  What  the  public  are 
interested  in  knowing  now  is,  seeing  that  the  electric  light  for  street 
purposes  and  for  the  illumination  of  railway  stations  is  an  accom. 
plisbed  fact,  Can  the  electric  light,  either  by  the  inventions  of 
Mr.  Lane  Fox,  or  of  any  one  else,  or  all  put  together,  make  the 
electric  light  applicable  to  domestic  purposes  ?  It  is  quite  clear 
tb  it  it  can  be  brought  to  illuminate  large  rooms  of  this  kind :  we 
sed  that  it  can  be  brought  to  illumine  the  streets ;  but  the  lights 
for  domestic  puipotEies  are  the  most  importanty  and,  to  my  mind,  the 
most  interesting  invention  whidi  has  been  brought  before  us.  I 
fitiould  like  some  member  who  follows  me,  afier  my  very  few 
remarks^  to  say  what  are  the  special  advantages  of  the  Lane  Fox 
light  in  comparison  with  the  Swan  light,  with  the  Edison  light, 
and  with  the  Sietn^is  light  I  Have  any  other  persons  brought  the 
light  nearer  to  perfection  for  domestic  purposes  and  for  constant  use 
than  Mr.  Lane  Fox  1    Is  the  British  Electric  Light  Company  (who 
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bave>  I  believe,  fitted  up  the  display  to-Dight)  prepared  to  give  me 
an  estimate  of  the  cost  of  a  gas-engine,  either  Otto's,  Crossley's, 
or  any  other,  and  a  generator  which  can  be  connected  therewith, 
for  illuminating  my  house  in  the.  country  ?  ^  We  know  that  Sir 
William  Armstrong  has  lit  up  his  house  on  the  Swan  principle. 
Has  any  one  done  it  on  the  Lane  Fox  or  any  other  principle! 
and,  if  so,  what  are  the  advantages  ?  Will  Mr.  Lane  Fox  or  any 
other  engineer  present  enlighten  us  on  these  matters?  because  all 
the  inventions,  as  far  aa  flie  public  are  concerned,  are  comparative. 
We  want  the  best,  the  simplest,  and  the  cheapest  light;  and  if  any 
one  can  make  a  lamp  that  is  applicable  at  a  cheap  rate,  or  at  anything 
approaching  one  shilling  per  lamp,  the  cost  Mr.  Lane  Fox  has  stated 
as  the  cost  of  the  lamp  now  exhibited,  it  will  be  greatly  appreciated. 
Suppose  we  call  it  5s.,  to  include  manufacture  and  profit ;  and  if 
the  cost,  instead  of  a  {arthing  per  hour  for  a  150  candle  light,  is  four 
times  that  amoimt,  or  one  penny  per  hour,  then  I  say  a  very  great 
object  has  been  accomplished.  It  will  then  behove  all  who  are 
interested  in  gas  companies  to  look  about  them.  I  should  be  very 
glad  to  hear  some  practical  remarks  by  men  who  thoroughly  under- 
stand the  matter  and  can  tell  us  what  are  the  relative  advantages 
of  this  beautiful  light,  than  which  I  never  saw  anything  more 
brilliant,  more  soft,  and  more  applicable  for  domestic  lighting. 
What  are  the  comparative  advantages  of  this  with  all  other  lights  ? 
As  you  have  invited  me  and  others  of  the  public  here,  I  venture 
to  suggest  that  we  do  not  want  to  go  into  the  technical  question, 
but  to  leave  that  for  electric  engineers  to  discuss.  It  is  a  great 
and  interesting  public  question.  I  hope  some  one  will  follow  me 
who  will  tell  us  how  soon  it  can  be  applied  generally  to  domestic 
use,  and  the  cost  in  the  cases  to  which  I  have  referred. 

Mr.  Cbompton  :  Mr.  Chadwick  calls  upon  our  President  to 
pronounce  authoritatively  which  system  of  incandescent  lighting 
(the  author's,  Mr.  Swan's,  or  Mr.  Edison's)  he  considers  best 
suited  &r  the  requirements  of  private  users  of  the  light  I  think, 
however,  that  he  will  hardly  obtain  the  decisive  opinion  he  wishes 
for,  for  several  reasons.  The  above-named  inventors  are  now 
running  neck  and  neck  in  an  honourable  race  to  supply  us  with  a 
truly  successful  light  for   domestic  use,  and  nothing  short  of 


1881.]  DISCUSSION  ON  ME.  FOX  PITT»S  PAPER.  167 

extended  practical  application  of  the  several  systems  will  furnish 
sufficient  data  on  which  to  found  such  decisive  opinions  as  those 
asked  for. 

I  have  just  returned  firom  the  Norwich  Fisheries  Exhibition, 
where  we  have  the  incandescent  lights  of  Mr.  Swan  in  use,  to 
light  up  all  the  smaller  spaces  and  offices.  As  far  as  mere  outward 
effect  is  concerned,  the  results  we  show  at  Norwich  are  very 
similar  to  those  before  you  this  evening.  Again,  Mr.  Chadwick's 
questions  as  to  oosi'  of  maintenance  cannot  be  answered  for  much 
the  same  reason,  viz.,  want  of  extended  practical  experience. 
I  think  enough  has  been  done,  however,  to  show  that  we  can  effect 
a  considerable  saving  over  gas. 

Referring  now  to  the  papers  under  discussion,  I  have  to  ask 
Mr.  Lane  Fox  Pitt  for  information  on  several  points.  Has  he 
considered  that  hii  plan  of  distribution,  being  simply  the  multiple 
arc  system,  slightly  varied  by  the  earth  being  used  as  the  return 
circuit,  is  wasteful  of  current,  as  compared  with  those  systems 
where  a  current  of  higher  E.M.F.  is  used  sufficient  to  work  several 
lamps  in  series  in  each  branch  of  the  circuit]  I  made  a  calculation 
for  Mr.  Swan  some  time  ago,  which  showed  that,  given  an  incan. 
descent  lamp  of  a  resistance  of  40  ohms  when  hot,  and  requiring 
a  current  of  1  weber  to  raise  it  to  the  required  degree  of  incan- 
descence, the  energy  required  by  each  lamp  is  *053  H.P.,  or 
rather  over  18  lamps  to  the  H.P.  Now,  by  using  currents  of 
high  tension,  such  as  have  already  been  successfully  employed  by 
the  Brush  Company,  we  can  work  such  a  large  number  of  these  40 
ohm  lamps  in  series  as  to  utilise  80  per  cent,  of  our  energy  in  the 
lamps,  and  thus  get  14  lamps  per  H.P.;  whereas  if  we  use  currents 
of  low  tension,  and  work  the  same  lamps  in  multiple  arc,  we  can  only 
get  10  lamps  per  H.P.  Of  course  I  am  aware  that  the  author  claims 
the  merit  of  greater  simplicity  for  the  multiple  arc  arrangement, 
but  this  simplicity  may  be  too  dearly  purchased  at  the  above  great 
loss  in  economic  efficiency. 

Turning  now  to  the  regulator  by  which  the  author  proposes  to 

keep  the  mains  at  a  constant  potential,  I  may  remark  that,  so  long 

as  he  uses  lamps  in  parallel  arc  and  self-exciting  dynamo  machines 

to  produce  his  current,  the  machines  themselves  are  self-regulating 
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within  certain  limite  of  E.M.F. :  each  lamp,  as  it  is  switched  in  or 
out  of  circuit,  diminishes  or  increases  the  resistance,  and  conse- 
quently increases  or  diminishes  the  current  almost  in  the  exact 
proportion  necessary  to  keep  the  current  at  a  constant  potential. 

The  electrical  regulator  shown  by  the  author  is  extremely 
ingenious,  but  I  doubt  much  whether  it  will  have  power  to  work 
anything  but  the  throttle  valve  of  a  steam-engine ;  whereas  the 
tendency  of  mechanical  engineers  for  the  past  few  years  has  been 
to  do  all  the  governing  of  the  steam  engine,  by  varying  the  cut-off 
of  the  slide  valve — ^a  duty  which  requires  a  governor  of  much 
greater  power  than  does  moving  the  throttle  valve. 

The  Brush  Company  have,  I  am  told,  an  extremely  ingenious 
regulator,  which  controls  the  E.M.F.  of  their  machines,  by  short- 
circuiting  a  portion  of  the  fixed  magnets.  This  appears  a  more 
fitting  duty  for  Mr.  Fox*s  regulator,  than  attaching  it  to  the  steam- 
engine  direct 

As  to  the  use  of  the  secondary  or  reservoir  batteries  to  act  as  a 
store  of  electrical  energy,  it  is  one  of  those  things,  much  talked  of, 
but  never  yet  practically  carried  out  M.  de  Meritins  told  me  a  few 
days  since  that  a  secondary  battery  had  been  recently  brought  out 
in  France,  which  gave  surprising  results:  five  or  six  times  as  much 
energy  can  be  stored  in  it  as  in  the  Plants  batteiy.  In  fact,  if  I 
understood  him  aright,  32,000  foot-tons  of  energy  could  be  stored 
in  the  space  of  a  cubic  metre.  This  is  something  like  an  accumu- 
lator;  and,  if  it  be  true,  we  have  got  our  electric  light  **  gasometer." 

I  am  curious  to  hear  the  author's  experiences  in  coupling  up 
dynamo-electric  machines  in  quantity  to  work  circuits.  So  long  as 
we  use  simple  self-exciting  machines,  we  have  had  considerable 
trouble  with  reversals  of  polarity,  causing  one  machine  to  drive  its 
current  through  the  other  one,  instead  of  sending  it  through  the 
external  circuit.  Of  course,  with  separately  excited  or  magneto 
nmchines,  this  is  not  the  case. 

One  other  point  I  find  difficult  to  understand,  if  Mr.  Fox  is 
correct  in  his  measurement  of  resistance  of  these  lamps  at  85  ohms 
when  hot.  If  we  take  the  current  passing  at  one  weber  for  lamps, 
we  have  52  webera  through  a  total  resistance  of  about  2*5  ohms^  say, 
1*6  in  lamps,  '7  in  machine,  and  *2  in  leading  wires.    This  is  equal 
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to  laiher  over  9  H.F.  of  actual  electrical  energy  developed  in  the 
circiiii).  The  B  gramme  is  a  very  powerful  generator  of  current, 
we  know,  still  I  don't  think  it  will  give  off  so  much  energy  as  this. 
I  think,  probably,  the  author  has  over-estimated  the  resistance  of 
his  lamps. 

Professor  Ayrton's  galvanometer  will  be  a  great  help  to  us 
electric  light  engineers :  we  are  greatly  in  want  of  a  trustworthy 
galvanometer  of  sufficient  portability  to  be  carried  down  to  the 
various  instalations  as  we  fix  them. 

His  transmission  dynamometer  is  not  new.  A  young  elec. 
trician  who  is  working  with  me,  Mr.  Harold  Thomson,  schemed  out 
almost  identically  the  same  arrangement  some  months  since,  the 
difference  being  in  the  mode  of  observing  the  tension  on  the 
springs;  the  extension  or  compression  of  the  springs  causing  a 
longitudixud  movement  of  one  of  the  pulleys  along  the  spindle, 
which  movement  could  be  observed  by  a  lever,  the  short  end  of 
which  pressed  lightly  against  the  end  of  the  pulley  boss,  the  other 
end  carrying  a  recording  index. 

Professor  Atbton  :  But  it  is  this  very  mode  of  observing  the 
tension  on  the  springs  that  Mr.  Perry  and  myself  regard  as  the 
novelty,  since,  as  I  have  already  mentioned,  spiral  springs  for 
dynamometers  were  used  long  ago  by  M.  Morin. 

Mr.  Mitchell  :  I  was  invited  here,  on  behalf  of  a  paper,  to  take 
part  in  this  discussion  ;  and,  althou&;h  I  do  not  wish  to  follow  the 
remarks  made  as  to  the  question  of  cost  of  electric  lighting,  or  to 
enter  into  matters  of  detail,  there  is  one  question  which  I  should 
like  to  re-echo  here :  What  are  we  to  depend  upon  with  regard  to 
our  electric  light?  When  Mr.  Preece  lectured  recently  at  the 
Society  of  Arts,  he  said  that  the  engine  had  been  too  much  over- 
looked: matters  of  detail  between  one  light  and  another  were 
frequently  gone  into ;  but  the  prime  force  we  had  to  depend  upon 
was  the  engine.  This  evemng  I  have  those  remarks  brought  back 
to  my  mind  by  what  I  have  just  heard,  and  by  what  Mr.  Preece 
said  to  Mr.  Fox,  that  the  accident  to  the  light  was  due  to  the 
engine  strap  slipping.  I  think  this  is  a  favourable  opportunity  for 
obtaining  the  information  which  I  have  so  frequently  asked  for : 
How  are  we  to  get  over  this  difficulty  of  the  strap  slipping  ?    If 
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there  is  an  answer  I  shall  be  glad  to  know,  as,  if  this  Society  can 
get  oyer  that,  a  great  difficulty  will  be  o7ercome.  If  we  are  going 
to  introduce  electric  lighting,  I  do  hope  that  it  will  be  done  simply 
and  thoroughly ;  but,  when  I  am  asked  this  question,  I  want  to 
know  what  answer  I  can  give.  Perhaps  we  shall  have  to  go  back 
to  the  old  adage  of  the  shoemaker,  that  there  is  noihing  like 
leather ;  but  I  shall  be  glad  to  have  information  on  the  point. 

Mr.  C.  G.  QuMPEL,  A.I.C.E. :  Sir,— There  are  two  or  three 
points  on  which  I  should  like  to  have  some  information,  which  I 
think  Mr.  Lane  Fox  can  give. 

We  have  had  this  brought  before  us  as  a  new  system.  I  have 
failed  to  discover  the  difference  between  this  and  Mr.  Swan's, 
which  has  been  exhibited  several  times  in  London,  and  between 
Mr.  Edison's  system.  In  all  these  three  cases  it  is  a  carbon 
filament  which  is  brought  to  incandescence,  and,  so  &r  as  the 
outside  public  is  concerned,  we  do  not  know  the  difference. 
Edison's  system,  no  doubt,  takes  precedence  in  point  of  time,  and 
also  in  the  preparation  of  the  carbon  filaments,  by  exhausting  the 
vessel  while  they  are  under  incandescence,  greatly  improving 
thereby  the  vacuum,  and  increasing  the  durability  of  the  fila. 
ments,  which  I  believe  is  a  great  step  towards  success. 

Mr.  Lane  Fox  has  not  told  us  about  the  manner  of  preparing 
his  carbons,  and  it  will  be  remembered  that  Mr.  Swan  avoided  the 
question ;  whereas  the  whole  and  chief  difference  between  Mr.  Fox 
and  Mr.  Swan  is  only  in  the  production  of  the  carbon  filament. 

Next,  with  regard  to  the  arrangement  of  the  lamps.  It  is  well 
known  that,  if  we  put  a  number  of  these  electric  lamps  in  parallel 
circuit,  when  one  or  more  are  turned  out,  unless  there  is  an  equiva- 
lent resistance  substituted,  the  machine  will  either  be  short-circuited 
and  the  armature  be  heated,  or  the  carbon  filaments  in  the  lamps 
will  be  destroyed.  To  avoid  this  evil  in  the  dynamo  machine,  the 
multiple  circuit  was  abandoned,  and  the  series  arrangement 
with  compensating  resistances  adopted,  as  has  been  stated  by  Mr. 
Crompton. 

In  regard  to  economy,  it  is  a  very  delusive  statement  to 
make,  that  our  steam-engines  can  be  worked  on  1 4  lbs.  or  If  lbs. 
of  coal  per  horse-power.    As  a  practical  engineer,  I  know  that 
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there  are  no  such  cases.  The  nearest  approach  to  it  is  that  of  Mr. 
Loftns  Perkins,  and  he,  I  think,  approached  it  to  a  very  small 
fraction  under  2  lbs.,  1*6  lbs.  or  1*7'  lbs.  The  greatest  effect 
attained  in  steam-engines  was  in  the  ''  lona"  on  the  Clyde,  which 
was  a  special  favourite  of  Professor  Bankine's.  That  vessel  pro- 
duced  one  horse-power  with  about  2  lbs.  of  coal,  which  is  very 
rarely  reached ;  and  even  in  the  largest  engines,  working  up  to 
8,000  horse-power^  it  approaches  3  lbs.  In  ordinary  steam-engines 
now  working,  the  average  consumption  is  3  to  4  lbs.,  and  the 
great  point  is  this,  as  put  by  Mr.  Chadwick  just  now:  What 
is  the  cost  of  the  electric  light  where  large  centres  for  distribution 
cannot  be  established !  If  I  had  a  house  in  the  countiy  I  would 
not  listen  to  any  one  telling  me  the  light  could  be  produced  by 
1}  lbs.  of  coal  per  horse-power,  but  should  want  to  know  the  price 
of  an  apparatus  that  would  provide  so  many  lights  with  an  ex. 
penditure  of  6  to  6  lbs.  of  coal  per  horse-power  per  hour.  That  is 
the  figure  which  should  be  brought  into  calculation.  The  electric 
light  is  at  present  but  little  established :  it  is  a  thing  which  has  to 
be  developed;  and  under  these  circumstances  few  will  adopt  it 
unless  they  can  afford  a  certain  sacrifice  and  run  a  certain  risk. 
Were  I  a  capitalist,  I  would  not  hesitate  to  go  to  the  expense,  if  only 
to  promote  it ;  but  the  ordinary  public  will  not  do  this,  and  we 
must  give  them  reliable  figures,  or  destroy  their  confidence. 

The  apparatus  by  means  of  which  Mr.  Lane  Fox  proposes  to 
regulate  the  dynamo  machine  through  the  steam  valve,  as  already 
pointed  out  by  Mr.  Compton,  is  not  up  to  the  standard  of  engineer, 
ing  at  the  present  time.  To  wire-draw  the  steam  is  not  the  best 
means  of  regulating  an  engine  either  for  economy  or  efficiency :  it 
must  be  by  the  slide  valve ;  and  the  great  advantage  of  the  Corliss 
engine  is  simply  owing  to  the  fact  that  the  steam  is  cut  off  as  near 
as  possible  at  the  steam  cylinder,  to  get  the  most  beneficial  result. 
Anything  of  the  kind  suggested  by  Mr.  Fox  would  not  be  adopted 
by  any  engineer,  and,  even  if  his  regulator  were  adopted,  I  am  afraid 
it  would  be  unsteady.  Should  the  current  be  too  strong,  the  regu. 
later  would  cut  off  the  steam :  this  would  weaken  the  current,  which 
then  would  turn  the  steam  on  again,  and  so  oscillations  would  be  the 
result.    The  regulation  of  the  current  is  a  most  difficult  task  to 
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fblfi],  aod,  as  Mr.  Crompton  has  stated,  there  are  already  better 
systems  in  Yogue  than  the  one  now  befinre  ns.  Any  piactical 
engineer  or  dectriciaa  who  des^ns  a  veiy  efficient  regulator  will 
most  decidedly  promote  the  advance  of  the  electric  light. 

On  the  whole,  we  can  hot  thank  lb.  Lane  Fox  for  bringii^  his 
flystem  before  vs.  There  is  no  qnestion  that,  nntil  the  electric 
light  can  be  introdnced  into  oar  yery  houses,  we  shall  not  look 
upon  it  as  a  light  to  be  generally  adopted.  Bnt  when  we  are  asked 
about  steam  engines  and  gas  motors  for  prodacing  the  light,  let  us 
give  oar  friends  reliable  figoies. 

The  farther  discussion  on  Mr.  Fox  Pitt's  paper  was  then  ad. 
joumed  until  April  28th,  and  the  meeting  conduded  by  a  ballot, 
at  which  the  following  were  elected 


A$  Foreign  MemJber : 
Captain  Andr&  A.  Comerma. 

As  MemJben: 

John  Oldham. 
C.  W.  Sleeman. 


As  AjBaodaies: 

John  R.  Andrew. 
Charles  Moseley. 
F.  J.  Mudford. 
George  Frederick  Sogers 
Jdm  Scadamore  Sellon« 
Lawson  Stockdale. 
Harold  Lyon  Thompson. 
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THE  THERMO-ELECTRIC  NEUTRAL  POINT. 

By  A.  Pabtz. 

Whfle  eDgaged  of  late  in  making  a  series  of  thermo-electric 

experiments,  I  had  repeated  occasions  to  fully  convince  myself 

that  the  electric  currents  resulted  purely  from  a  conversion  of  the 

applied  heat.    I  also  obtained  a  little  more  light  on  the  conditions 

under  which  that  conversion  took  place,  and  detected  various 

errors  in  the  statements  of  former  investigators  of  the  subject. 

For  instance,  there  is  evidently  something  ^rong  about  the  iron 

Une  in  the  diagram  on  p.  178  in  the  highly  meritorious  book  of 

Ftofeasor  Jenkin;  indeed,  the  whole  diagram  seems  to  need  a 

revision.     This  may  be  shown  by  a  few  simple  trials.    Take  a 

platinum  and  an  iron  wire,  each  about  1  mm.  thick  and  at  least 

15  cm.  long  (so  that  the  heat  be  not  conducted  too  readily  to  the 

pole  connections),  twist  them  together  and  hammer  the  twisted 

ends  a  little  flat,  so  as  to  prevent  them  from  untwisting  when 

heated ;  form  a  circuit  through  a  galvanometer,  and  introduce  the 

twisted  end  gradually  into  a  strong  flame.    Tou  will  see  the  needle 

steadily  deflecting  in  the  same  direction  until  the  wires  have 

attained  at  their  junction  a  bright  red  heat,  when  it  suddenly 

stops,  and  it  will  then  not  move  either  one  way  or  the  other,  even 

though  the  heat  be  raised  considerably  higher  by  the  aid  of  a 

blowpipe ;  and,  when  you  withdraw  the  couple  from  the  flame,  the 

needle  will  steadily  recede  to  0^.    There  is,  then,  no  reversion  of 

the  current,  no  neutral  point ;  but  there  is  a  point  of  maximum 

force.    In  making  the  experiment  with  wires  of  argentine  and 

iron,  and  of  aigentine  and  copper,  the  same  result  will  be  obtained 

in  a  more  striking  manner,  because  of  the  greater  strength  of  the 

currents ;  and  here  it  will  be  found  that  the  maximum  force  of 

the  couple  of  aigentine  and  copper  is  not  much  inferior  to  that  of 
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argentine  and  iron.  .With  couples  of  silyer  and  iion,  copper  and 
iron,  and  aluminium  and  iron,  I  did  observe  a  reversion  of  the 
currents,  which  went  first  firom  the  former  to  the  latter  metals 
through  their  heated  junctions,  and  then  gradv4iU/y  turned  the 
other  way ;  but  here  also  occurred  the  same  points  of  maYimnm 
force  beyond  which  the  currents  could  not  be  pushed  by  an 
increase  of  heat. 

These  and  other  trials  led  me  to  conclude  that  I  had  got  on 
the  track  of  a  new  law,  which  may  be  stated  as  follows : — 

"  The  thermo-electric  current  of  a  metallic  couple  attains  its 
maximum  strength  when  the  molecular  structure  of  one  of  the 
metals  begins  to  change,  at  the  heated  junction,  from  that  of 
solidity  to  that  of  plasticity,  when  the  metal  begins  to  take  up 
latent  heat'* 

To  test  this  law  at  a  moderate  temperature,  and  in  such  a  way 
that  the  change  in  the  state  of  aggr^ation  of  one  of  the  metals 
could  easily  be  observed,  I  made  the  following  experiment : — ^I 
cast  binnuth  in  a  porcelain  tube  1  cm.  in  diam.  and  16  cm.  long, 
inserting  at  each  end  a  copper  wire,  one  passing  through  a  plug  of 
plaster.  Having  connected  the  wires  with  a  galvanometer,  I  held 
the  tube  in  an  inclined  postition,  with  its  open  end  over  an  aloohol 
flame.  The  moment  when  the  bismuth  began  to  soften,  so  that 
the  inserted  wire  became  slightly  loosened,  the  needle  stopped  ad- 
vancing ;  and,  although  I  then  increased  the  heat  £ur  beyond  the 
melting  point  of  the  metal  (the  lower  end  of  the  tube  being  placed 
in  water),  the  needle  remained  at  the  same  spot. 

As  regards  the  reversion  of  thermo-electric  currents,  I  am  con- 
fident that  future  investigations  will  prove  them  to  be  due  to  such 
molecular  changes  as  are,  with  respect  to  some  meta.l6,  already 
known  to  take  place  at  comparatively  low  temperatures.  Thus^ 
while  zinc  is  malleable  at  150^  C,  it  becomes  brittle  at  200°,  and* 
that  change  just  coincides  with  the  inversion  of  its  current  with 
iron. 
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B.  BXLKSOLTI— ON  OUBEENTB  FBOM  POLARISED  PLATINUM 

PLATES. 

(AwnaUn  der  PhyM  und  Chmie,  B.  XL,  H.  5.,  1880,  No.  19,  pp.  787-769.) 

The  author  was  led,  by  his  experiments  on  electrical  capillary  phenomena, 
to  inrestigate  whether  similar  results  were  caused  by  the  motion  of  an  electro- 
lytio  fluid  along  polarised  platinum  plates.  It  was  necessary  to  observe  the 
effects  produced  by  the  polarisation  of  one  electrode  independently  of  the 
simultaneous  polarisation  of  the  other.  The  experiments  were  made  with 
electrodes  of  platinum  wire  (0*6  mm.  thick,  80  mm.  long),  which  was  fused  into 
glass  tubes  where  it  cut  the  surfiBMse  of  the  liquid.  These  dipped  into  slightly 
acidulated  water.  In  one  series  of  experiments,  where  the  platinum  wire  acted 
tm  kathode,  the  second  electrode  was  zinc  amalgam,  which  remained  unpolarised. 
In  many  other  series,  the  second  electrode  was  a  pair  of  platinum  plates, 
iKtween  which  a  continuous  weak  current  from  two  Il|iniells  was  maintainedi 
Bui&cient  to  decompose  water.  Besides  being  connected  by  the  two  platinum 
plates  in  the  water,  the  battery  circuit  was  completed  through  a  resistance  of 
2,000  Siemens  units.  By  means  of  a  sliding  contact  piece  on  this  shunt  circuit, 
connection  could  be  made  through  a  Thomson  galvanometer  with  the  platinum 
wire  electrode.  With  this  arrangement^  the  pair  of  platinum  plates  acted  as  an 
unpolarised  electrode.  The  figure  shows  the  connections,  in  which  A  and  B 
are  the  platinum  wires,  H  and  0  the  pair  of  platinum  plates  for  decomposing 


water,  D  the  two  Baniell's  cells,  o  h  the  scale  of  2,000  unite  resistanoe,  and  G 
the  galvanometer,  which  can  be  joined  up  to  a  and  h,  a  and  e,  or  (  and  e. 
According  to  the  position  of  the  contact  piece  (/)» the  E.M.F.  could  be  varied 
from  — 1,000  to  +  1,000  in  terms  of  the  scale,  and  these  values,  divided  by 
1,088,  give  the  E.M.F.  in  Baniells.  If  an  E.M.F.  -  —  1,000  is  allowed  to  act 
I6r  several  days,  to  get  rid  of  all  occluded  hydrogen  by  the  development  of 
mygen  on  the  surfaoes  of  the  wiresg  and  then  the  E.M.F.  is  varied  ftom  —  900 
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to  0,  a  decrease  of  the  E.M.F.  between  these  limits  causes  a  temporary  negative 
flnctaation  of  the  currenty  an  Increase  causes  a  positive  one.  But  as  soon  as 
the  limit  E.M.F.  —  0  is  passed,  strong,  persistent,  positive  currents  are  pro- 
duced. Since  1|  Daniells  are  necessary  for  electrolysis,  no  separation  of  free 
hydrogen  can  take  place  with  the  E.M.F.  employed ;  and  the  author  oondndea 
that  the  great  increase  of  the  current  is  due  to  the  taking  up  and  occlusion  of 
the  hydrogen  by  the  platinum.  After  the  first  strong  current  has  abated, 
reduction  of  the  E.M.F.  produces  an  increase  of  the  former  current,  after  a  short 
negative  deflection.  This  is  not  observed  if  the  platinum  plates  have  become 
saturated  with  hydrogen. 

In  one  instance  an  E.H.F.  —  +  1000  was  allowed  to  act  for  a  fortnight. 
The  current  fell  gradually  to  less  than  half  the  strength  it  had  at  first. 
On  making  changes  in  the  E.M.F.  by  steps  of  100  S.U.  at  a  time,  every  backward 
step  gave  a  negative  deflection,  every  forward  step  a  positive  one.  On  returning 
to  negative  E.M.F.,  continuous  currents  are  produced  which  have  much 
greater  intensity  than  those  first  obtained.  The  cause  of  these  currents  is 
doubtless  to  be  found  in  the  circumstance  that  the  occluded  hydrogen  gradually 
soaks  out  of  the  platinum,  and  combines  with  the  oxygen  set  free  fh)m  the 
electrolyte  by  the  E.M.F. 

In  investigating  the  efl^ct  of  currents  of  water  along  polarised  platinum 
surfaces,  the  thin  platinum  wires  above  described  were  used,  and  were  kept  in 
vibration  by  slight  taps  with  a  glass  tube ;  or  the  electrodes  were  placed  at  the 
openings  of  small  tubes,  from  which  water  was  allowed  to  flow  into  the  large 
vessel  (0).  It  is  necessary  to  distinguish  the  primary  current  which  is  developed 
before  the  electrodes  are  shaken,  and  the  concussion  current  due  to  the  shaking. 
According  as  the  shaken  electrode  is  kathode  or  anode,  the  author  terms  the 
ooncttssion-current  kathodic  or  anodic,  and  he  deduces  the  following  laws  from 
his  obserrations  ^— 

1.  When  there  exists  a  strong  kathodic  primary  current,  the  oonoussion 
eurrents  are  always  in  the  same  direction  and  strengthen  the  existing  current. 

2.  When  the  primary  current  is  anodic,  or  weak  kathodic,  the  ooncunion- 
currents  are  anodic. 

3.  The  covering  of  the  surfiices  of  the  platinum  plates  with  hydrogen 
promotes  the  development  of  anodic  concussion-currents.  These  are  strongest 
if  platinum  plates  strongly  charged  with  hydrogen  are  brought  under  the 
action  of  anodic  E.H.F.  The  limit  between  currents  which  give  anodic  and 
kathodic  concussion-curTents  lies  at  weaker  kathodic  currents  for  platinum 
plates  poor  in  hydrogen  than  for  those  rich  in  hydrogen. 

4.  If  the  primary  current  is  interrupted,  anodic  concussion-currents  are 
obtained,  which  arcstroiiger  the  more  the  electrodei  are  charged  with  hydrogen. 

A  current  produced  by  shaking  of  the  electrodes,  even  after  long^  dniation, 
gives  BO  deflection  in  the  opposite  direction,  as  do  alterations  of  the  carrent  due 
to  change  of  resistance  or  E.MJP.  with  polarised  plates.  It  may  be  concluded 
that  the  concussion-current  is  not  produced  by  any  of  the  changes  which  would 
have  produced  the  polarisation-current  in  a  state  of  rest.  A  strong  kathodic 
current  removes  the  acid  flrom  the  neighbourhood  of  the  electrode,  axid  f onna 
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badly  condncting  layers.  If  these  ai«  washed  away,  an  increased  current  mtist 
results  This  causes  the  kathodic  concussion-current ;  but  in  the  case  of  anodic 
cturents  there  is  nothing  corresponding  to  this  cause. 

In  general,  then,  if  the  concussion  does  not  alter  the  resistance,  wires  which 
contain  much '  occluded  hydrogen  give  kathodic  concussion-ctirrents ;  thoee 
containing  less,  strong  anodic  currents,  and  those  with  very  little  hydrogen, 
weak  anodic. 

The  author  proceeds  to  give  his  hypothesis,  which  is  founded  on  the  above 
experiments  and  others.  He  starts  with  the  view  that  a  different  degree  of 
attraction  for  the  two  kinds  of  electricity  belongs  to  every  substance  which  can 
act  as  a  metallic  conductor.  Since,  whenever  positive  electricity  is  produced,  an 
equal  quantity  ol  negative  is  also  called  into  existence,  it  is  only  necessary 
to  speak  of  the  forces  acting  on  the  positive.  If  the  work  which  is  performed 
by  this  attractive  force,  when  the  electrostatic  unit  of  positive  electricity 
passes  from  any  metal  serving  as  base  of  the  series  at  a  zero  potential  into 
the  interior  of  a  metal  (M),  is  put  «  Gm*  and  the  value  of  the  potential  in 
M  »  ^aa,  then  there  is  electrical  equilibrium  between  two  metals  (Z  and  0)  when 
^M  —  (^t  ""  4>e  —  ^c  The  constants  (G),  which  the  author  terms  the  galvanic 
value,  determine  the  place  of  the  metal  in  the  voltaic  series.  The  zero  of  the 
series  can  be  fixed  arbitrarily,  and  the  author  chooses  the  metal  of  the  electro- 
meter which  receives  the  charge  from  the  body  to  be  experimented  upon,  in 
which  case  ^g  —  G^  and  ^^  —  Ge  are  the  values  of  the  potential. 

To  explain  Faraday's  law  of  electrolysis,  he  assumes  that  in  every  compound 
body  capable  of  electrolysis,  each  combining  unit  of  the  kation  is  united  with 
one  equivalent  of  +  electricity,  each  combining  unit  of  the  anion  with  one 
equivalent  of  negative.  No  other  force  (chemical)  is  opposed  to  the  free 
motion  of  the  positively  and  negatively  charged  ions,  than  their  electrical 
attraction  and  repulsion.  In  order  that  a  number  of  pontive  ions  may  separate 
electrically  neutral  and  chemically  uncombined,  the  half  of  them  mutt  give  up 
theii^  equivalentfe  of '  +  II,aiidtakeupthecorreflponddDg-^B*  Thietransforence 
is  aeconilianied  by  a  considerable  oonsumption  of'  work,  and  constitiitee  the 
definite  ■eparation  of  the  former  chemical  combination.  If  tibe  electrolytic 
liquSd  it  in  contact  with  two  electrodes  of  unequal  potential,  a  collection  of 
the  atoms  of  the  positive  ion  takes  place  at  the  itegative  plate^  and  of  the 
negative  at  the  positive  plate,  until  the  potential  in  the  interior  of  the 
liquid  has  reached  a  constant  value.  If  positively  charged  atoms  collect 
along  the  outer  side  of  the  sur&oe  of  the  electrodes,  the  oorresponding 
quantity  of  negative  electricity  is  attracted  to  the  inner  side*  so  as  to  form 
an  electrical  double  layer.  In  such  a  case  molecular  forces  must  act,  which 
have  a  very  small,  but  finite,  sphere  of  influence ;  for  otherwise  the  distance 
of  the  two  layers  from  one  another  would  be  infinitely  small,  and  the  work 
of  the  electrical  forees  corresponding  to  the  accumulation  would  be  infinitely 
great.  In  the  former  case  the  double  layer  will  possess  a  finite  moment, 
and  form,  in  fact,  a  condenser  of  extraordinary  high  capacity.  Bo  lon|(  as  no 
chemical  action  alters  the  quantity  of  the  accumulated  electricities,  the 
potential  of  the  liquid  between  the*  two  electrodes  is  determined  by  equal 
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quantities  of  -i-  £  and  of  —  E  having  accnmolated  at  both  electrodea.  ]>t  £ 
he  the  quantity  of  the  accmnohtted  electricity^  Fi  and  Ft  the  areas  of  tbe  two 
electiodes,  d  and  Gs  the  capacities  of  nnit  of  sor&ce  (which ,  as  far  as  poesihlc, 
are  functions  of  the  thickness  of  the  layer),  ^i,  ^  and  ^  the  potentials  of  the 
two  metal  plates  and  of  the  flnid,  then  there  is  electrical  equilibrinai  wlien 

(1.)   E -Fi.Ci.(^i  — ^);  E -F,    C,.(^  — ^). 
(la.)  ♦!  — Gi  — ^  +  O,  -  A 

where  A  -i  E  J)i.F.  of  the  battery. 

From  this  follow  the  equations^  entirely  establishing  the  conditiona  of 
eqnilibrimn. 

i 

The  processes  explained  by  the  author  on  this  hypothesis  are  (1)  the  electro- 
lytic separation  of  the  ions  from  a  liquid,  and  (2)  the  occlusion  of  hydit)gen 
in  the  metal  of  the  kathode. 


Dr.  r.  nrom— ELEGTBOJffOTIVE  FOUGE  OF  YABIOUB  ZIKC-COPPEB 

ELEMENTS. 

{AnnaUn  dj&r  Fhywik  wkd  Chemiet  B.  XI,  H.  5»  No.  18, 1880,  pp.  795.80a) 

The  current  from  several  Bunsen's  cells  was  sent  through  a  voltameter,  two 
rheostats,  a  platinum  wire  (a  (),  and  so  back  to  the  battery.  A  shunt  circuit 
connected  with  the  points  a  and  h  of  the  wire  contained  a  contactJ^ey,  a 
galvanometer,  and  the  element  to  be  experimented  upon,  the  positive  pole  of 
which  was  connected  up  to  that  point  of  the  wire  (a  h)  at  which  the  main  current 
entered.  The  current  strength  in  the  main  circuit  was  so  regulated  hy  means 
of  the  two  rheostats,  that  the  galvanometer  needle  remained  at  rest.  The 
voltameter  was  put  in  connection  with  a  glass  globe  for  collecting  the  gas 
evolved  for  a  time  (I),  which  was  generally  thirteen  minutes.  If  the  galvano- 
meter gives  no  deflection  during  this  time,  the  diflbrence  of  potential  between 
the  points  a  and  h  is  equal  to  the  electro-motive  force  of  the  experimentsl  cell. 

E 
The  current  strength  in  a  b  (resistance  «•  io)  is  I  » •-- ;  and  since  the  current 

strength  in  the  voltameter  equals  that  in  a  5,  if  s  is  the  reduced  volume  of  gas^ 

a  S  *10 

I  «.  -;  And  hence  E  -  —r- ,  where  s«  is  in  cubic  centimeters,  i  in  minutes, 

and  10  is  equal  to  1-OOS  Siemens'  units.  The  platinum  wire  was  soldered  at 
either  end  to  a  copper  rod.  The  two  rods  were  attached  to,  but  well  insulated 
from,  a  piece  of  cork;  the  whole  being  placed  in  spirits  of  wine,  which 
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prevented  any  change  of  resistanoe  due  to  heating  of  the  wire.     The  reaiatance 

of  tlie  wire  hetween  the  points  a  and  I  was  determined  by  a  modification  of 

'Wlieatstone's  method.    One  hranch  of  the  bridge  contained  the  unknown 

resistance  (a  h),  and  a  standard  unit  coil  (e  d),  the  other  branch  was  a  wire 

stretched  over  a  scale.    The  bridge  wire  was  connected  successively  to  the 

points  e^  h,  c,  d,  and  the  needle  brought  back  to  zero  hy  shifting  the  point  of 

contact  with  the  stretched  wire.    In  this  way  the  points  a^  fi  y»  B*  ^^^^ 

obtained,  the  potentials  of  which  equal  those  of  a,  b«  c,  d  respectiTely.    The 

resistance  a  h  has  the  same  ratio  to  the  standard  e  d^  as  the  length  a  y3  to  7  £. 

Tbe  results  obtained  were  a  &  -  l-OOS,  1002, 1*001  Siemens'  units.    The  globe 

for  receiving  the  gas  was  calibrated  in  cubic  centimetres  by  weighing  with 

mercury :  and  during  the  experiments  it  was  surrounded  by  a  water  bath,  the 

temperature  of  which  was  taken  by  a  thermometer  reading  to  fifths  of  a  degree. 

The  strength  of  the  current  was  brought  to  the  desired  point  by  means  of  the 

two  rheostats ;  the  first  an  ordinary  one,  and  for  finer  adjustment  a  second, 

consisting  of  two  platinum  wires  fixed  by  corks  in  a  tube,  which  could  be 

immersed  more  or  less  in  a  test-tube  of  mercury  by  means  of  a  screw,  thus 

allowing  a  greater  or  less  length  of  the  wires  to  be  brought  into  circuit.    The 

numbers  in  the  following  tables  are  the  volumes  of  gas  in  cubic  centimetres 

produced  in  one  minute  by  one  element  as  described,  working  through  a  total 

resistance  of  one  Siemens'  unit.    The  figures  in  brackets  show  the  parts  by 

weight  of  the  salt  in  the  solution. 

Cell  I.  Amalgamated  zinc ;  zinc  sulphate  (1—3) ;  copper  sulphate  (1-^) ; 
copper. 

Exp.  1.    E  -  12*21 ;  1216. 
S.    E  -  12-14;  12*12. 

5.  E  -  1219;  12*20;  1218. 

7.  E  -  122s ;  1219. 

9.    £  -  12-24 ;  12*21 ;  12*28 ;  12-25. 

Mean,  E  «  12  2. 

Cell  n.  Amalgamated  zinc ;  zinc  sulphate  (1—41) ;  copper  sulphate  (1—4) ; 
copper. 

Exp.  16.    E  -  1218;  1215. 
17.    E  -  12-18;  1218. 

Mean,  E  -  12-18. 

Cell  IIL  Amalgamated  zinc ;  sulphuric  acid  (sp.  gr.  -1  1*181);  copper  sul- 
phate(l— 5);  copper. 

Exp.  2.    E  -  1811;  12-84. 

4.    E  -  18-10;  18-07;  1805. 

6.  E  -  18-10;  18-06;  18-05. 

8.  E  >  18-22;  18-28;  1814. 
10.    E  -  18-22 ;  1808. 

Mean,  E  -  18-15. 
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OeU  lY.  Amalgamated  zinc ;  zinc  mlphate  (l--d) ;  copper  sulphate  (1 — 2) 
copper. 

Exp.  11.    E  -^  12-52;  12*46 
IS.    £  -  12-82;  12-82. 
18.    £  -  1240;  12-88. 
Mean,  12-41. 
OeU  Y.  Same  as  above,  but  2  yolumes  of  the  copper  solution  dilated  to  5. 
Exp.  14.    £  -  11*90;  11-92. 


r.  SZNZ&— THE  THEOBT  OF  YOLTA'S  FUNDAMENTAL 

EXPEEIMENT. 

(iLnnoIen  dar  Fhyttk  vfnd  Chemie,  B.  XL,  H.  6,  No.  18, 1880,  pp.  1084-103&) 

The  author  has  shown  in  the  Annalen,  B.  IX.,  p.  691,  that  the  causes  of 
difference  of  potential  are  not  to  be  sought  for  in  the  contact  of  two  metalB, 
but  in  chemical  changes.  He  shows  by  one  experiment  chosen  from  five  that 
no  difference  of  potential  arises  from  the  contact  of  two  metals.  Both  pairs  o£ 
quadrants  of  an  electrometer  were  connected  with  the  poles  of  a  Zamboni'B 
pile,  the  needle  with  one  of  the  plates  of  a  zinc-zinc  condenser.  On  connecting 
the  second  plate  of  the  condenser  to  the  copper  pole  of  a  Daniell,  the  zinc  pole 
of  which  was  to  earth,  the  electrometer  gave  a  deflection  -i  +  A.  Dischargixi^ 
the  whole  apparatus  and  reversing  the  connections  of  the  Daniell,  the  electro- 
meter gave  a  deflection  »  .^^  A.  (A  was  »  18  mm.)  According  to  the  contact 
theory  (if  £  means  earth,  and  F,  fluid  in  the  cell), 

£  I  Zn  +  Zn  |  F  +  F  |  On»Ou  |  Zn«>  +  A 
andEJCu-i-CulF+FI  Zn                 -—A 
and  therefore  £  I  Zn  +  E  |  Cu-i-Ou  |  Zn-Q  (1) 

Beplacing  the  zinc  condenser  by  a  copper  one,  and  repeating  the  experiment, 

E|  Cu  +  E  |Zn  +  Zn|Cu-0  (8^ 

But  from  (1)  and  (2)  Cu  |  Zn-Zn  |  Ou,  that  is,  Zn  |  Cu-0 

The  author  considers  that  Yolta's  experiment  is  a  phenomenon  of  static 
induction.  The  charge  of  a  zinc-oopper  condenser  commences  already  on 
approaching  the  plates,  and  therefore  without  any  contact.  This  induction 
seems  to  have  its  source  in  the  electrical  films  of  oxide  which  cover  the  metals, 
and  which  in  different  metals  possess  different  potentials  corresponding  to  the 
heat  of  oxidation. 


r.  KlWKH    TFE  THEOBT  OF  THB  GALYANIC  OEIiL. 
{Annalen  dsr  FhyHJc  md  Chemie,  B.  XI,  H.  6,  No.  18, 1880,  pp.  1086-1088.) 

The  author  having  shown  in  the  above  article  that  no  electro-motive  foice 
is  produced  at  the  point  of  contact  of  two  metals,  investigates  the  action  of  the 
galvanic  cell  from  a  chemical  point  of  view.  A  oondenser,  with  one  plate  of 
Bine  and  the  other  of  water,  behaves  as  a  zino»platinnm  condeiiser,  while  a 
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oopper-water  condenser  behityes  like  one  of  copper  and  platinum,  which  shows 
that  water  plays  the  same  part  as  platinum.  The  author  experimented  with  a 
oondenseTy  one  plate  being  zinc  and  the  other  yarious  liquids,  the  connection 
being  a  platinum  wire.  The  liquids  taken  were  water  and  solutions  of 
Hs  8O4.  Cu  BO4,  Zn  SO4,  HGl^  HNQg  and  alcohol,  and  he  found  that  the  charge 
remained  always  the  same.  Since,  then,  where  there  is  no  chemical  action  there 
is  no  production  of  electricity,  there  can  he  no  longer  any  doubt  that  the 
electrically  active  points  are  those  where  such  action  does  exist.  It  by  no 
means  necessarily  follows  that  the  free  potential  at  the  poles  of  an  open  cell 
are  equal;  their  ratio  depends  on  the  capacities  of  both  poles:  if  these  are 
equal,  then  the  potentials  are  equal.  If  8  is  the  constant  difference  of  potential 
of  the  poles,  C  the  capacity  of  the  positiye  pole,  c  that  of  the  negative,  then-- 

C 

Free  potential  at  —  pole  =  —  8  '^~t~q 

c 
Free  potential  at  +  pole  =  +  B  q 

On  investigating  the  course  of  the  potential  in  open  and  closed  cells,  it  was 
found  that  a  change  occurred  only  at  those  points  where  there  was  chemical 
action.  Thus  in  a  Smee's  cell  it  occurs  between  Zn  and  Ha  8O4,  not  between 
Hs  8O4  I  Pt,  nor  naturally  between  Pt  |  Zn.  In  two-fluid  cells,  e.g,,  Baniell's, 
the  potential  suddenly  alters  at  two  limits,  viz.,  Zn  |  H9  £0^  and  H9  SO4  |  Cu  SO4. 
At  the  former  limit  Zn  is  oxidised  by  reduction  of  Hs,  at  the  latter  Hj  is  oxi- 
dised by  reduction  of  Cu ;  and  in  both  cases  the  change  of  potential  corresponds 
to  the  heat  equivalent.  A  Baniell  may  be  looked  upon  as  made  up  of  two 
elements,  Zn  |  Ha  8O4  (t.e.,  a  Bmee),  and  the  element  Hf  Cu  SOi,  so  that 
D  :»  S  +  Ha  [  Cu  BO4.     Similarly  in  a  Qrove  O  «  S  +  Hi  |  HNOt. 


r.  BXnB-NATUBE  OF  GALYANIC  POLABISATIOK. 

{AnntOen  der  Fhyiik  und  Chemie,  B.  XIL,  E.  2,  No.  2, 1861,  pp,  280-290.) 

This  paper  is  a  reply  to  certain  objections  raised  by  Beetz.  The  author's 
experiments  had  led  him  to  the  conclusion  that  the  polarisation  current  was 
caused  by  the  reunion  of  the  ions  separated  at  either  electrode.  He  opposes 
the  view  that  any  metal,  if  it  is  covered  with  a  fllm  of  a  certain  gas^  has  a 
definite  and  constant  value  of  polarisation.  In  the  case  of  platinum  coated 
with  hydrogen,  for  instancci  the  value  depends  essentially  on  the  way  in  which 
the  hydrogen  is  employed  in  the  voltameter;  and  different  values  will  be 
obtained  for  the  electro-motive  force  of  polarisation  according  as  the  second 
electrode  is  copper  in  copper  sulphate  solution,  or  silver  in  silver  nitrate.  In 
both  cases  the  hydrogen  reduces  the  metal,  but  the  actions  are  not  thermioally 
equivalent.  The  author,  therefore,  considers  it  valueless  to  detennine  the 
polarisation  of  one  electrode  without  taking  account  of  the  other.  He  quotes 
from  a  paper  read  before  the  Yienna  Academy :— «The  foregoing  suffices  also 
to  characterise  the  methods  so  often  employed  for  the  determination  of  the 
polarisation  in  only  one  gas,  $4/,,  platinum  in  hydrogen,  in  thii^  that  the  oxygen 
is  employed  for  the  oxidation  of  the  second  electrode ;  but  it  is  by  no  means 
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indifferent  what  metal  is  oxidised.'*  Beetz  throws  doubts  on  this  law,  and  says 
that  Ezner  has  not  proved  it  by  experiment,  while  his  own  experiments  point 
to  the  contrary.  The  author  maintains  that  the  former's  method  was  wrong, 
not  the  law.  The  principle  of  Beetz's  method  was  shortly  the  following : — ^The 
primary  current  passed  through  a  voltameter  consisting  of  two  vessels  com- 
municating by  a  syphon,  each  holding  one  electrode,  A  and  B.  The  vessel 
containing  A  was  also  connected  by  a  syphon  with  a  third,  Z,  in  which  was  an 
amalgamated  zinc  plate  in  sulphate  of  zinc.  To  measure  the  polarisation  of 
plate  A,  it  is  put  to  earth,  and  the  zinc  plate  in  Z  is  joined  to  the  electrometer. 
A  was  always  a  platinum  plate  in  Hs  BOi,  while  B  was  varied,  viz.,  Ft  in  Hi  SO4, 
Zn  in  Zn  SO4,  Ou  in  Cu  8O4,  and  Ag  in  Ag  NOa.  The  values  obtained  were 
always  ^he  same,  and  Beetz  concluded  that  the  polarisation  of  a  platinum  plate 
is  always  the  same  whatever  the  other  electrode  may  be. 

The  author  explains  that  really  in  these  experiments  the  electrode  opposed 
to  the  plate  was  always  the  same,  viz.,  the  zinc  plates  in  the  vessel  Z.    For 
suppose  three  communicating  cells,  Z,  A,  B,  of  which  Z  is  connected  to  the 
electrometer  and  A  to  earth,  then  the  deflection  will  remain  constant,  what- 
ever B  may  be.    What  Beetz  really  measured  was  the  electro-motive  force  of  a 
Smee's  cell.    The  author  had  also  advanced  the  opinion  that  the  positive  pole 
of  a  cell,  so  long  as  it  does  not  undergo  chemical  change,  acts  only  as  a 
conductor ;  that  thus  in  a  Smee's  cell  it  is  immaterial  if  the  positive  pole  be 
platinum,  copper,  or  silver,  always  provided  that  they  are  free  from  chemical 
action.    Beetz  refutes  this  on  the  contact  theory.    He  found  that  in  Hj  SO4  the 
combination  Zn  —  Ft  »  0-72,  Zn  —  Cu  -  0*46,  Zn  — Ag  »  0-51 :  the  author,  on 
the  contrary,  found  Zn  —  Ft  •-  0*78,  Zn  —  Cu  »0-78.   He  explains  the  difference 
by  the  fact  that  he  employed  water  freed  from  oxygen,  which  Beetz  did  not  do. 
The  oxygen  dissolved  in  the  water  oxidizes  the  Cu  or  Ag  and  produces  a 
current  opposed  to  that  caused  by  the  oxidation  of  the  zinc    Beetz  experi- 
mented with  sodium  amalgam,  and  found  Na  —  Ft  -i  1*88,  Na  —  Ag  —  1*22, 
Na  —  Cu  »  1-14,  Na  —  Zn  «  8*68.    The  difference  in  the  case  of  zinc  can  be 
explained.    The  f^ee  oxygen  no  longer  plays  any  part,  since  the  zinc  decomposes 
the  water  and  sets  free  hydrogen.     But  this  decomposition  and  the  simul- 
taneous oxidation  of  the  zinc  sets  up  a  current  opposed  to  that  from  the 
Na  pole.    It  is  the  difference  of  the  two  which  is  measured.    It  is  equal  to 
Na  I  Ft  —  Zn  I  Ft^  or  1-88  —  0  78  -  0*60,  which  agrees  closely  with  the  figure 
obtained  by  Beetz,  0^.    Beetz  does  not  agree  that  there  is  any  oxidation  of 
the  positive  pole,  in  this  case  the  zinc.    He  employed  a  sodium-zinc  cell,  the 
metals  in  separate  vessels,  connected  by  a  syphon,  and  left  the  cell  in  circuit 
through  a  small  resistance  for  17  hours;  an  amalgamated  zinc  plate  was  also 
left  immersed  in  acidulated  water  for  a  similar  time.    At  the  end  of  the  time 
the  acid  out  of  the  vessel  containing  the  single  zinc  plate  was  found  to  contain 
a  considerable  quantity  of  salt,  while  in  the  cell  hardly  a  trace  was  found. 
Beetz  concludes  that "  zinc,  when  it  plays  the  part  of  the  negative  metal  in  the 
battery,  is  not  attacked  by  dilute  H2  SO4."    This  conclusion  is  incorrect.    The 
zinc  is  acted  upon,  and  a  solution  of  Zn  8O4  is  formed,  but  the  opposite  current 
from  the  Na  pole,  which  is  more  powerful  (1-88  to  078),  again  reduces  the 
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osidised  sine,  and  only  the  oveipliis  deoompoiefl  the  water.  In  a  Na«-*Pt 
element  the  onrrent  rednces  hjdrogen«  but  in  a  Na  —  Zn  element  zinc:  the 
foxmer  work  decreases  the  current  by  84  calories,  the  latter  by  52;  the 
diiferenoe  of  18  calories  per  equivalent  corresponds  to  the  electro-motlYe  force  of 
a  Bmee's  cell.  A  third  point  is  the  course  of  polarisation  in  a  voltameter  when 
the  electro«motive  force  gradually  increases  fh>m  nothing.    The  author  has  ^ 

laid  down  the  law,  founded  on  ezperimentSi  that « the  force  of  the  polarisation 
at  each  instant  is  equal  to  the  primary  force  so  long  as  this  does  not  reach  a 
point  which  would  occasion  a  continuous  electrolysis ;  as  soon  as  this  limit  is 
reached,  the  force  of  the  polarisation  remains  perfectly  constant,  in  spite  of  the 
farther  increase  of  the  primary  current."  Beeti  says  that  this  had  been 
already  stated  by  himself  and  by  Grova«  and  is  nothing  new.     ' 


W.  BSSTZ^NOTE  OK  THE  NATUBE  OF  OALYAKIC  POLABIBATION. 

(Anntden  dsr  Phynh  tind  ChenUe,  B.  XII.,  E.  2.,  No,  2,  1881,19.  290-293.) 

The  author  replies  to  Ezner's  objections  to  his  method  of  measuring  polari- 
sation, as  given  in  the  latter's  paper  in  the  same  number  of  the  Am^iien.  If  two 
plates,  A  and  B,  serve  as  electrodes,  and  then  A  is  put  to  earth,  while  B  is  con- 
nected to  a  neutral  plate,  Z,  A  and  B  are  always  the  electrodes.  They  are  polar, 
ised  in  the  customary  sense  of  the  word,  and  the  author's  researches  show  that 
B  is  always  equally  strongly  polarised  by  the  same  current  and  the  same 
electro-motive  force,  let  the  polarisation  of  A  be  what  it  may.  If  Exner  seeks 
the  polarisation  not  between  A  and  B,  but  between  the  electrodes  A  and  Z,  then 
that  is  quite  a  different  matter.  Exner  says  that,  according  to  the  author's 
experiments,  a  value  of  1-01  Daniell's  results  for  the  diflference  of  potential 
between  clean  platinum  and  platinum  polarised  with  oxygen.  The  latter, 
however,  makes  a  distinction  between  a  platinum  plate  polarised  with  oxygen 
and  one  covered  with  a  film  of  that  gas  in  a  passive  state.  The  author  is  not 
certain  that  the  silver  in  a  Zn  |  Ag  cell  is  oxidised  by  the  oxygen  dissolved  in 
the  water,  and  even  if  this  be  the  case,  Exner's  objection  will  not  hold,  as  the 
author  had  taken  all  precautions  to  ftee  the  water  employed  in  his  experiments 
from  all  contained  gases.  As  Exner  regards  the  difference  of  potential  Na  |  Zn 
as  identical  with  the  algebraical  sum  of  the  differences  Ka  |  Pt  and  Ft  |  Zn,  so 
the  diflbrence  of  potential  Zn  |  Ag  must  be  regarded  as  identical  with  the  sum 
of  the  differences  Zn  |  Ft  and  Ft  |  Ag,  and  if  the  silver  by  its  oxidation  produces 
a  current,  the  chemical  transformations  and  the  heat  equivalents  must  be 
difiisrent  in  the  Zn  |  Ag  cell  and  in  the  Zn  |  Ft,  and  in  that  case,  by  Exner's  own 
showing,  the  negative  plate  of  a  cell  would  be  admitted  to  its  proper  share. 


r.  SCKULSS-BBBOE— FBODUOTION  OF  ELECTBIOITY  BY 
OONTACT  OF  METAIjS  AND  GASES. 

{Annaien  d^r  Phyiik  «md  Chmnie,  B.  XU.,  H,  2,  No.  2, 1881,  pp.  298^18.) 

Yolta  has  shown  the  production  of  electricity  by  contact  of  two  metals^  and 
•ubeeqnent  researches  have  shown  the  same  result  on  contact  of  metals  and 
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liquid!.  The  anthor  hai  inTeitlgated  the  remaining  pheoomena  of  oontaot  etoc- 
tricit;,  viz.,  thow  occurring  between  metali  and  gases.  The  eOects  obeerved 
in  the  ao-called  gai  batterie*  are  not  concliuiTe,  ai  it  is  quite  undetarmiiMd 
how  tar  the  liquid  in  such  hatteriei  may  affect  the  reaolti.  The  author's 
experiment*  were  made  with  a  oondenaer  (Pig,  1)  of  two  circular  diaoa  of 
similar  metal,  16  cm.  in  diameter.  The  lower  plate  (a)  rested  on  thne  aet 
■crewe|,audvaapatto  earth  through  the  gaBpipMoIthehoiue.   The  upper  plata 


(b)  was  screwed  to  a  brass  piece  (c),  which  was  insulated  ftom  the  brass  lever 
(d)  by  a  ring  of  ebonite.  One  end  of  the  lever  (d)  worked  on  a  hinge  in  the 
brass  pillar  («),  and  to  the  other  end  was  attached  a  wire  (/)  whicli  passed  over 
^ha  pnlley  (h).  A  set  screw  (t)  regulated  the  distance  between  the  two  plates. 
The  npper  plate  was  oonnect«d  to  a  Thomson's  quadrant  electrometer  by  a  wire 
from  c.  The  difference  of  potential  was  not  measured  directly  on  the  electro- 
meter,  but  both  platea  were  brought  to'llic  same  potential.  Fig.  8  show*  » 
plan  of  the  arrangement. 


A  Is  a  Daniell't  cell,  the  poles  of  which  come  to  the  cups  (2  and  C)  of  a  mer- 
cnry  commutator  (B),  bjr  means  of  which  2  and  1,  and  E  and  3,  or  2  and  3,  and  E 
1,  can  be  joined  up.  C  is  a  rheostat,  which  contains  a  constant  resistance  of 
8,200  Biemens'  units  between  8  and  t,  and  a  set  of  reaiBtances  from  0  to  10,000 
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between  I  and  1.  I)  is  a  contact  breaker  with  two  glass  mercnry  cups,  E  the 
condenser,  and  E  the  electrometer.  If  «o  is  the  resistance  between  I  and  1,  and 
D  the  diflbrence  of  potential  of  the  poles  of  the  Daniell,  then  at  I  there  will  be  a 

potential  0  -D  ojioo  +  w  ^^^  ^^^  "^  ^^  '  ^^  depend  on  the  position  of  the 

connections  in  B. 

One  adyantage  gained  by  this  method  is  that  the  strengthening  effect  of 
one  plate  of  the  condenser  on  the  other  does  not  so  much  affect  the  result; 
another  is  the  greater  accuracy  always  obtainable  by  a  null  method  of  measure- 
ment. Several  sources  of  error  had  to  be  eliminated  from  the  apparatus  as  first 
constructed.  One  arose  from  the  friction  of  the  mercury  against  the  glass  cup 
(n),  when  the  connection  (p)  was  removed  ftom  D ;  the  electricity  so  produced  was 
got  rid  of  by  making  the  cups  (m  and  n)  of  iron.  The  points  of  the  connections 
and  the  sur&ce  of  the  mercury  had  also  to  be  kept  very  clean.  The  chief 
source  of  error,  howeyer,  lay  in  the  influence  of  exterior  electrified  bodies.  The 
approach  of  the  hand  or  of  the  clothes  of  the  observer  was  often  sufficient  to 
induce  distinct  charges  on  the  condenser.  To  get  rid  of  this  infiuence,  the  whole 
apparatus  was  enclosed  in  a  metal  case  connected  to  earth.  In  spite  of  all  these 
precautions  a  slight  difference  of  potential  was  observed  between  the  condenser 
plates  of  polished  brass,  electro-gilt,  which  was  not  constant,  but  varied  between 
•f  0-01  B  and  —  0*01  D,  and  was  due  to  inappreciable  changes  in  the  surfaces  of 
the  plates.  After  the  difference  of  potential  of  one  plate  had  been  measured 
and  compensated,  it  was  placed  under  the  receiver  of  an  air-pump,  and  the 
plate  left  for  some  time  in  a  vacuum.  It  was  then  always  observed  to  be  more 
positive  towards  the  second  plate  than  before,  the  greatest  value  of  this  change 
being  0061  D.  It  was  also  found  that^  even  if  the  one  plate  were  placed  under 
the  receiver  without  exhausting  the  air,  the  same  effect  was  produced;  so  that 
it  could  not  be  determined  how  far  this  was  due  to  the  vacuum  itself  or  the 
vapour  of  the  grease  used  in  the  air-pump. 

In  order  to  try  the  effect  of  films  of  different  gases,  the  upper  plate  of  the 
condenser  was  laid  on  a  circular  box  of  brass  1  cm.  high,  to  which  it  thus 
formed  a  lid,  and  into  which  the  gas  was  admitted  by  a  pipe  through  the 
bottom.  In  subsequent  experiments  the  gas  was  made  to  impinge  directly  on 
the  plate  from  a  tube  leading  from  the  apparatus  used  for  its  production.  The 
plate  thus  coated  with  a  film  of  gas  was  then  opposed  to  the  lower  one  which 
had  been  in  air.  When  covered  with  a  film  of  ozone,  platinum  and  brass  were 
both  negative  to  a  similar  plate  in  air.  With  hydrogen,  platinum  was  strongly 
positive,  gold  showed  no  effect,  and  brass  was  of  different  sign  in  different  ex- 
periments. Chlorine  made  platinum  appear  more  negative,  while  ammonia 
increased  the  positive  charge  of  brass.  The  values  for  the  difference  of  potential 
were  veiy  unequal,  even  with  similar  treatment  of  the  plates,  in  different 
observations  of  the  same  series.  The  greatest  observed  difference  was  when 
one  plate  had  a  film  of  hydrogen  and  the  other  of  air,  and  was  :a  0*214  D.  In 
all  experiments  the  difference  of  potential  decreased,  and  approached  the  value 
it  had  before  the  gas  had  begun  to  act,  though  it  rarely  went  lower.  From  this 
follows  that  changes  of  the  gaseous  films  covering  meials  have  considerable 
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influence  on  their  potential.  The  film  of  gu^  in  tut,  acle  like  a  very  thin  disc 
of  a  diflfeient  metal,  and  if  one  of  two  limilar  condeneer  platee  if  covered  with 
a  more  strongly  positiTe  gas  than  the  other,  the  foimer  nniit  comport  itself 
towards  the  second  as  a  more  electzo-poeitiTe  metal.  The  grsdnal  decreeae  of 
the  diilkrence  of  potential  of  two  plates,  one  covered  with  a  film  of  a  gas^  and  the 
other  with  air,  is  dne  to  the  gradual  disappearance  of  the  gaseoos  film,  and  it 
remains  to  he  seen  vdiether  this  occors  hy  diiftision  or  by  a  chemical  process. 
In  the  former  case  a  diflierenee  wonld  arise  according  as  the  gas  difioaed 
charged  with  electricity,  or  in  a  neutral  state. 

The  author  modified  hispreyious  arrangement  by  introducing  the  oommata- 
tor  (H),  hy  means  of  which  the  quadrants  (I)  could  be  kept  at  a  constant  potential, 
while  the  plate  was  insulated ;  p  was  removed  from  n,  while  r  was  connected 
with  i  through  ».  If  the  connection  (n)  was  then  reversed,  any  alteration  of 
potential  of  the  plate  was  rendered  evident  by  a  deflection  of  the  needle.  This 
happened  when  the  plate  was  covered  only  with  air,  which  was  probably  due  to 
the  dust  floating  in  it.  The  author  obtained  a  curious  result  if  the  upper  plate 
was  covered  with  a  gas,  the  lo^er  being  covered  with  air,  and  the  potential  of 
the  former  being  so  adjusted  that  its  removal  from  the  second  plate  produccl 
no  change.  If  the  upper  plate  was  insulated  for  some  minutes,  and  after  beine 
brought  again  near  the  lower  one,  was  connected  to  the  electrometer  quadrants 
(I),  which  meantime  had  been  kept  at  a  constant  potential,  a  positive  deflection 
was  at  first  obtained,  if  the  upper  plate  in  consequence  of  its  gaseous  film  was 
electro-positive  to  the  lower — negative  in  the  contrary  case.  But  if,  then,  the 
upper  plate  was  removed  fhmi  the  lower,  the  increase  of  defiection,  which  waF 
to  be  expected,  was  neyer  obtained.  In  most  obsen'ations  a  deflecticn  occurred 
in  the  opposite  direction,  while  in  some  the  needle  i*emained  at  rest.  The 
following  table  sliows  some  experiments  with  bromine  vapour.  Column  I. 
gives  the  diflierenee  of  potential  of  the  two  clean  platinum  plates;  II.,  when 
the  upper  was  covered  with  the  vapour;  in  III.  are  the  deflections  whentlie 
upper  plate  is  again  connected  with  the  electrometer  after  flve  minutes  in- 
sulation ;  in  IV.  the  deflections  when  the  upper  plate  is  removed  from  the 
lower ;  while  Y.  is  the  diflierenee  of  potential  between  the  two  plates  at  the  end 
of  the  experiment : —  ' 


I. 

n. 

in. 

IV. 

V. 

0000  D 

—  0-2671) 

—  1 

+  1 

^  0-223  D 

+  0007  D 

—  0185  D 

—  M 

+  1-9 

—  0-141  J} 

0000  D 

—  0-150  J) 

—  1-6 

+  2-2 

—  0109  D 

—  0006  D 

—  0-214  1) 

—  1-7 

+  1-6 

—  0163  D 

Analogous  results  must  follow  if  the  lower  plate  which  is  to  eai*th  is  covered 
with  a  film  of  the  gaR,  as  shown  in  the  second  table :— 
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I. 

n. 

in. 

IV. 

V. 

+  (HX)6D 

+  0-179  D 

+  1-7 

—  1 

+  01S4  D 

•f  <h009I> 

•f-  0-221  D 

+  2-7 

^2 

+  0-154  D^ 

—  OOUD 

+  0-221  D 

+  2-2 

—  1-7 

+  0-170  D 

—  (H)11D 

+  0*241  D 

+  2-1 

—  1-6 

+  0-176  D 

The  author  then  proceeds  to  deal  with  Ezner's  paper  on  the  contact  of 
dissimilar  metals,  an  abstract  of  which  was  given  in  the  Jowr,  8oe,  TsZ.  Eng.^ 
VoL  IX.,  Ko.  84, 1881,  p.  462.  Exner  considers  that  De  la  Bive's  experiments 
conclusiyely  show  that  no  electricity  is  produced  by  contlict  of  two  hetero* 
geneous  metals,  if  they  are  in  a  chemically  inactive  medium.  Tlie  author 
shows  that  there  were  many  sources  of  error  in  this  experiment,  principally 
due  to  the  way  in  which  the  connections  were  made,  the  diiferenoe  of  potential 

of  the  various  points  of  contact  not  being  taken  into  account.     With  reference 

B 

to  the  value  s-^  set  down  by  Exner  for  the  difference  of  potential  between 

Zn  I  Pt,  where  B  is  the  heat  of  combustion  of  Zn,  and  A  the  heat  value  of  a 
Baniell's  cell,  the  author  shows  that  it  should  be  -x.  Exner^s  numbers  obtained 
by  experiment  agree  very  well  with  those  calculated  from  the  former  value  ; 
but  they  do  not  agree  with  those  obtained  by  other  experimenters,  as  the 
author  shows  by  the  following  table,  in  which  Zn  |  Gu  is  taken  »100  :-^ 

Clifton. 


Exnor. 

Hankel. 

Kolilraaach. 

Zu  1  Pt 

•  t  • 

171 

128 

■  «  • 

128 

Cu  |Pt 

•  ■  • 

71 

28 

•  •• 

23 

F»*  1  Pt 

•«• 

1.37 

39 

•  «  • 

m^ 

Ag  1  Pt 

»•  • 

16 

5 

•  •  • 

14 

Zn  1  Fe 

84 

84 

•  •  • 

m 

Zn|Ag 

•  f  • 

155 

118 

•«• 

109 

Pe  1  Cu 

« •  • 

66 

16 

•  •  « 

— 

8S 


12 


The  author  goos  on  to  state  that  another  txplauatiou  must  be  foimd  for 
Exner's  experiment  described  at  the  end  of  the  above-mentioned  absti-actin 
the  Journal;  and  he  describes  some  experiments  of  hiH  own.  A  platinum  wire 
was  connected  to  an  electrometer  and  a  strip  of  silver  to  earth,  the  other  ends 
of  the  two  metals  being  broiight  into  light  contact  in  an  empty  glass  tube, 
when  no  effect,  was  observed  on  the  electi'ometer.  A  little  bromine  was  then 
poured  into  the  tube.  At  first  the  needle  remained  at  rest,  but  as  soon  as  the 
vapour  firom  the  bromine  had  reached  the  point  of  contact  of  the  two  metals,  a 
Hrong  deflection  was  observed,  which  soon  reached  a  maximum.  That  the 
presence  of  the  bromine  vapour  between  the  two  metals  was  essential  was 
proved  by  connecting  them  directly  by  a  binding  screw,  when  there  was  no 
deflection.  In  the  case  mentioned  the  deflection  was  positive,  but  negative  if 
the  platinum  was  to  earth  and  the  silver  joined  to  the  electrometer.  With  the 
vapour  the  mean  difference  of  potential  from  sixteen  determinatiouB  with 
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alternately  xerened  oomiectioiiB  was  =^  M89  D,  when  the  two  metab  touched 
in  liqnid  bromine  a^  (MIS  D  from  six  leadingiy  and  when  they  were  immened 
withoat  touching  ^  (MMS  D.  With  chlorine  similar  results  were  obtained,  and 
the  platinnm  was  always  positiTe  to  the  silver.  Chlorine  erolTed  from  binoside 
of  manganese  and  hydrochloric  acid  gave  a  mean  Taloe  of  0*999  D  tor  the 
potential;  from  hichcomate  of  potassinm  and  hydrochloric  acid,  1-007  D. 
These  experiments  do  not  exphiin  Exner's  results ;  ibr  if  the  difference  of 
potential,  which  Exner  obserred  between  the  two  silver  plates,  was  cansed  by 
the  action  of  chlorine  on  the  point  of  contact  of  the  platinum  and  the  silver, 
the  npper  plate  shoold  have  been  positive  to  the  lower  one,  whereas  Bxner 
found  it  to  be  negative.  Other  experiments  of  Exner's  the  author  considers 
to  be  inoonclnsive,  owing  to  fanltiness  of  method  and  non-elimination  of  souroes 
of  error. 


-NOTE  ON  EXKEBIi  PAFEB  «0K  THB 
THEOBY  OF  YOLTA'S  FUNDAMENTAL  EXFEBIMENTa" 

(iinnolsn  dsr  Phyiik  und  Chsmie,  B,  XII.,  H,  2,  No,  2>  1881,  pp.  319-820.) 

Exner  is  of  opinion  that  if  the  alnminimn  needle  of  an  electrometer  and 
an  insnlated  copper  plate  are  both  pat  to  earth,  and  afterwards  joined  I7  a 
metallic  conductor,  a  difference  of  potential  is  caused  in  the  needle,  and  con- 
sequently a  deflection.  The  author  shows  that  if  E  is  the  potential  of  the 
earth,  which  is  nil,  then  when  needle  and  plate  are  to  earth  we  have  the 
potentials  Al  |  E  and  On  |  E  respectively,  and  their  difference  will  be  Al  |  Cu. 
This  is  just  the  same  difference  of  potential  as  will  be  found  if  the  needle  and 
plate  are  joined  by  a  metallic  conductor.  The  remaining  at  rest  of  the  needle 
is  thus  no  proof  against  the  contact  theory.  It  is  also  clear  that  the  deflection 
of  a  needle  which  is  put  to  earth,  when  an  E.M.F.  is  shunted  into  its  circuit, 
corresponds  only  to  the  change  produced  in  its  potential,  and  not  to  the  total 
value  of  this  latter.  Thus,  if  the  potential  in  the  first  case  is  Al  |  £,  the'n  if 
the  current  from  a  Baniell  is  introduced,  the  deflection  corresponds  to  the 

difference 

Al  I  Cu  +  Ou  I  F  +  F\Zn  +  Zn  |  £  —  Al  |  E, 

which  equals 

Zn  I  Cu  +  Cu  I  F  +  F  I  Zn, 

and  not 

E  I  Zii  +  Zn  I  F  +  F  I  Cu  +  Cu  |  Al, 

as  Exner  assumes.  Exner  found  uo  appreciable  difference  of  potential  between 
the  iron  gas-pipes  and  the  lead  water-pipes  of  his  laboratory,  while  the  author 
in  his  case  found  a  value  of  0*00025  Baniell's,  which  Exner  has  left  out  of 
account  in  his  measurpTneni^. 
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The  Hundredth  Ordinary  General  Meeting  of  the  Society  was  held 
on  Thursday  evening,  April  28th,  1881,  at  the  Institution  of 
Civil  Engineers,  25,  Great  George  Street,  Westminster,  S.W. 
—Mr.  Latdceb  Clark,  M.  Inst.  C.E.  (Past  President),  in  the 
Chair. 

The  Secbetabt  having  read  the  Minutes  of  the  previous 
meeting,  which  were  confirmed,  and  the  names  of  new  candidates 
having  heen  announced, 

Mr.  Latimbb  Clabk  said  that  it  was  proposed  to  resume  the 
discussion  upon  Mr.  Lane  Fox  Pitt*s  paper ''  On  the  Application  of 
Electricity  to  Lighting  and  Heating,  and  for  Domestic  and  other 
Purposes.'' 

Capt  M.  T.  Sale,  C.M.G.,  B.E. :  I  wish  to  say  one  word,  Mr. 
President,  with  regard  to  the  question  of  cost.  Mr.  Lane  Fox 
deprecated  any  comparison  with  gas,  hut,  nevertheless,  he  did,  at 
the  end  of  his  paper,  make  a  certain  comparison.  If  I  understood 
him  aright,  he  hased  his  estimate  of  the  cost  of  a  160  candle-power 
electric  light  on  that  of  the  coal  necessary  to  produce  one  horse- 
power of  force,  and  then  compared  that  with  the  cost  of  gas 
delivered  at  the  spot,  assuming  5  cuhic  feet  to  he  necessary  to 
produce  a  16  candle-power  light.  Now,  without  venturing  to 
question  the  relative  cheapness  of  the  lights,  I  would  point  out  that 
that  is  an  entirely  misleading  comparison.  In  the  first  place,  Mr. 
TOL  X.  14 
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Lane  Fox  takes  the  price  of  gas  as  delivered  at  the  spot.  That  is 
more  than  doable  that  of  the  coal  required  for  its  production. 
Then,  again,  he  has  taken  16  candle-power  as  requiring  5  cubic 
feet  of  gas :  this  is  not  fair  on  the  gas.  He  ought  to  have  taken 
100  candle-power  as  requiring  23  cubic  feet  of  gas — ^a  very  different 
proportion.  That  is  the  rate  taken  by  Mr.  Alexander  Siemens  in 
his  paper,  and  is  much  ^fairer.  Then,  again,  he  is  still  more 
erroneous  when,  as  I  understand  him,  he  supposes  that  the  price 
of  coal  requirisd  to  produce  one  honse-power  would  be  all  that  is 
required  to  produce  this  160  candle-power  electric  light :  that  is 
of  course  entirely  incorrect,  as  the  actual  cost  of  the  coal  consumed 
would  be  but  one  item  only,  and  that  by  no  means  the  laigest,  of 
the  expenses  of  production.  I  should  say  that  the  total  cost  would 
be  at  least  four  times  that  of  the  coal  burnt.  I  mention  this  to 
elicit  some  further  explanation,  and  in  order  that  Mr.  Lane  Fox's 
estimate  of  cost,  which  appears  to  me  so  misleading,  should  not 
pass  qi;ite  unchallenged. 

Mr.  J.  N.  Shoolbbud  remarked  that  the  paper  was  on^  that 
dealt  rather  with  the  future  of  electric  lighting  on  a  large  whole. 
sale  extended  scale  (to  which  the  question  was  rapidly  approaching), 
than  with  the  present  experimental  stage,  out  of  which  it  was 
successfully  emerging.  A  large  number  of  very  important  ques- 
tions^  which  would  have  before  long  to  be  faced,  were  raised  by 
the  paper,  and  much  credit  and  many  thanks  were  due  to  Mr. 
Lane  Fox  Pitt  for  doing  so  now.  Larger  generating  machines 
to  meet  the  greatly  increased  demand;  a  very  much  greater 
number  of  lights  on  each  circuit  than  at  present  in  use ;  the  best 
arrangement  of  these  circuits  and  sub-circuits  in  their  different 
ramifications ;  the  capacity  and  length  of  the  conducting  wires ;  and 
the  regulation  of  the  electrical  pressure  in  the  mains  to  suit  the 
different  lamps,  and  the  various  conditions  under  which  actual 
illumination  took  place — these  and  other  questions,  all  of  great 
moment  and  importance,  were  raised  by  the  paper.  They  all  im- 
peratively require^  and  must,  indeed,  each  receive  its  solution,  if 
illumination  by  electricity  is  to  make  the  progress  which  seems 
now  opening  to  it.     But  though  many  thoughtful  minds  were  at 
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work  at  them,  time  and  patient  research  were  required  for  their 
satisfactory  solution. 

Of  all  these  questions,  that  which  at  the  preseat  moment 
seemed  to  be  the  most  pressing  concerned  the  conducting  cables. 
All  connected  with  the  establishment  of  electric  lighting  knew  how 
serious  an  item  of  cost  the  present  system^  of  single-light  circuits 
especially*  was  becoming,  with  the  complete  circuit  of  separate 
cable  to  each.  If  common  returns  and  earth  circuits  (such  as  gits 
and  water  pipes)  could  be  used  successfully,  a  great  saying  in  cost 
would  be  effected.  It  was  understood  that  expedients  of  this 
nature  had  lately  been  made  use  of  with  success;  and  he  cqO- 
sidered  that,  if  some  of  the  large  manufacturers  of  electrical 
apparatus  which  had  done  so,  such  as  Messrs.  Siemens,  the  British 
Electric  Light  Company,  and  the  Brush  Anglo-American  iESlectric 
Light  Company,  would  narrate  their  experiences  on  this  head,  it 
would  prove  of  value  towards  an  advance  in  the  question.  Another 
point  of  great  importance  raised  by  the  paper,  and  an  ingenious 
solution  suggested,  was  the  regulation  of  the  currenti  so  as  to 
preserve  an  uniform  pressure,  or  electro-motive  force,  in  the  mains 
and  at  the  various  lights,  under  the  ever  varying  conditions 
arising  during  the  hours  of  illumination.  This  regulation  was 
a  comparatively  easy  matter  with  the  incandescent  vacuum  lights 
treated  of  by  Mr.  Lane  Fox  Pitt,  which  will  work  with  almost  any 
machine.  But  with  the  larger  arc-lights  (which,  in  the  speaker's 
opinion,  would  not  be  superseded  for  some  time  at  least,  on 
account  of  their  considerable  economy  in  the  expenditure  of 
mechanical  energy  required  over  the  incandescent  lights)  the 
matter  was  much  more  difficult.  At  present,  almost  each  arc-light 
required  a  particular  construction  of  machine.  Continuous  and 
alternating  current  lights,  Siemens,  Gramme,  Lontin^  Brush, 
Werdermann  lights,  and  Jablochkoff  candles,  and  many  others, 
all  were  in  use,  each  varying  in  its  resistance  to  the  current,  and 
requiring  it  to  have  a  different  degree  of  tension.  At  present,  in 
the  small  installations  now  being  made,  each  form  of  burner 
received  its  due  consideration  by  having  its  own  particular  machine 
and  circuit,  as  best  suited  to  it.  But  in  the  future,  say,  in  the 
illumination  of  a  large  town  or  district,  where  the  generating 
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—whinffn  would  be  at  some  distanoe,  to  attempt  to  lay  a  aeries  o{ 
cables  to  suit  each  light,  acoordiog  as  it  mij^t  ha{^)en  to  be  asked 
lor,  would  simply  become  an  inUdeiable  burden  of  unnecessaiy 


One  particular  form  of  machine,  therefore,  needed  to  be  devised, 
producing  a  conmion  current,  haviog  fwoperties  suited  to  laige 
%bts  and  to  small ;  and  all  the  bumen  or  lamps,  of  whatever 
intensity,  must  be  made  to  work  with  this  current :  all  &iling  to 
d»  so  would,  of  course,  become  useless  and  obsolete.  That  this 
eonditioa  will  be  arrived  at  is  certaiu  ;  but  whether  to-morrow,  or 
in  cue  or  two  years*  time,  remains  in  doubt  '*  Necessity  is  the 
notber  of  inventioD,*'  and  this  may,  and  probably  will,  bring  about 
the  desired  solution. 

Another  subject  treated  of  in  the  paper,  and  which  in  the 
future  will  be  of  much  moment,  is  the  suitable  subdivision  of  the 
electric  current  in  the  various  ramifications  which  domestic 
illnmination  necessitates.  The  subject  is  one  about  which  many 
Husstatements  are  constantly  being  made:  an  increase  in  the 
number  of  lights  in  series  in  a  single  circuit  being  confounded 
with  the  real  subdivision  due  to  two  or  more  parallel  circuits,  or 
branches,  being  formed  out  of  the  single  or  trunk  circuit.  Each 
day  shows  that  the  loss  entailed  by  subdivision,  or  by  multiplication 
ef  the  light  centres,  is  very  much  less  than  was  at  first  supposed. 
Indeed,  the  increased  area  illuminated  by  means  of  an  augmented 
number  of  light  centres  of  moderate  intensity,  over  that  lit  by  a 
few  centres  of  considerable  intensity,  generally  more  than  com- 
pensates  for  any  theoretical  loss  in  amount  of  light  produced. 

As  the  question  of  the  amount  of  coal  consumed  in  steam- 
engines  is  mentioned  in  the  paper,  and  has  occasioned  a  good  deal 
ef  interest,  it  may  perhaps  be  well  to  remind  the  Society  that 
probably  the  two  most  valuable  collections  of  information  on  this 
heady  as  to  actual  performance,  are  contained,  the  one  in  Mr.  F.  J. 
Bramwell's  paper  '^On  the  Economy  of  Fuel  in  Steam  Naviga. 
tion,  &c,"  read  before  the  Institution  of  Mechanical  Engineers;* 


•  Bee  Proe9$ding$  t^f  ItuHtution  of  Ut^hon^caX  EnginaerB,  Liyerpool 
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and  treating  of  the  performance  of  nineteen  large  ocean  steam, 
ships  on  long  Toyages,  all  fitted  with  engines  on  the  compound 
principle.  The  other  in  the  Report  to  the  Royal  Agricultuni 
Society  of  the  trials  of  the  portable  engines  at  the  Cardiff  meeting 
in  1872,  presented  by  the  judges,  Mr.  F.  L  Bramwell  and  Mr.  W. 
Menelans.*  Here  twelve  of  the  best  known  makers  competed, 
all  with  engines  of  the  portable  type,  and  using  high  pressure 
steam  only.  This  class  of  engine  has  been  so  far  much  used  for 
electric  lighting  purposes,  on  account  of  size,  handiness,  and  at 
the  very  sensitive  governing  gear  with  which  it  is  almost  aiwayi 
fitted,  and  is  therefore  especially  suited  lor  use  with  electric  light 
machines.  With  the  compound  engines  giving  off  from  each  800 
to  2,500  indicated  horse-power,  the  average  consumption  of  coal 
was  found  to  be  170  lbs.  per  indicated  horse-power  per  hoar; 
while  widi  the  agricultural  portable  engines,  all  of  them  of  8  horse- 
power nominali  the  average  consumption  was  4*02  lbs.  per  indi. 
cated  horse-power  per  hour,  and  this  the  result  of  picked  experi- 
ments at  a  show-yard,  and  not  of  actual  everyday  work  (where 
6  lbs.  would  be  nearer  the  average).  This  shows  clearly  the 
advantage  of  working  on  a  large  scale,  and  with  all  the  moBt 
recent  improvements  of  compound  action,  and  of  using  condensa- 
tion — economies  which  therefore  await  electric  lighting  when  it 
Arrives  at  the  degree  of  wholesale  production  contemplated  by 
Mr.  Lane  Fox  Pitt,  in  his  paper. 

Mr.  Alexandeb  Siemens  :  I  had  not  the  pleasure  of  being 
present  when  Mr.  Fox  Pitt  gave  his  paper,  and  I  may  perhaps 
misunderstand  it  to  a  certain  extent,  but,  as  far  as  I  can  see  froB 
a  hasty  glance,  I  disagree  with  nearly  every  word  of  it. 

Mr.  Fox  Pitt  commences  by  saying  that  ''  the  subject 
which  I  am  about  to  enter  upon  this  evening  has  been  the  cause  of 
oonsiderable  difference  of  opinion  among  practical  miods^  and,  I  am 
sorry  to  say,  also  of  considerable  antagonism." 

Well,  I  think  that  is  just  the  thing  we  want.  We  do  not  want 
&  monopoly  for  one  system  of  lighting,  as  being  the  only  one,  but 


*  8ee  ProeeMng$  cf  BoyoZ  AgrieviiuraX  8oei$iyj  Oaxdiff  Meeting,  Yol.  ISL 
1873. 
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we  want  a  solid  eoinpethioDi  'so  that  eiverybodjr  h  kept  to  flie 
mark ;  aiid  therefore  I  think  it  is  a  tery  good  thing  that  there  are 
four  or  five  different  systems  of  lighting  which  liaye  tt>  urge  each 
other  on. 

Then  the  .title  of  the  paper  is  **  Lighting  and  Heating/* 
but  I  find  no  ]*eference  to  lieatilig  4t  ieill,  except  at  tUe  end»  which 
BsyBf  ^  From  ihis  basib  I  hare-  oaknlated  that  pow^r  would  n6t 
cost  so  much  as  ode '  farthing  ah  hour  per  horse-pdwer,  and  that, 
Aerefbre,  eyeh  fbr  heating  purposes,  electricity  wouM  compare  • 
faroufably  wfth  gaS;'' '  I  do  tiot  understand  that. 

His  explanation  of  the  theory  of  electricity  and  its'  diffusion 
is  more  mysterious  than  ever.     The  usual  theory  of  electricity 
being  a  form  of  motion,  which  can  be  calculated  out  mathe-- 
matically,  and  by  which  ^11  the  laws  of  electricity  caii  be  dediicted, 
is  very  clear,  and  accounts  for  all  the  facts. 

I  do  not  want  to  go  through  all  the  points,  but  with  regard 
to  what  Mr.  Shoolbr6d  said  just  bow,  that  it  was  very  desirable  to 
put  some  facts  before  the  meeting  about  the  supply  of  eleotiic 
lights,  I  think  that  Messrs.  Siemens  would  be  prepared  to  under- 
take  lighting  a  large  district,  and  distribute  the  electric  light  to 
houses — to  light  the  streets  with  arc  lamps,  and  the  houses  with 
incandescent  lights  of  some  kindj  the  Joel,  Fox,  Swan,  or  any  other 
lamp.  I  am  sure  that  a  detailed  plan  could  be  at  once  prepared 
if  Messrs.  Siemens  received  an  order  for  lighting  a  district ;  but  it 
would  be  of  little  value  to  lay  before  the  meeting  a  plan  for 
lighting  an  imaginary  district.  The  station  which  Messrs.  Siemens 
have  established  in  the  City  we  intended  to  cotmect  with  the 
different  shops  in  the  streets,  a&d  let  the  people  have  lamps  which 
they  could  turn  on  and  off  as  they  please.  There  would  have  been 
no  difficulty  in  making  the  arrangements :  it  is  only  the  physical 
impossibility  of  putting  more  machines  into  the  present  warehouse 
which  prevented  the  execution  of  the  plan.  Any  electrician  can 
make  the  subdivision  of  the  light,  either  by  connecting  in  parallel 
aie  or  in  series  with  incandescent  or  arc  lamps,  such  arc  lamps 
being  regulated  on  the  differential  principle. 

In  answer  to  Mr.  Shoolbred,  there  is  no  difficulty  whatever  in 
using  the  earth  for  a  return  wire,  provided  that,  as  in  the  case  of 


188U]  PISOUBBIOK  ON  Mfiw  FOX  PITI'S  PAPBB.  IW^ 

woiking  telegraphs,  great  care  is  taken  that  there  is  reallyft  good 
earth  conneotion  at  the  machine  and  at. the  lamp,  and  that  not 
too  great  a  resistance  is  put  in  the  circuit'    With  these  piecau-. 
tions  the  earth  can  be  used  very  well,  and  has  in  many  cases  been 
used. 

lir.  Shoolbred  thinks  that  opinions  have  changed  in  reqpeot  to 
the  loss  of  light  by  subdivision,  by  putting  several  arc  lights  into, 
continuous  current.    I  will  take  an  example  from  the  Brush 
system.    A  16.1ight  maohine,  when  giving  16  single  lights,  .of 
nominally  2,000  candle-power  each,  produces  altogether  an;  illumi. 
nation  equal  to  32,000  candles.     When,  however,  the  coils  are 
connected  up  and  put  into  one  light,  the  power  given  is  equal  •  to 
nominally  50,000  candles.    These  figures  show  that  the  proportion^ 
will  he  25*16  as  representing  the  increase  of  light  when  the  total. 
Current  is  used  in  one  lamp,  compared  with  when  it  is  divided. 

It  is  generally  believed  (though  I  do  not  know  whether  the 
opinion  has  been  expressed  during  the  discussion)  that  one  systemt 
— for  instance,  the  Siemens  system — is  only  suitable  for  single  light; 
DMu^hines,  and  other  systems  better  suitable  for  producing  several 
lights  in  one  circuit ;  but  that  is  not  at  all  the  case.  Machines  can 
be  constructed  according  to  any  system,  whether  the  Siemens, 
Brush,  Qramme,  or  any  other,  to  work  a  smes  of  lamps  in  one 
circuit,  or  a' single  lamp:  it  is  a  mere  matter  of  errangement, 
which  has  nothing  to  do  with  the  particular  system  or  the  {»inciple 
on  which  the  machine  works,  but  is  simply  a  question  of  arranging 
the  wire  on  the  machine  so  as  to  give  more  electro-motive  force. 

I  should  like  Mr.  Fox  Pitt,  if  he  does  not  consider  it  too  much 
trouble^  to  give  us  an  explanation  of  the  table  he  has  presented, 
because  I  am  unable  to  understand  it  at  all. 

Then  he  says,  near  the  end  of  the  paper,  *'  It  has  often  been' 
argued  that  electricity  cannot  be  stored  like  gas ;  but  it  should  be 
remembered  that  electricity  is  not  a  fuel  like  gas,  and  that  energy 
can  be  stored  potentially  in  many  practical  ways,  and  that  potent 
tial  energy  can  be  readily  converted  at  any  time  into  a  kinetic 
fomL" 

I  think  he  might  have  said  it  a  little  less  scieiUdfically ;  he 
might   have  saidy   '*  The  steam-engine  which  is  to  drive  the 
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electrical  mftchiDes  can  be  kept  with  banked  fires  ;*'  and  I  may 
mention  that  in  that  manner  the  electric  light  apparatus  at  Hie 
British  Museum  has  been  worked  during  the  last  two  winters. 
The  fire  was  made,  and  a  certain  amount  of  steam  got  up  in  the 
morning,  then  the  fires  were  banked,  so  that  when  fogs  came  on 
suddenly  it  was  possible  to  raise  steam  in  about  ten  minutes : 
thus  the  light  was  always  ready  when  wanted,  and  that  is  the  way 
in  which  the  objections  oould  be  met  that  electricity  cannot  be 
stored. 

Mr.  H.  C.  Donovan  :  May  I  be  allowed  to  ask  Mr.  Lane  Fax 
a  question.  I  have  read  several  descriptions  of  Mr.  Edison's 
vacuum  light  in  different  scientific  papers,  and  I  was  present 
when  Mr.  Swan  read  his  paper  before  this  Society  on  his  light, 
and  I  am  rather  anxious  to  know  (if  the  question  be  in  order) 
in  what  respect  the  light  of  Mr.  Fox  Pitt  differs  from  that  of 
Mr.  Swan.  As  he  has  christened  his  light  the  Lane  Fox  light, 
and  Mr.  Swan  has  christened  his  the  Swan  light,  I  am  anxious  to 
know  in  what  way  one  differs  from  the  other. 

Mr.  C.  F.  Yablby,  F.B.S.,  Mem.  Inst  C.E. :  I  was  not  here 
when  the  paper  was  read,  but,  in  looking  over  a  printed 
copy  of  it,  I  have  met  with  one  or  two  remarks  on  the  part  of 
Mr.  Lane  Fox  Pitt  which  I  think  require  a  little  notice  from  some 
member  of  the  society.  Mr.  Fox  Pitt  describes  his  view  of  elec- 
tricity as  that  of  an  elastic  fluid,  capable  of  being  expanded  and 
diffused  ad  Kbitti/m,.  I  will  quote  his  own  words.  He  says  : 
**...!  conceive  it  as  an  extraordinarily  attenuated  fonn  of 
matter,  capable  of  diffusing  and  expanding  itself  in  certain  bodies 
to  an  indefinite  extent — a  fluid  capable  of  being  compressed  by 
the  application  of  force.*'  Now  the  late  Dr.  Michael  Faraday 
examined  this  question  very  thoroughly,  and  his  experiment  cannot 
be  too  often  kept  before  our  eyes,  in  order  that  we  may  see  how 
thoroughly  incompressible  electricity  is.  Faraday's  experiment, 
which  I  will  sketch  on  the  board,  was  carried  out  at  a  time  when 
electrometers  of  great  sensibility  did  not  exist.  His  experiment 
consisted  of  an  insulated  metal  vessel  (on  a  glass  stand)  into  which 
he  placed  an  insulated  bass  ball  suspended  by  means  of  a  silk  cord. 
The  metal  vessel  was  connected  to  a  gold  leaf  electrometer.    On 
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charging  the  ball  with  positive  or  negative  electricity,  and  sos* 
pending  it  inside  the  jar,  without  contact  therewith,  the  inductive 
action  of  that  ball  upon  the  vessel  caused  the  gold  leaves  to  sepa- 
rate.  If  the  ball  were  charged  with  positive  electricity,  the  gold 
leaves  opened  with  positive  electricity.  If,  when  that  was  the 
case,  the  vessel  were  discharged,  and  the  ball  removed  without 
being  allowed  to  touch  the  vessel,  the  gold  leaves  opened  with 
negative  electricity.  But-  the  important  point  of  this  experiment 
was  that,  when  the  ball  was  lowered  so  as  to  touch  the  vessel,  the 
whole  of  the  electricity  from  the  ball  escaped  to  the  outer  vessel, 
and  on  removing  the  ball  and  testing  it,  it  was  found  to  be 
entirely  free  from  electricity.  I  have  repeated  this  experiment 
with  an  electrometer  capable  of  showing  a  potential  of  much 
less  than  one  volt,  and  I  have  charged  the  vessel  and  the  ball 
up  to  exactly  50,000  elements  of  Daniell's  battery ;  therefore, 
had  the  electricity  been  capable  of  being  compressed  one  in 
fifty  thousand,  when  that  ball  was  removed,  after  first  touching 
the  inside  of  the  vessel,  there  would  have  been  electricity  enough 
upon  it  to  have  shown  itself  upon  the  electrometer.  That  ex- 
periment shows  clearly  that  electricity,  whatever  it  be, — ^whether 
it  be  a  fluid,  or  whether  it  be  a  form  of  motioii — ^is  incompressible 
within  these  limits.  With  regard  to  the  nature  of  electricity,  I 
am  not  prepared  to  agree  with  Maxwell  that  it  is  a  mode  or  form 
of  motion ;  but,  treating  it  as  a  fluid,  it  is  less  compressible  than 
water.  Some  time  ago  a  rather  warm  discussion  took  place  in  the 
Engineer  owing  to  several  telegraph  engineers  of  note  describing 
electricity  as  a  form  of  force.  Now  one  thing  we  are  certain  about, 
and  that  is,  that  electricity  is  a  vehicle  of  force,  just  as  the  water 
in  the  hydraulic  press  is  not  a  mode  of  force  or  motion,  but  simply 
a  vehicle  of  force ;  and,  so  far  as  I  can  see,  there  is  not  in  the 
whole  of  our  experience  the  slightest  indication  that  we  can  add  to 
or  take  from  the  quantity  of  electricity  in  any  body.  We  cannot 
compress  an  atom  of  electricity  into  a  body,  and  we  cannot  abstract 
from  that  body  any  of  its  electricity.  There  is  no  such  thing  yet 
known  as  latent  electricity,  but  latent  force  and  latent  heat  are 
found  everywhere. 

With  regard  to  the  table,  I  must  confess,  like  Mr.  A.  Siemens^ 
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that  I  do  not  TrnderBtaod  it.  In  his  paper,  M,r.  Fox  Pitt  says :  ''  I 
should  mention  that  the  resistance  of  a  carbon  filament  is  about  45 
per  cent,  less  while  in  a  state  of  incandescence  than  when  cold.'' 
Now  I  really  should  be  very  glad  if  Mr.  Fox  Pitt  would  give  us 
some  information  upon  that  subject,  because  the  table  seems  to 
indicate  the  very  reverse,  and,  if  I  understand  the  table  aright 
(but  I  do  not  think  I  do),  I  would  like  to  know  how,  in  a  matter 
of  this  kind,  involving  much  difficulty,  he  can  pretend*  to  be- 
accurate  to  the^/Sue  places  of  figures  he  has  given  in  his  table,  for 
I  know  from  experience  that,  even  in  the  measurement  of  the 
resistance  of  a  coil  of  wire,  it  is  extremely  difficult  to  be  certain  to 
1  in  100,000. 

Mr.  R.  E.  Crompton:  Mr.  President. — As  most  of  you  are 
aware,  I  am  labouring  under  the  great  disadvantage  of  having 
spoken  on  the  subject  at  the  commencement  of  this  discussion 
last  meeting,  and,  my  first  remarks  having  already  been  taken* 
down,  I  run  a  great  risk  of  repeating  myself  unless  I  out  what 
I  have  now  to  add  down  to  a  few  words. 

I  have  had  some  conversation  with  Mr.  Lane  Fox  Pitt  since  I 
made  my  previous  remarks,  and,  as  I  think  he  partly  roisunder- 
Atood  something  I  said  at  the  time,  I  will  now  explain,  and 
consequently  save  him  the  trouble  of  replying  to  them. 

I  found  fault  with  his  system  of  distribution,  because  I  under- 
stood, that  the  practical  limit  of  resistance  within  which  it  was 
possible  to  construct  single  lamps  was  not  great.     He  now  tells 
me  that  there  is  no  practical  limit  to  the  resistance  of  the  lamps— 
that  he  makes  them  as  easily  to  200,  300,  or  500  ohms  as  of  00  or 
80  ohms.     Of  course,  if  that  be  really  so,  it  alters  the  question, 
because  that  in  some  measure  answers  me  as  regards  the  want  of 
economy  I  alleged  against  the  parallel  system  of  working  these 
lamps.     Because  it  is  evident  to  every  one  that  it  matters  very 
little  whether  one  lamp  of  500  ohms  or  five  lamps  of  100  ohms 
each  are  put  in  series ;  it  all  comes  to  the  same  effect  as  regards 
bridging  from  the  electrical  main  conductor  to  the  return  wii«  or 
eartfay  although  it  may  be  material  to  the  economy  and  distribu- 
tion of  the  light ;  and  so,  having  explained  this,  I  will  relieve  Mr. 
Fox  Pitt  from  the  necessity  of  answering  that  part  of  the  question. 
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'  Another  point,  which  I  ought  to  have  mentioned  in  my 
previotis  remarks,  is  with  reference  to  the"  cost  of  engine-power. 
'iHt.  Lane  Fox  Pitt  dwelt  very  much  on  the  low  figures  that  are 
nW  obtained  in  coal  consumption— that  one  horse^power  could  be 
got  for  about  1^  lbs.  coal  consumption.  But  he  must  remember 
that  these  are  very  low  figures.  Anything  below  2^  lbs.  of  coal 
pbr  hbrse.power  can  only  be  obtained  by  means  of  very  great 
obmplication  of  the  valve  gear  of  the  engines,  which  must  very 
niuch  increase  the  first  cost,  and  the  liability  to  break  down  and 
iit^rdption  ;  and  I  think  that,  when  you  consider  the  very  great 
nbcessity  there  will  be  of  subdividing  the  engine-power,  even  if 
there  be  a  large  central  station,  instead  of  having  one  big  engine,  - 
(ihe  failure  of  any  small  detail  of  which  would  stop  the  whole 
lighting  of  the  district) — granting  this  necessity  of  subdivision,  it  is 
very  necessary  to  have  each  of  these  smaller  engines  exceedingly 
simple  in  their  details,  to  get  which  simplicity  and  trustworthiness 
it  win  be  necessary  to  sacrifice  a  little  of  the  economy  in  the  coal 
bill.  I  think  we  shall  get  as  low  as  2^  lbs.  of  coal  per  horse- 
power— ^in  fact,  I  know  there  are  firms  now  prepared  to  supply 
engines  of  16  horse-power  nominal  and  upwards,  which  they  will 
guarantee  to  work  with  2^  lbs.  per  horse-power.  Every  tenth  of  a 
pound  below  that  figure  is  very  difficult  to  obtain,  and  I  do  not 
think  we  shall  get  as  low  as  1*5  lbs.  But  even  if  we  do  get  to  that 
figure,  referring  to  that  part  of  Mr.  Fox  Pitt's  paper  in  which  he 
proposes  to  use  the  current  for  heating  purposes,  it  would  rather 
surprise  you  to  see  the  small  amount  of  beat  you  would  thus  get 
oiit  of  1  lb.  of  coal.  Even  with  such  a  perfect  steam-engine,  and 
the  most  perfect  dynamo-electric  machine  we  now  have,  at  the  end 
of  the  circuit  you  would  only  get  about  nine  per  cent,  of  the  total 
heat  units  contained  in  that  pound  of  fuel,  whereas  62  per  cent,  of 
the  total  heat  units  has  been  frequently  obtained  by  direct  use  of 
the  coal  under  a  suitable  boiler.  With  a  less  pei'fect  engine, 
4  pdr  cent,  would  be  all  that  you  could  count  on  as  available  for 
teating  by  electricity.    The  table  beneath  shows  the  exact  figures. 
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Tailt  MJuming  haat  wUd  in  a  pmind  of  coal,  and  ptrcmtag*  uliliMd  in  itMm-oMffinW 
Mi«$  1-fi  and  8  Ibi.  par  how,  dIm  unit*  availabU  Jar  hMtiiy  if  fUotrviv. 
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These  small  perceotages  point  out  that,  bo  long  as  ire  ha?e  to 
use  the  present  steam-engine  as  the  source  of  energy,  we  have  little 
to  hope  for  to  economic  distribution  of  heating,  cooking,  etc.,  by 
means  of  the  electric  current. 

That  need  be  no  discouragement  to  us ;  for  the  applications 
we  get  on  all  sides,  from  people  who  want  light  alone,  are  so 
numerous,  that  we  can  afford  to  let  the  question  of  distributed 
heating  rest  for  a  year  or  two. 

Professor  J.  PEBBY  :  Some  remarks  have  been  made  about 
the  numbers  in  this  walLsheet.  It  may  be  well  just  to  intU 
mate  that,  when  the  printed  copy  was  in  my  bauds  a  few 
minutes  ago,  I  took  the  liberty  of  finding  whether  in  one  of  Uie 
columns,  say,  the  columa  for  the  IS-candle  light,  by  squaring  the 
electro-motive  force  aud  dividing  it  by  the  resistance,  you  could  get 
a  constant  or  nearly  constant  number.  One  would  im^ine,  of 
course,  that  if  ligbt  were  the  only  energy  given  out  by  the  carbon, 
then  —  ought  to  remain  a  constant,  since  the  light  for  all  these 
numbers  is  the  same  ;  but,  as  the  carbon  also  gives  out  beat,  one 
would  hardly  espect  to  get  a  constant,  as  —  represents  the  total 
energy  given  out  by  the  carbon.  I  find  that  in  several  cases, 
taking  the  numbers  in  the  first  column,  —  is  exactly  76,  and  I  am 
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inclined  to  think  that,  if  any  column  is  taken,  the  same  result  will 
be  arriyed  at— a  constant  number  for  the  quotient  in  question ;  and 
from  this  I  infer  that  these  figures  have  not  been  deduced  from 
experiment  at  all,  but  have  been  calculated.  Perhaps  one  quotient 
has  been  deduced  firom  one  experiment,  and  all  the  numbers  calcu. 
lated.  If  I  am  correct,  then,  I  think  that  the  fact  might  have  been 
mentioned  in  the  paper ;  at  the  same  time  the  paper  does  not  say 
that  they  are  experimental  numbers,  whatever  inferences  we  may 
have  drawn.  This  would  also  dispose  of  Mr.  C.  F.  Varley's  wonder 
at  there  being  six  significant  figures  in  some  of  the  numbers, 
because  they  merely  indicate  unnecessary  calculation,  whereas  he 
thought  that  they  indicated  extraordinarily  delicate  apparatus. 

It  is  with  great  regret  that  I  must  decline  to  add  anything  to 
the  general  discussion  of  this  valuable  paper. 

Mr.  C.  F.  Heinrichs  :  Several  gentlemen  asked  at  our  last 
meeting,  and  another  gentleman  has  done  so  this  evening,  what  is 
the  difference  between  the  Lane  Fox,  the  Swan,  and  the  Edison 
lamp.  I  shall  not  faXL  into  the  same  error.  You  must  not  expect 
to  have  anything  new, — '*  there  is  nothing  new  under  the  sun,''  that 
we  know, — ^but  the  main  thing  is :  Is  the  invention  perfected  ?  Has 
Mr.  Lane  Fox  Pitt  got  a  new  method  of  producing  and  maintaining 
a  vacuum  1  Are  the  carbons  durable?  He  says  "yes;"  and  I 
think  that  is  a  sufficient  novelty  for  us  to  discuss,  and,  if  not  dis- 
proved, would  satisfy  us  that  Mr.  Lane  Fox's  lamps  are  perfectly 
new.  I  do  not  agree  with  Mr.  A.  Siemens  in  saying  that  you  can 
make  a  machine  give  a  higher  electro>motive  force  by  merely 
lengthening  the  wire  on  the  armature. 

Mr.  Alexander  Siemens  :  I  did  not  say  so. 

Mr.  C.  F.  Heinbichs  :  You  cannot  put  two  or  three  lamps  in 
any  machine;  the  systems  are  different.  A  Siemens  machine 
cannot  be  made  to  give  24,  25,  or  30  lights  as  the  Brush  machine 
can,  nor  can  the  Brush  system  be  made  to  give  a  small  light  as 
the  Siemens  can.  The  main  difference  is  in  the  construction  of 
the  armature,  a  point  of  detail  too  technical  to  go  into  now. 

Mr.  Alexandeb  Siemens  :  What  I  wished  to  say,  and  still 
maintain,  is,  that  we  can  arrange  our  machines  to  give  as  much 
electro-motive  force  as  we  desire  ;  in  fact,  we  have  machines  now 
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which  give  12  lights  in  circuit  with  continuous  currents.  The 
machines  are  constructed  in  the  usual  manner — an  iron  cylinder 
wound  with  wire  moyes  between  magnets. 

Mr.  J.  A.  BsTTS  then  made  some  remarks  about  the  use  of  the 
words  '^  multiple  arc,"  etc.»  suggesting  that,  when  lamps  were  put 
in  series,  the  arrangement  should  be  called  *'  continuous  circuit;" 
when  each  lamp  had  a  distinct  circuit,  all,  however,  being  fed  by  a 
common  dynamo  machine,  it  should  be  called  "  divided  circuit," 
and  that  the  words  ''  parallel  circuit  "  should  be  kept  as  ordinarily 
used. 

Mr.  Latiheb  Clabk:  We  will  now  take  any  observations 
which  members  may  wish  to  make  upon  Professors  Ayrton  and 
Perry's  communications  on  ''  A  Portable  Absolute  (Galvanometer 
for  Strong  Currents,"  and  *'  A  Transmission  Dynamometer." 

Prof.  Atbton  :  Regarding  the  remarks  made  by  Mr.  Crompton 
at  the  last  meeting,  that  the  transmission  dynamometer  devised 
by  Mr.  Perry  and  myself  had  been  anticipated  by  a  young  man 
working  with  Mr.  Crompton,  permit  me  observe  that  the  exact 
form  of  dynamometer  referred  to  by  Mr.  Crompton,  and  which  he 
ha8  been  good  enough  since  to  describe  to  me,  was  in  reality 
thought  of  by  Mr.  Perry  and  myself,  but  rejected  by  us  as  being 
inferior  to  the  one  we  had  the  honour  of  bringing  before  you.  JiCr. 
Crompton's  form  consists  of  a  loose  pulley  connected  by  a  spiral 
spring  to  a  boss  feathered  on  the  shaft— that  is  to  say,  the  boss  can 
move  along  the  shaft,  but  not  round  it.  If  now  the  shaft  be  turned 
and  the  loose  pulley  be  resisted,  the  spiral  spring  which  encircles 
the  shaft  will  be  more  twisted,  and  the  boss  will  be  pulled  towards 
the  loose  pulley,  and  the  amount  of  its  motion  can  of  course  be 
easily  observed.  Now  the  reason  why  we  rejected  this  form  of 
dynamometer  was,  because  in  such  an  arrangement  there  is  friction 
between  the  boss  and  the  feather  on  the  shaft,  resisting  the  longitu- 
dinal motion  of  the  boss ;  in  fact,  it  possesses  all  the  defects  of  an 
ordinary  spring-balance  when  not  held  vertically,  and  when,  as  is 
well  known,  the  indications  are  faulty  firom  the  friction  offered  to 
the  motion  of  the  pointer. 

In  the  apparatus  which  we  are  having  made,  and  the  con- 
struction of  which  was  described,  there  is  no  such  firictional  resist- 
cf!,  and  hence  its  indications  will  probably  be  more  accurate. 
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Mr.  Lanb  Fox  Pitt  :  Mr.  Chairman, — At  our  last  meeting  I 
began  by  saying  that  this  was  a  subject  upon  which  I  thought  there 
was  a  certain  amount  of  antagonism.  I  think  the  remarks  of  last 
meeting  and  of  to-night  show  that  I  was  not  very  far  wrong— there 
has  been  a  very  considerable  amount  of  antagonism.  I  am  not 
prepared  to  say  that  it  is  wrong  that  it  should  be  so,  but,  at  the 
same  time,  I  think  that  it  ought  to  be  sometimes  a  little  more 
discreet. 

Mir.  David  Chad  wick,  I  think,  opened  the  discussion:  he  said 
that,  as  one  of  the  public,  he  was  not  much  interested  in  scientific 
technicalities,  but  he  would  put  one  or  two  questions  on  more 
general  grounds.  He  asked  how  much  it  would  cost  to  light  a 
certain  house,  but  he  did  not  give  us  many  particulars.  He  said, 
"  if  the  rental  was  £100  a  year,  how  much  would  it  cost  to  light  it 
by  electricity ;  also,  another  house  at  £200  a  year."  That  is  difficult 
to  say,  because  it  would  depend  upon  other  considerations  besides 
the  rental.  I  am  reminded  of  the  problem,  *'  Given  the  price  of 
herrings  at  two  a  penny,  what  would  be  the  price  of  a  loaf  of  bread!" 
I  do  not  think  it  would  be  possible  to  answer  that.  As  regards 
Mr.  Chadwick's  question,  it  would  depend  in  the  first  place  upon  the 
locality  of  the  house — chiefly  whether  there  were  means  at  hand 
to  supply  electricity  from  a  certain  source.  If  it  were  near  a 
source  of  natural  motive  power,  such  as  the  fall  of  water  in  a  weir, 
or  the  force  of  the  tides,  or  even  a  windmill,  the  energy  would 
be  exceedingly  cheap ;  and  the  only  other  cost  to  be  taken  into 
consideration  in  such  a  case  would  be  the  interest  on  the  plant, 
and  the  necessary  attendance.  I  do  look  in  the  immediate  future 
to  the  possibility  of  applying  the  energy  from  natural  sources  for 
lighting,  and  also,  I  will  venture  to  say,  for  heating  purposes.  We 
have  unlimited  sources  of  energy  in  nature,  and  I  do  not  see  at  all 
why  these  should  not,  by  means  of  scientific  appliances,  be  brought 
to  practical  uses  through  the  agency  of  electricity. 

Another  question  which  Mr.  Chad  wick  asked  was  what  was  the 
difference  between  my  light  and  Edison's  light  and  Swan's  light. 
I  do  not  know  if  I  ought  to  have  begun  at  the  beginning  of  the 
whole  subject,  but  I  may  say  that,  according  to  the  theory  of  light, 
they  are  all  very  much  the  same — they  are  all  three  supposed  to 
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be  due  to  the  vibration  of  a  luminiferous  ether,  and  so  in  the  light 
itself  there  is  really  no  difiference.  There  are,  however,  certain 
differenceii  in  detail  in  the  construction  of  the  lamps.  I  am  the 
very  last  person  in  the  world  to  depreciate  the  work  of  others  iar 
my  own  benefit.  I  do  not  think  it  is  profitable  or  becoming,  and  I 
have  always  thought  that  Mr.  Edison's  work  on  the  subject  was  of 
the  very  highest  importance.  I  believe  that  no  man,  perhaps,  has 
done  more  for  the  benefit,  not  only  of  electric  lighting,  but  for  the 
science  of  electricty  itself,  than  Mr.  Edison.  Perhaps  it  has  not 
altogether  been  owing  directly  to  his  own  energies  that  this  benefit 
is  due,  but,  to  a  great  extent  also  indirectly,  to  the  general  ezite. 
ment  which  his  extraordinary  genius  has  produced,  and  the  manner 
in  which  this  has  led  other  people  to  work  in  the  matter ;  but  I  do 
think  that  there  really  is  the  highest  credit  due  to  the  man  who, 
with  the  enormous  reputation  that  Edison  had  two  or  three  years 
ago,  boldly  said  that  he  thought  electricity  would  be  very  soon  used 
for  general  domestic  purposes,  and  I  think  the  time  is  not  very  &r 
off  when  he  will  be  proved  to  be  right.  As  to  lighting  by  the 
incandescent  lamp,  no  man  can  monopolise  that :  it  has  been  worked 
at  for  over  SO,  perhaps  40  years,  I  believe,  and  I  began  working  at 
it  myself  before  anything  was  known  of  Mr.  Edison's  discoveries  or 
inventions.  In  fact,  I  have  patents  for  England,  if  I  may  refer  to 
them,  dated  some  time  before  Mr.  Edison's  first,  that  has  of  course 
entitled  me  to  work  upon  the  subject,  and  to  consider  that  the  field 
is  open  to  me  also. 

What  Mr.  Crompton  has  said  to-night  takes  the  sting  to  a  gi^at 
extent  out  of  his  remarks  at  the  last  meeting ;  but  I  must  say 
that  I  do  not  think  he  was  at  all  kind  in  his  criticisms  of  my 
system.  He  was  rather  severe  at  times,  and  certainly  was  more 
kind  to  Professor  Ayrton  in  offering  to  buy  one  of  his  (Professor 
Ayrton  s)  machines,  although  he  said,  at  the  same  time,  that  there 
was  a  lad  in  his  office  who,  two  years  ago,  invented  the  same 
thing,  or  veiy  much  the  same ;  only  I  think  he  said  the  child's  was 
much  better.  Then  Mr.  Crompton  said  he  did  not  want  to  tread 
upon  any  one's  toes,  as  he  had  been  asked  to  do ;  but  I  think, 
nevertheless,  that  he  proceeded  to  do  so  to  the  best  of  his  ability. 
He  said  that  there  would  be  very  considerable  waste  (or  loss,  I 
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think,  was  the  expression  he  used)  from  using  earth  returns — that 
the  current  would  go  to  earth  and  would  be  to  an  extent  lost. 

Mr.  Cbohpton  :  No,  no. 

Mr.  Fox  Pitt,  continuing :  I  think  you  will  remember  saying 
that  there  would  be  loss  by  the  use  of  earth  returns.  I  may  have 
been  mistaken,  but  I  would  explain  what  I  meant  by  **  earth,*' 
which  will  also  serve  as  a  reply  to  what  has  been  said  by  another 
speaker.  I  would  resort  to  uninsulated  conductors  in  connection 
with  the  earth,  so  that  their  resistance  would  be  reduced  by  the 
conductivity  of  conducting  matter  in  their  vicinity,  or  in  contact 
with  them. 

Mr.  Crompton  altogether  found  fault  with  the  method  of  what 
I  will  now  venture  to  call  a  "  divided  "  system.  He  said  that  he 
had  tried  experiments  himself  with  the  dynamo  machine,  and  had* 
obtained  certain  results,  viz.,  that  18  lamps  could  be  put  together 
in  series,  but  only  10  in  multiple  arc.  I  can  only  say  that,  under 
such  conditions,  seeing  that  the  resistances  would  be  as  1  :  180,  a 
dynamo  machine  that  will  work  at  all  is  a  remarkable  thing. 
However,  the  question  of  whether  the  light  can  be  economically 
employed  on  multiple  arc  entirely  depends  upon  whether  the- 
machine  is  suitable  for  the  purpose.  I  know  perfectly  well  that  it 
is  highly  desirable  to  keep  the  greater  part  of  the  resistance  to  be 
overcome  outside  the  machine,  in  order  to  get  economical  results, 
but  I  cannot  conceive  very  much  difference  in  economy  between 
such  work  in  "parallel  circuit"  and  in  "series,"  provided  the 
resistances  are  properly  adjusted.  The  energy  developed  by  a 
current  is  exactly  proportional  to  the  resistance ;  and,  if  we  have  a 
certain  difference  of  potential  between  the  two  poles  of  a  lamp, 
that  difference  of  potential  would  produce  or  develop  a  certain 
amount  of  energy,  and  it  really  does  not  matter  how  the  electricitjr 
arrives  at  the  lamp,  whether  it  is  from  another  lamp,  or  whether  it 
is  directly  from  the  supplying  machine.  There  certainly  would  be 
an  enormous  advantage  in  using  a  system  of  multiple  arc  in  practice 
over  a  system  of  lamps  in  a  continuous  circuit  or  series,  because,  of 
course,  if  one  lamp  in  a  series  goes  out,  the  whole  in  the  series 
go  out;  and  then  it  would  not  be  practicable  to  lay  down  sa 
many  wires  as  would  be  necessary  on  an  extensive  scale. 
VOL.  X.  16 
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I  have  to  thank  Mr.  Shoolbred  for  his  remarks.  I  certainly 
did  intend  my  paper  more  as  a  saggeetive  or  foreshadowing  paper 
— one,  as  it  were,  laying  forth  ideas  which  might  be  realised 
in  the  future,  and  putting  down  the  lines  on  which  we  were  to 
work,  and  by  which  we  might  arrive  soon,  I  hope,  at  some 
extended  application  of  electricity. 

Mr.  Mitchell  asked  one  or  two  questions  about  the  belt  slipping. 
He  said  he  had  always  noticed,  at  every  exhibition  of  electric 
lighting,  that  there  was  something  the  matter  with  the  belt  of  the 
engine,  and  asked  how  it  could  be  overcome.  There  are  three 
ways  in  which  that  could  be  avoided.  First,  by  using  belts 
sufficiently  tight ;  secondly,  by  making  the  belts  sufficiently 
sticky ;.  and  thirdly,  and  the  best  way,  I  think,  would  be  to  do 
away  vrith  belts  altogether.  I  believe  I  am  right  in  saying  that 
the  Brush  lamps  in  the  Cijiy  are  now  worked  by  direct.acting 
engines,  and  certainly  that  is  a  practical  demonstration  in  answer 
to  the  question. 

I  forgot  to  mention  about  using  machines  or  electrical  gene- 
raters  themselves  in  parallel  circuit.  Mr.  Crompton  said  that  he 
did  not  think  it  would  be  possible.  I  have  been  told,  and  believe 
it  to  be  true,  that  at  the  present  time  Mr.  Edison  is  using  at 
Menlo  Park  seven  machines  in  multiple  arc,  and  is  working  a 
system  of  480  lamps  with  them. 

Mr.  Gumpel  and  others  criticised  me  very  severely  on  the 
question  of  economy,  and  also  on  the  point  as  to  what  extent  we 
could  rely  upon  figures  given  us  up  to  the  present  day.  Mr. 
Gumpel  altogether  disagreed  with  my  statement  that  l^  lbs.  of 
coal  would  generate  one  horse-power  per  hour  in  a  steam-engine. 
I  think  he  admitted  that  1*6  was  a  practical  figure,  and  had  been 
practically  accomplished,  but  he  would  not  give  in  to  1*5.  But 
notwithstanding  that,  I  will  adhere  to  1*5,  and  believe  it  is  a 
practical  figure.  I  know  that  there  is  a  firm  in  Qreenock,  Robert 
Steel  &  Co.,  who  advertise  that  they  are  prepared  to  supply 
engines  above  1,000  horse-power  at  a  guaranteed  consumption  of 
14  lbs.  of  coal  per  horse-power  per  hour.  There  are  many  laige 
steameiB  in  which  the  consumption  of  fuel  is  even  below  that 
mark.     I  believe  that,  in  the  ships  built  on  the  Clyde  for  the 
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Chinese  Goyernment,  the  consomption  of  coal  was  very  little 
more  than  1*3  lbs.  per  hour  per  horse-power  indicated ;  and  I  would 
remind  my  critics  that,  after  all,  this  only  reaches  about  15  per 
cent  of  the  total  eneigy  of  combustion  of  coal  which  is  turned 
into  useful  motive  power,  and  I  cannot  really  see  why  they  should 
so  complain  at  my  taking  practical  figures  of  the  present  day  when 
I  am  speaking  of  the  possibilities  of  tlie  future.  I  think  that  it 
is  exceedingly  probable  that  the  figures  of  1*5  lbs.  of  coal  may  be 
▼ery  much  reduced;  in  fact,  I  do  not  see  why,  by  using  high 
pressure  steam  and  good  ei^nes  on  a  large,  scale,  the  consumption 
should  not  be  enormously  reduced  below  present  standards. 

I  must  run  over  the  other  points  rather  quickly,  for  I  fear  I 
have  taken  up  your  time  too  much  already.  Mr.  Shoolbred,  in  his 
remarks,  quite  comprehended  what  I  had  intended  to  convey  by 
my  suggestions,  viz.,  that  I  was  not  dealing  with  practical  results, 
because,  when  I  spoke  of  large  centres  supplying  thousands  of 
lamps,  I  could  not  possibly  be  speaking  of  what  had  already  been 
done;  and  I  think  Mr.  Shoolbred  showed  that  he  thoroughly 
appreciated  the  advantage  of  a  discussion  of  this  sort,  which  would 
probably  assist  further  development,  and  could  do  no  harm.  In 
any  difficult  matter,  the  more  fully  and  freely  it  is  discussed,  the 
more  familiar  it  becomes,  and,  after  all,  familiarity  is  what  is  needed. 
The  subject  is,  to  mere  scientific  men,  more  or  less  simple,  but 
what  we  want  is  to  direct  a  great  amount  of  intelligent  labour  to 
what  will  probably  be  a  very  profitable  source  of  employment ;  for 
I  believe  the  future  applications  of  electricity  will  open  up  an 
entirely  new  industry,  and  that  we  shall  have  very  soon  a  vast 
amount  of  at  present  imemployed  labour  earning  an  immense 
anoount  of  money,  at  the  same  time  advancing  science,  and  the 
general  welfare  of  the  nation  and  the  world. 

Mr.  Shoolbred  spoke  of  the  electric  arc  as  being  one  of  the 
most  important  branches  of  electric  lighting  on  a  large  scale,  but 
I  must  say  that  I  never  intended  the  system  I  have  described  to 
be  used  for  the  electric  arc  light  as  well  as  the  incandescent  light. 
I  must  say  that  I  think  there  is  a  possibility  of  arc  lights  disap. 
pearing  altogether,  for  I  do  not  see  why  we  should  not  ultimately 
get  carbon  to  resist  as  high  a  temperature  permanentiy  as  it  does 
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temporarily  in  the  pencils  of  the  electric  arc.  There  is  nothing 
really  against  this;  and,  besides,  it  is  not  necessary  that  the 
temperature  should  be  so  high  in  an  electric  hunp.  In  esti- 
mating the  cost  of  the  arc  light,  we  have  to  take  into  account  a 
great  number  of  items  besides  the  one  item,  the  cost  of  the  power- 
In  the  first  place,  there  is  the  cost  of  the  carbon  pencils,  thai  the 
cost  of  the  lamp  or  regulator  and  its  wear  and  tear,  and  the  skilled 
labour  required  to  adjust  and  put  the  pencils  in  their  place,  and 
then  there  is  the  trouble  of  connections ;  which  are  altogether 
avoided  in  the  incandescent  lights,  where  we  have  merely  to  con. 
nect  the  lamps  up  once  for  all,  and  if  it  is  properly  made  I  believe 
it  will  endure  for  an  indefinite  length  of  time  and  at  any  time  give 
the  required  light.  There  is  no  doubt  that  at  present  the  energy 
absorbed  by  incandescent  lamps  to  produce  a  unit  of  light  is  very 
much  greater  than  the  energy  absorbed  to  produce  the  same  unit 
by  arc  lighting,  but,  every  consideration  taken  into  account,  I 
believe  that  you  could  very  possibly  compete  with  it  in  point 
of  actual  price. 

With  reference  to  earth  returns.  I  meant  merely  connections  of 
existing  systems  to  earth,  so  to  speak,  such  as  water-pipes  or  gas- 
pipes  where  they  exist ;  and  the  resistance  of  gas  and  water-pipes 
where  you  are  dealing  with  small  currents,  such  as  those  passing 
through  an  incandescent  lamp  (generally  something  very  much 
less  than  the  unit  or  weber),  would  be  so  small  that  it  need  scarcely 
be  taken  into  account 

Capt.  Sale  made  some  similar  remarks  about  the  cost.  He 
said  that  I  had  confined  my  observations  entirely  to  the  cost  of 
coal.  I  must  beg  to  differ  from  him.  I  have  taken  the  coat  of 
coal  as  being  -^  of  a  penny  per  horse-power  on  a  large  scale,  and 
I  have  estimated  four  times  that  amount  as  the  total  cost,  and 
that  would  bring  it  down  to  a  farthing ;  and  so  I  did  exactly 
what  he  recommended  should  be  done. 

I  quite  agree  with  the  last  speaker  (Mr.  J.  A.  Betts)  that  it 
would  be  most  desirable  to  have  an  uniform  nomenclature  for  the 
different  terms  used.  I  would  also  suggest  that  "  incandescent  '* 
lighting  is  a  slightly  inappropriate  term  to  use  for  lighting  by 
means  of  the  incandescence  of  a  continuous  conductor.     Of  course 
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all  practical  artificial  light  is  the  result  of  incandescence  of  certain 
particles.  I  have  suggested  myself  the  term  of  "  bridge ''  lighting, 
in  contradistinction  to  the  ''  arc." 

I  had  forgotten  Ur.  A.  Siemens.  He  does  not  at  all  agree  with 
me,  but  he  did  not,  I  think,  really  explain  very  fully  on  what 
points  he  disagreed.  He  said  that  he  did  not  understand  the  table. 
I  have  also  overlooked  Professor  Perry's  criticism,  that  the  table  was 
the  result  of  calculation.  Certainly  it  is.  There  were  one  or  two 
experiments  which  I  made,  and  for  the  sake  of  convenience  I 
deduced  the  figures  so  as  to  give  an  idea  of  what  the  resistance  of 
a  lamp  should  be  to  suit  any  electro-motive  force,  and  to  show 
that,  by  using  a  somewhat  higher  degree  of  electro-motive  force  in 
the  system,  the  resistance  of  the  lamps  would  have  to  be  increased 
in  a  much  greater  proportion.  Mr.  C.  F.  Yarley,  too,  I  think, 
mistook  the  whole  table  as  referring  to  the  same  lamp.  It 
represents  the  same  light,  the  same  candle-power,  but  each  di£ferent 
row  of  figures  represents  a  different  lamp,  as  suited  to  a  different 
electro-motive  force.  For  instance,  take  the  top  line  in  the  table : 
we  have  a  system  of  lights  in  which  the  conductors  are  charged 
constantly  to  30  volts  of  electro-motive  force.  In  order  to  obtain 
here  a  15.candle  light  having  a  luminous  surface  of  iV  of  a  square 
inch,  and  absorbing  iV  horse-power  of  energy,  the  resistance  would 
have  to  be  11*95  ohms.  The  appearance  of  the  lamp  in  every  one 
case  would  be  very  much  the  same ;  the  difference  would  only  be 
that  the  resistance  of  the  conductors  for  high  electro-motive  forces 
would  be  much  greater.  I  have  merely  compiled  the  table  to  give 
some  people,  who  may  not  be  very  well  up  in  the  matter,  a  general 
idea  of  how  any  electro-motive  force  could  be  used,  and  how  by 
only  slightly,  as  it  were,  increasing  the  electro-motive  force,  the 
resistance  of  the  lamps  must  be  enormously  increased  to  correspond ; 
and  so,  by  using  very  high  electro-motive  force,  very  great 
economy  would  be  obtained — economy,  that  is  to  say,  in  point  of 
the  size  of  the  conducting  mains. 

Objections  were  raised  to  the  form  of  regulator.  I  think  that 
Mr.  Crompton  and  Mr.  Oumpel  both  said  that  the  form  of  regu- 
lator for  moving  a  throttle-valve  would  not  be  practicable  at  the 
present  day.    On  a  reference  to  this  diagram  (which  represents  a 
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machine  that  would  give  any  amount  of  power),  it  will  be  seen 
that  the  arrangement  involves  a  vibrating  hammer,  similar  to  the 
hammer  on  an  induction  coil :  this  oscillating  hammer,  or  armature, 
working  on  a  ratchet,  moves  a  wheel  round,  and,  though  the  motion 
is  filowy  an  enormous  power  could  be  obtained  which  would  over- 
come  the  objection  raised  to  the  plan.  This  (Diagram  VI.)  was 
merely  diagramatic  or  typical.  It  is  quite  immaterial  how  the 
electro-motive  force  is  controlled.  Mr.  Crompton  was  not  quite 
right  when  he  said  that  in  the  Brush  system  they  had  a  perfect 
regulator.  I  do  not  mean  that  the  regulator  is  not  very  perfect, 
I  daresay  it  is,  but  I  mean  that  it  is  for  a  very  different  purpose, 
its  object  being  to  ensure  a  variable  electro-motive  force  from  the 
machine  in  proportion  to  the  number  of  lamps  in  operation,  so 
that  in  the  circuit  there  is  always  the  same  amount  of  current. 
That  is  not  my  object,  which  is  to  regulate  the  pressure  so  that  it 
is  constant  during  great  variations  of  current. 

I  am  very  much  obliged  to  Mr.  Yarley  for  his  explanation  as 
to  the  non-compressibility  of  electricity.  That  is  not  a  matter  of 
very  much  importance,  if  we  are  agreed  upon  the  main  subject, 
that  it  is  to  be  looked  upon  rather  as  a  medium  for  transmitting 
power  than  anything  else.  But  I  cannot  quite  understand  how,  if 
electricity  is  a  fluid  and  not  compressible,  a  condenser  of  a  given 
capacity,  when  charged  to  a  certain  tension,  will  be  capable  of 
charging  several  other  condensers  of  equal  capacity,  or  a  condenser 
of  greater  capacity,  with  electricity,  to  an  inferior  tension  in  pro. 
portion  to  the  tension  of  the  original,  without  the  electricity 
expanding.  However,  that  is  a  point  which  I  do  not  think  of  very 
much  consequence.  With  proper  appliances,  we  can  always  get  a 
proper  return  for  the  energy  expended. 

Professor  Atbton:  In  justice  to  Mr.  Crompton,  may  I  be 
allowed  to  correct  one  misconception  on  the  part  of  Mr.  Lane  Fox 
Pitt.  The  two  communications  of  Professor  Perry  and  myself  were 
quite  distinct,  although  made  one  after  the  other.  The  first,  you 
will  rbmember,  was  bringing  to  your  notice  a  portable  galvanometer 
for  measuring  the  strongest  currents,  and  which  could  be  calibrated 
with  a  weak  current  produced  by  only  one  Daniell  cell.  It  was  this 
little  instrument  that  Mr.  Crompton  expressed  himself  so  desirous 
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of  obtaining,  and  the  invention  of  which  was  not  attributed  to  an 
assistant  of  Mr.  Crompton. 

The  second  communication,  which  was  quite  distinct,  was  on  a 
transmission  dynamometer,  whicH  could  be  put  on  the  main  shaft 
of  any  factory,  and  not  a  laboratory  instrument  like  the  ordinary 
transmission  dynamometer ;  and  I  think  it  quite  possible,  after  the 
few  words  I  have  said  this  evening,  showing  the  advantage  of  our 
form  of  transmission  dynamometer  over  that  employed  by  Mr. 
Crompton  (and  which  was  devised  by  his  assistant),  that  he  may 
express  himself  also  equally  desirous  of  obtaining  that  too. 

After  a  few  observations  of  the  Chairman  regarding  the 
practical  value  of  the  papers  contributed  by  Mr.  Lane  Fox  Pitt 
and  by  Professors  Ayrton  and  Perry,  a  cordial  vote  of  thanks 
was  returned  to  the  authors. 
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The  One  Hundred  and  First  Ordinary  Qeneral  Meeting  of  the 

Society  was  held  on  Thursday  evening,  May  12th,  1881,  at 

the  Institution  of  Civil  Engineeniy  25,  Qreat  Gteorge  Street, 

Westminster— Professor  W.  Q.  Adams,  F.R.S.  (Vice-Presi 

dent),  in  the  Chair. 

The  minutes  of  the  previous  meeting  were  read  and  confirmed, 

and  the  names  of  candidates  for  admission  announced  and  ordered 

to  be  suspended. 

The  following  paper  was  then  delivered : — 

RADIOPHONY. 
By  W.  H.  Pbeece,  Past  President. 

A  sower  went  forth  to  sow,  and  his  seeds,  falling  on  various  soils, 
met  with  various  fates.  Some  fell  on  stony  ground,  and  other  on 
fruitful  ground;  but  the  seeds  of  few  sowers  ever  fell  on  sudi 
fruitful  ground  as  those  of  Graham  Bell  and  Sumner  Tainter.  The 
£eu)ts  brought  forth  by  their  researches  showed  that  "  sonorousness 
^under  the  influence  of  light  is  a  property  common  to  all  matter,*' 
or,  in  other  words,  if  matter,  either  in  a  state  of  liquid,  solid,  or 
gas,  was  submitted  to  the  influence  of  intermittent  light,  the  result 
was  the  production  of  sounds. 

Inasmuch  as  physicists  for  200  years  had  been  trying  to  produce 
some  experiment  which  should  show  that  bodies  moved  under  the 
influence  of  light,  and  failed ;  and  inasmuch  as  60  years  ago  Bennett 
-concentrated  the  rays  of  the  sun  on  very  sensitive  suspended  sub- 
-stances,  but  obtained  no  motion  at  all,  and  many  have  used  that  as 
.an  argument  against  the  corpuscular  theory  of  light ;  so  everybody 
was  startled  by  Bell's  announcement. 

When  Professor  Qraham  Bell  announced  before  this  Society 
ihat  the  sound  produced  by  light  rays  which  were  broken  up  and 
made  to  fall  intermittently  on  discs  of  hard  material  was  a  property 
•of  light,  you  will  remember  that  Professor  Tyndall  expressed  his 
belief  that  the  effect  was  due  to  heat,  and  not  to  light.  Dr. 
:Spottiswoode,  P.R.S.,  suggested  the  same  thing  in  his  last  presi- 
•dential  address  to  the  Royal  Society.  Every  experimenter  since 
has  shown  unmistakably  that  the  surmise  of  Dr.  Spottiswoode  and 
the  opinion  of  Dr.  Tyndall  were  quite  right 
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Many  enquirers  have  been  inyestigatiDg  the  subjecti  and  it  is 
rather  amusing  to  notice  the  various  titles  adopted  by  them. 
Graham  Bell,  in  his  paper  of  the  27th  August,  1880,  adopted 
the  title, "  Upon  Production  and  Reproduction  of  Sound  by  Light." 
As  recently  as  2l8t  April,  1881|  in  a  paper  read  before  the 
American  Society  of  Science,  he  discusses  the  same  question  under 
the  title/' Upon  the  Production  of  Sound  by  Badiant  Energy.'* 
IL  Mercadier,  the  head  of  the  technical  school  of  the  telegraph 
administration  in  Paris,  an  extremely  able  experimenter,  as  well  as 
a  very  clever  physicist,  has  written  several  papers  from  week  to 
week,  published  in  La  Lumiere  Electrique  (and  which  have  been 
read  before  the  French  Academy),  which  have  invariably  been 
entitled  "  Notes  on  Radiophony."  A  Qerman  physicist,  Bontgen, 
on  the  8th  December  last,  read  a  paper  on  the  same  subject,  which 
lie  entitled,  *'0n  the  Tones  which  arise  from  the  Intermittent 
Illumination  of  a  Qas."  Dr.  Tyndall,  on  the  13th  January,  1881, 
read  a  paper  before  the  Royal  Society  under  the  title  of  *^  Action 
of  an  Intermittent  Beam  of  Radiant  Heat  upon  Gaseous  Matter  ;** 
and,  on  the  10th  March  last,  I  read  before  the  Royal  Society  a 
paper  which  I  entitled,  '^  On  the  Conversion  of  Radiant  Energy 
into  Sonorous  Vibrations.*'  But,  as  will  be  gathered  from  the 
title  of  this  evening's  paper,  I  propose  in  future  to  speak  of  the 
jriienomena  as  phenomena  of  '*  Radiophony.'* 

Before  going  further,  it  would  be  as  well  to  make  it  clear  as  to 
what  is  understood  by  these  various  terms.  By  Radiophony,  the 
term  adopted  by  Mercadier,  Bell  and  Tainter,  and  myself,  I  simply 
mean  the  production  of  sounds  by  radiant  energy.  The  term 
'^ sound''  is  introduced,  and  it  is  necessary  I  Hhould  explain  why 
that  term  has  been  converted  into  "  sonorous  vibrations."  I  take 
the  term  '*  sound  "  to  express  a  certain  action  which  takes  place  in 
the  brain :  sound  is  a  sensation.  "  Sound  '*  is  a  term  applied  to  an 
act  of  consciousness,  such  as  happens  at  the  present  moment  when 
you  are  listening  to  my  voice.  Sound  alone  reaches  the  brain ;  out- 
side your  ears,  between  you  and  me,  there  is  no  such  thing  as  sound. 
When  my  lips  move,  a  disturbance  or  motion  of  the  particles  of  the 
air  is  set  up,  and  this  motion  is  sonorous  vibration,  which  is  trans. 
lated  by  the  ear  and  communicated  to  the  brain    as   sound. 
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SoDorous  vibrations,  then,  are  mere  waves  or  motions  of  particles 
of  the  air.  <    • 

By  ^'radiant  energy/'  physicists  now  speak  of  th^^motion  43^ 
the  ether,  that  highly  elastic  medium  which  fills  all  spalce.  The 
heat  of  the  sun,  the  light  of  the  stars,  t^e  effects  which  we  call 
actinism,  and  all  the  physical  effects  that  pass  between  astro, 
nomical  bodies,  are  transmitted  by  this  medium,  ether,  and  its 
movements  or  vibrations  are  called  radiant  energy.  Some- 
times this  action  is  called  *'  radiation,"  and  it  is  a  very  frequent 
thing  to  see  in  papers  at  the  present  day  the  word  *'  radiation  "  so 
employed.  The  latter  term  is  perfectly  accurate  when  the  mean, 
ing  is  properly  defined,  but  it  should  only  be  applied  to  the 
production  of  an  effect,  such  as  that  produced  by  the  gas  jets  now 
burning  above  us  ;  but  if  we  call  that  which  produces  as  well  as 
that  which  is  produced  by  the  same  term,  we  commit  a  logical 
defect — that  is,  we  use  anomalous  terms.  Many  physicists  have 
found  it  better  to  speak  of  radiation  as  one  thing,  viz.,  that 
producing,  and  of  radiant  energy  as  another  thing,  viz.,  that 
produced. 

So  it  has  now  become  the  practice  to  speak  of  radiant  energy  as 
expressive  of  that  motion  of  the  ether  which,  when  falling  upon  the 
retina  of  the  eye,  produces  light ;  which,  when  falling  upon  certain 
bodied,  especially  upon  such  things  as  lampblack,  produces  heat ; 
and  which,  when  falling  upon  salts  of  silver  and  of  various  other 
metals,  produces  that  particular  effect  called  photography.  This 
motion  varies  only  in  wave  length.  The  terms  used  in  old  text- 
books, dividing  the  rays  of  the  sun  into  luminous,  thermic,  and  actinic 
rays,  have  in  modern  scientific  text-books  dropped  out  of  existence, 
and  all  these  effects  are  simply  attributed  to  the  different  lengths 
of  the  particular  waves  that  agitate  the  ether. 

The  great  advantage  of  the  term  Radiophony  is  that  it  is  per. 
fectly  general.  It  means  the  production  of  sound  by  the  impact 
of  the  waves  of  radiant  energy  upon  different  materials.  If  the 
sounds  are  produced  by  the  impact  of  the  wave  lengths  that  fall 
between  the  red  and  violet  (which  is  called  the  visible  part  of  the 
spectrum),  they  produce  what  is  called  the  photophone.  If,  on  the 
other  hand,  these  waves  of  radiant  energy  are  those  which  fall  on 
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substances  and  produce  heat,  the  effect  is  called  a  thermophone  ; 
and  it  is  not  at  all  unlikely  (although  I  do  not  think  that  it  has 
been  done)  that  the  waves  of  highest  refrangibility  (far  above  the 
violet)  could  be  utilised  in  some  way  to  produce  sound,  and  be 
called  an  actinophone. 

With  regard  to  a  definition  that  is  sometimes  used,  I  should 
like  to  explain  the  distinction  that  is  drawn  between  radiant  heat 
and  thermometric  beat.  Radiant  heat  is  wave  motion  in  the 
ether ;  thermometric  heat^  wave  motion  in  matter.  The  greater 
the  swing,  the  greater  the  amplitude  of  motion  of  the  molecules  of 
which  matter  is  composed,  the  higher  is  the  temperature  and  the 
greater  the  heat  present.  The  difference  between  radiant  heat 
and  thermometric  beat,  therefore,  is  that  radiant  heat  is  the 
motion  of  ether,  and  thermometric  heat  is  the  motion  of  matter. 

The  former  we  cannot  measure  ;  the  latter  we  can  measure  by 
the  aid  of  a  thermometer,  and  therefore  it  is  called  thermometric 
heat. 

What  are  the  facts  that  we  have  to  deal  with  ? 

First  of  all,  let  me  explain  the  apparatus  that  I  have  before 
you,  and  which,  by  the  aid  of  my  indefatigable  friend  (Mr.  Stroh), 
I  hope  to  show  you. 

Here  is  an  oxyhydrogen  light  which,  though  perhaps  not  so 
effective  as  the  electric  light,  is  more  amenable  to  control,  does  no£ 
possess  so  many  faults,  and  is  sufficiently  powerful  for  our  purpose. 

The  oxyhydrogen  lighi  falls  on  a  line  of  perforations  near 
the  periphery  of  a  zinc  disc  which  can  be  rotated.  When  the  light 
passes  through  the  perforatious  on  the  zinc  plate,  its  rays  are 
rendered  intermittent  and  are  received  upon  a  lens  which  gathers 
them  together,  or  brings  them  parallel,  and  they  then  pass  on  to 
a  disc  inside  a  small  square  case.  In  this  case  can  be  placed  discs 
of  various  materials,  and  on  the  side  farthest  from  the  light  (and 
at  the  back  of  any  discs  placed  in  the  case)  a  hole  is  cut  into 
which  is  fitted  a  flexible  hearing  tube.  At  present  a  disc  of 
ebonite  is  placed  inside  the  case.  I  am  afraid  that  these  sounds 
will  not  be  heard  beyond  the  tube ;  I  will  therefore  ask  the 
audience  to  accept  (during  the  reading  of  the  paper)  Professor 
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Hughes'  remarks  on  the  success  of  the  experiments  as  they  are 
carried  out. 

Exp.  1. — ^The  zinc  disc  is  now  rotating,  causing  the  light  to 
£all  intermittently  on  the  lens,  and  so  on  to  the  ebonite  in  the  case. 
I  should  say  that  the  sounds  follow  the  rapidity  of  rotation  of  the 
zinc  disc. 

Professor  Hughes  :  I  can  hear  a  musical  whistling  sound,  quite 
distinct  from  the  whizzing  noise  of  the  zinc  disc  rotating  in  the  air. 

Mr.  Pbbege  (continuing)  :  The  question  that  is  raised  by  this 
experiment  is,  seeing  that  rays  of  light,  or,  as  I  should  say,  of 
radiant  energy,  in  falling  intermittently  upon  the  ebonite  disc, 
produce  sound,  to  what  particular  branch  of  these  rays  is  the  sound 
due  1  Is  it  due  to  waves  of  higher  refrangibility,  to  waves  of 
lower  refrangibility,  to  what  of  old  was  spoken  of  as  light,  or  to 
what  is  more  frequently  spoken  of  as  radiant  heat?  Mr.  Qraham 
Bell,  in  his  original  paper  before  this  Society,  attributed  it  to  the 
light.  M.  Mercadier,  who  was  the  first  to  take  up  this  subject  in 
Europe,  and  who  worked  at  it  vdth  great  energy,  proved  that  they 
really  belonged  to  the  red  and  ultra-red  rays,  and  that  they 
varied  with  the  substance  used  as  a  disc ;  and,  as  I  have  already 
said.  Dr.  Tyndall  stated  in  this  room  that  he  believed  the  effect 
was  due  to  radiant  heat.  I  think  we  shall  in  the  next  experiment 
be  able  to  show  that  it  is  not  the  effect  of  light  but  of  radiant  heat. 

Exp.  2. — ^Ebonite  is  almost  absolutely  opaque :  with  a  powerful 
light  (such  as  the  electric  light  or  the  sun)  a  dull  red  gleam  may 
be  seen  through  it  if  it  be  thin  enough,  but  to  all  intents  and 
purposes  ebonite  is  opaque  to  light.  Ebonite,  however,  allows  the 
lower  rays  of  the  spectrum  to  pass  through  it :  the  extreme  verge 
of  the  red,  and  all  the  lower  rays  pass  through  thin  ebonite. 
Gapt.  Abney  has  succeeded  in  photographing  the  carbons  of  an 
electric  light  through  a  dark  piece  of  ebonite^  and  has,  in  fact, 
photographed  the  spectrum  through  that  material. 

Therefore,  on  holding  a  thin  sheet  of  ebonite  in  an  intermediate 

position  between  the  lens  and  the  receiving  case,  I  shut  off  the 

light  from  the  latter.    But  does  that  cause  the  sounds  to  cease  1 

Prof.  Hughes  :  No  ;  I  can  hear  the  sound  as  clearly  as  before. 

Mr.  Pbeegb  (continuing)  :  That  experiment  proves  that  the 
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effect  is  not  one  due  to  the  light,  but  to  the  heat  rays  which  pass 
thiough  the  daik  ebonite. 

Mr.  Graham  Bell,  in  his  excellent  paper,  to  which  I  have 
already  referred,  has  accepted  this  conclusion ;  but  he  has  carried 
the  proof  a  step  further,  and  has  shown  (as  I  will  also  show  you 
presently)  that  the  effect  not  only  varies  with  the  substance  upon 
which  the  rays  fall,  but  with  the  colour  of  the  substance.  Hence 
the  conclusion  is  clear  that  the  sounds  are  due  to  the  conversion  of 
radiant  energy  into  thermometric  heat.  The  rays  of  radiant  energy 
passing  from  the  lamp  on  to  the  disc  become  converted  on  the 
disc  into  thermometric  heat,  and  produce  sound. 

Then  comes  the  question.  How  is  the  sound  produced  1     Is  it 

an  effect  due  to  the  direct  expansion  and  contraction  of  the  mass 

upon  which  the  light  falls  ?     It  is  very  easy  to  understand  that  if 

light  fell  on  a  substance  like  ebonite,  and  if  that  expanded  with 

the  heat,  and  contracted  when  the  heat  was  removed,  and  if  the 

periods  of  expansion  and  contraction  followed  each  other  with 

suflScient  rapidity,  we  should  get  an  expansion  and  contraction  of 

the  air  in  contact  with  the  thin  disc,  which  would  be  transmitted 

to  the  tympanum  of  our  ears  and  there  produce  sound.    The 

assumption  of  the  expansion  and  contraction  of  a  mass  of  material 

like  this  involves  a  question  of  time.    To  expand  and  contract  a 

|,ody to  heat  and  cool  a  body — involves  time.   Although  Lord 

Bayleigh,  in  a  paper  that  he  wrote,  showed  that  it  was  possible,  by 
the  rapid  heating  and  cooling  of  a  body,  to  produce  this  rapid 
expansion  and  contraction,  and  although  Mr.  Qraham  Bell  (in  a 
paper  about  to  appear  in  the  scientific  journals)  maintains  the  same 
position,  yet,  with  all  the  skill,  pains,  and  care  that  Mr.  Stroh 
and  I  have  devoted  to  the  matter,  in  the  ordinary  instruments, 
we  have  failed  to  obtain  any  evidence,  or  at  any  rate  sufficient 
evidence,  of  expansion  and  contraction  of  these  discs  to  account 
for  the  sonorous  vibrations  which  Professor  Hughes  just  told  you 
he  heard.    Mr.  Qraham  Bell,  in  his  paper  (to  which  I  have  just 
referred),  does  not  consider  that  the  experiments  I  have  made  are 
sufficiently  adequate  to  account,  even  in  a  negative  sense,  for  this 
view  of  the  question.    I  consider  it  perfectly  and  absolutely  proved 
that,  under  the  influence  of  Buch  a  light  as  the  oiyhydrogen  light, 
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we  cannot  produce  these  sounds  in  tbat  way ;  but  the  solar  lays 
may  be  more  powerful  in  Washington,  where  Mr.  Qraham  Bell 
carried  out  his  experiments.  We  have  used  that  most  sensitive 
instrument  the  microphone,  attached  to  the  disc  and  case  in  every 
form,  to  try  and  prove  the  existence  of  the  mechanical  vibration 
of  the  disc,  and  we  have  failed.  Therefore  we  may  say,  un. 
hesitatingly,  that  the  sounds  are  not  due  primarily  to  the  expansion 
and  contraction  of  the  disc. 

Are  the  sounds  due  to  molecular  pressure  ?    What  is  molecular 

pressure  ?      I  have  here  a  radiometer  devised  by  Mr.  Crookes,  and 

which  is  one  of  the   prettiest  and  most  beautiful  instruments 

devised  by  any  scientific  man  for  some  time.     Here  is  also  a 

candle,  the  rays  from  which  are  falling  upon  the  radiometer.  The 

radiometer  consists  of  an  aluminium  cross,  upon  which  are  fixed 

four  vanes,  the  whole  being  enclosed  in  an  exhausted  glass  bulb. 

The  vanes  are  also  of  aluminium,  one  side  of  them  being  lamp. 

blacked  by  exposure  to  flame,  and  the  other  side  bright  and  plain. 

The  action  of  |the  radiometer  is  due  to  the  motion  of  the  molecules 

of  the  residual  gas  in  the  bulb.     The  molecules  are  highly  elastic, 

and  they  obey  the  laws  of  the  impact  of  solid  and  elastic  bodies. 

They  beat  against  the  sides  of  containing  vessels  with  a  force 

which  is  called  'preaswre,  and  they  beat  against  the  face  of  any 

surfekce  exposed  to  them  with  a  force  which  becomes  mechanical 

and  evident  when  this  surface  is  so  arranged  as  to  move  and  be 

unequally  acted  upon  by  the  molecules  on  different  sides.     Radiant 

energy  falling  on  a  white  surface  is  reflected  off  again  without  any 

change,  but  falling  on  a  black  surface  it  is  absorbed  and  converted 

into  thermometric  heat.     Whenever  the  temperature  of  a  body  is 

raised,  it  warms  the  molecules  striking  it,  which  move  away  from 

it  with  increased  velocity  ;  and,  as?  action  and  reaction  are  always 

alike,  in  moving  away  they  give  the  body  a  **  kick,"  molecular 

pressure  is  produced,  which,  in  the  case  of  the  vanes  of  the  radio. 

meter,  causes  rotation.  It  is  a  somewhat  analogous  phenomenon  to 

that  which  we  have  seen  in  the  '^  Little  Marvel"  steam-engine,  in 

an  ordinary  lawn  sprinkler,  where  water  is  scattered  over  a  grass 

plot,  and  in  the  well-known  electric  fly.    But  in  the  radiometer 
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the  external  glaes  case  plays  aa  important  feature.  If  the  vanes 
were  fixed,  the  external  case  would  rotate.  There  is,  in  fact,  a 
molecular  wind  between  the  two-  surfaces,  blowing  from  the  warm 
surface  to  the  cold  one.  The  existence  of  this  bombardment  of 
molecules  has  been  incontestably  proved  by  Mr.  Crookes  in  that 
beautiful  modification  of  his  radiometer,  the  otheosoope,  where 
the  mind's  eye  can  see  clearly  and  unmistakably  the  little  bullets 
striking  the  disc  in  an  incessant  shower  from  the  lampblacked 
vanes.  Here  we  have  the  vanes  rotating  in  one  direction,  and  the 
disc  moving  in  the  reverse  direction.  Two  surfaces  are  always 
necessary  to  produce  this  radiometric  effect.  In  the  radiometer 
we  have  the  vanes  and  containing  glass,  but  in  the  air,  at  ordinary 
pressures,  the  opposing  surface  would  be  a  cushion  formed  by  the 
air  itself. 

If  the  vanes  of  the  radiometer  were  fixed,  and  the  rays  from 
the  candle  were  caused  to  fall  intermittently  oh  the  radiometer, 
you  would  have  all  the  conditions  required  to  produce  a  motion 
that  would  result  in  sonorous  vibration.  If  an  ebonite  disc  were 
fixed  inside  the  case,  and  intermittent  light  allowed  to  fall  upon 
it,  then,  according  to  the  theory  of  the  radiometer,  vibrations 
would  be  produced  by  molecular  pressure,  which  would  result  in 
sound.  That  was  the  view  taken  by  M.  Mercadier  when  offering 
an  explanation  of  the  phenomena ;  but  all  the  experiments  made 
by  Mr.  Stroh  and  myself  were  purely  negative,  and  showed  that 
there  may  be  an  effect  of  molecular  pressure,  but,  if  there  be,  it  is 
so  small  that  it  cannot  account  for  these  sonorous  vibrations. 

The  next  question  is.  Is  it  a  function  or  case  of  vibration  of 
the  disc  at  all  1  Professor  Hughes,  who  was  present  at  the  experi- 
ments, suggested  that  it  might  be  the  vibration  of  the  air  itself. 
To  answer  this  question  we  immediately  set  to  work.  Mr.  Graham 
Bell  still  maintains  that  the  disc  does  vibrate,  and  will  not  admit 
that  the  experiments  given  in  my  paper  before  the  Boyal  Society 
are  conclusive,  but  adheres  to  his  own  original  idea  (for  the  pre- 
sent, at  any  rate),  that  it  is  the  action  of  light  upon  the  discs 
themselves,  and  will  not  admit  that  it  is  due  to  the  expansion  of 
air.    But  M.  Mercadier,  curiously  enough,  b^  shown  that  be  got 
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the  sounds  just  the  same  though  the  disc  were  cracked ;  and  on  my 
recent  visit  to  Paris  he  was  kind  enough  to  give  me  a  disc  which 
is  cracked  in  all  directions,  but  nevertheless  emits  sounds  as  if  it 
were  intact.  That  must  be  sufficient  to  show  that  the  sounds  are 
not  produced  bv  the  vibration  of  the  disc,  for  we  all  know  that 
cracked  bells  do  not  give  the  same  sounds  as  when  uncracked. 
Agaiui  experiments  show  that,  whether  the  disc  be  of  ebonite, 
mica,  zinc,  paper,  copper,  or  various  other  things,  the  sound  given 
is  always  of  the  same  timire — of  the  same  character  of  note.  If 
the  soimds  were  due  to  the  vibration  of  the  disc,  different  sub- 
stances would  emit  different  sounds. 

We  will  now  remove  the  disc  from  the  case,  and  see  if  any 
difference  is  apparent. 

Professor  Hughes  :  The  sound  seems  louder. 

Mr.  Pbeece  :  That  is  my  experience — that  the  removal  of  the 
disc  increases  the  loudness  of  the  sound. 

Professor  Hughes  :  If  I  squeeze  the  flexible  tube  I  get  no 
sound,  which  proves  that  if  the  air  is  cut  off  no  sound  passes. 

Mr.  Pbeece  :  That  is  a  new  experiment.  Now,  having  shown 
that  it  is  not  the  vibration  of  the  disc, — ^that  the -sound  is  absolutely 
improved  by  the  removal  of  the  disc, — ^we  have  to  ask  ourselves 
whether  it  is  due  to  the  expansion  of  the  air.  In  this  particular 
case  the  air  has  been  confined  by  a  disc  of  glass ;  but  this  disc  is  a 
thick  lens,  so  that  it  is  scarcely  possible  to  believe  that  the  vibra- 
tions  could  have  been  caused  by  it  It  is  replaced  by  a  thin  glass, 
without  any  change  in  the  sound. 

We  will  now  try  the  effect  of  gently  removing  the  glass  while 
the  intermittent  light  is  falling  on  the  case. 

Professor  HUGHES :  The  sound  has  ceased. 

Mr.  Pbeece  :  Yes ;  the  moment  the  confined  air  is  allowed  to 
expand  in  another  direction  by  the  removal  of  the  glass,  the  sound 
ceases,  so  that  really  the  sound  can  only  be  made  evident  as  long 
as  the  air  is  confined.  This  experiment  has  been  confirmed  by 
M.  Mercadier,  and  by  Messrs.  Bell  and  Tainter.  Many  kinds  of 
cases  were  tried,  conical,  spherical,  and  rectangular ;  but  the  one 
best  suited  proved  to  be  the  form  you  now  see. 
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The  arrangement  adopted  in  America  by  Messrs.  Bell  and  Tainter 
ia  very  similar  to  that  now  shown  you,  it  being  as  follows  :*- 


JIT 


The  mode  of  measuring  the  relative  intensities  of  sounds 
emitted  by  different  materials  in  different  arrangements  is  very 
interesting.  The  instrument  best  adapted  for  the  purpose  is  Pro- 
fessor Hughes'  sonometer  (such  as  the  one  before  you),  but,  as  the 
actual  measurement  by  this  instrument  takes  time,  I  will  not 
delay  you  by  using  it :  we  will  rely  only  upon  Professor  Hughes 
giving  us,  by  ear,  the  approximate  values.  Professor  Hughes' 
sonometer  indicates,  by  a  graduated  scale  extending  from  zero  to 
100,  the  different  intensities  of  sound.  Mr.  Tainter  has  adopted 
a  different  arrangement  to  give  the  same  comparisons.  The 
following  diagram  will  explain  Mr.  Tainter's  plan : — 


Two  tubes  (E)  are  connected  to  an  india-rubber  tube  (M),  at 
the  end  of  which  is  an  ear.piece.  When  the  sounds  emitted  in 
two  cases  (one  at  the  end  of  each  tube)  are  of  equal  intensity,  the 
comparison  is  simple ;  but  if  one  sound  is  louder  than  the  other, 
the  case  emitting  it  has  to  be  moved  further  away,  until  a  point  of 
equal  intensity  is  reached.  Direct  measurement  is  obtained  by 
the  ear,  and  the  relative  intensities  are  compared  by  the  positions 
of  the  cases  on  a  graduated  scale. 

Having  shown  that  the  sounds  are  due  to  the  impact  of  waves 
of  radiant  energy,  let  us  see  if  they  cannot  be  improved.  It  is 
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quite  evident  that  if  the  sounds  be  due  to  tLe  expansion  and  oon- 
traction  of  the  air  contained  in  the  case,  then,  if  by  any  means  we 
can  in  the  same  periods  increase  the  temperature  within  that 
case,  we  shall  increase  the  extent  of  those  contractions  and  ex. 
pansions.  I  have  already  explained  that,  when  rays  of  radiant 
energy  flail  on  lampblack,  they  are  converted  from  radiant  heat 
into  thermometric  heat.  Now  if  we  take  a  clean  case  (here  is  one) 
and  attach  it  to  the  tube,  we  may  assume  that  no  sound  is  given  ; 
but  Professor  Hughes  will  perhaps  kindly  say. 

Professor  HUOHBS :  There  is  a  very  weak  sound,  of  an  intensity 
of  about  5. 

Mr.  Pbeecb  :  That  is  owing  to  the  case  not  being  perfectly 
clean.  If  we  now  black  the  same  case  with  fumes  of  burning 
camphor — [Mr.  Stroh  does^  so] — ^we  will  note  the  difference. 

Professor  Hughes  :  I  estimate  the  intensity  of  the  sound  now 
emitted  at  50  or  45  increase  above  the  last  experiment. 

Mr.  Pbeecb  :  M.  Mercadier  and  Mr.  Sumner  Tainter  have,  by 
totally  different  experiments,  confirmed  this  effect  of  coating  the 
case  with  lampblack.  M.  Mercadier  employed  a  test  tube,  such 
as  the  one  I  now  hold,  which  contains  a  piece  of  mica  coated  with 
lampblack.  If  the  test  tube  be  held  in  the  path  of  the  intermit, 
tent  oxyhydrogen  light,  and  the  hearing  tube  attached  to  it,  we 
shall  get  sounds. 

Professor  Hughes:  Yes;  the  sound  is  very  intense,  but  is 
immediately  cut  off  by  squeezing  the  hearing  tube. 

Mr.  Pbeece  :  If  we  substitute  a  larger  test  tube  containing  a 
piece  of  wire  gauze  (for  that  containing  the  mica),  covered  with 
lampblack,  as  employed  by  Messrs.  Bell  and  Tainter,  I  am  in 
hopes  that  the  sound  will  be  sufficiently  loud  to  be  heard  by  all  the 
members  present.     [This  was  so.] 

Another  form  of  the  same  kind  of  experiment  is  that  of  using  a 
glass  flask  coated  inside  with  lampblack.  But  Messrs.  Bell  and 
Tainter  have  gone  still  farther,  and,  instead  of  using  lampblack, 
they  have  placed  worsted  in  the  test  tubes.  I  have  here  tubes  con- 
taining  worsted  of  different  colours,  and,  as  Bell  and  Tainter  have 
shown,  according  to  the  quantity  of  heat  which  each  of  the  colours 
ought  to  radiate  from  this  degradation  of  radiant  energy  into 
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thennometric  heat,  so  is  the  effect  prodaced.     We  will  try  one  or 
t^o  of  them* 

The  tnbe  not  containing  any  worsted,  but  lampblack,  is  now 
under  experiment. 

Professor  Hughes  :  I  should  think  the  sound  is  about  75. 

Mr.  Fbeece  :  Blue  worsted. 

Professor  Hughes  :  10. 

Mr.  Pbeeoe  :  Qreen  worsted. 

Professor  HUGHES :  Say  13.     The  sounds  are  very  light. 

Mr.  Pbeece  :  Yellow  worsted. 

Professor  HuGHES :  20. 

Mr.  Pbeece  :  Red  worsted. 

Professor  Hughes  :  Not  so  loud  as  I  should  have  expected : 
about  20. 

Mr.  Pbeece  :  Black  worsted. 

Professor  HUGHES :  Very  loud  :  40  or  60. 

Mr.  Pbeece  :  That  series  of  experiments  affords  direct  proof 
that  the  intensity  of  the  sounds  varies  with  the  power  which  the 
substance  has  to  convert  the  rays  of  radiant  energy  into  thermo- 
metric  heat.  Mr.  Graham  Bell  also  proved  that  the  loudest  sounds 
were  produced  from  substances  in  a  loose^  porous,  spongy  condition, 
and  from  those  that  have  the  darkest  or  most  absorbent  colours. 
He  has  experimented  with  sponge,  spongy  platinum,  cotton,  cork, 
and  a  host  of  other  materials,  and  says  that  in  some  cases  *'  the 
sound  was  so  loud  as  to  be  actually  painful  to  the  ear.'' 

Cannot  these  effects  be  produced  by  other  means  ?  Instead  of 
using  tubes,  and  flasks,  and  cases,  let  us  take  a  little  case  which 
has  inside  it  a  spiral  of  thin  platinum  wire.  If  currents  of  elec- 
tricity pass  through  that  wire,  for  every  current  sent  the  wire 
becomes  heated  in  direct  proportion  to  the  strength  of  the  current 
passing,  and  if  that  be  so,  we  ou&rht  to  get  the  same  effect  as  has 
just  been  obtained  in  the  tubes.  I  have  a  glass  tube  here  containing 
two  wires,  at  the  top  of  one  of  which  there  is  a  small  coil  of 
platinum  wire.  That  coil  is  in  an  electric  circuit,  a  wheel-brake 
being  used  for  sending  intermittent  currents.  The  wheel-brake, 
or  transmitter,  is  downstairs;  and  Mr.  Kempe  has  now  gone  to 
turn  it. 

Professor  Adams  (listening) :  I  can  hear  sounds,  which  go 
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li%ber  afi  the  wheel  is  more  rapidly  rotated ;  I  can  also  feel  that 
the  tvbe  is  becoming  hot. 

Mr.  Pbebge  :  If  we  substitute  an  ordinary  microphone  trass. 
miitery  instead  of  the  wheel-brake,  we  shall  have  a  more  delicate 
anai^ement ;  and,  if  Mr.  Kempe  speaks  to  the  transmitter,  similar 
aoukds  will  be  heard  firom  the  tube,  which  is  in  reality  a  new  kind 
of  telephone. 

Professor  Adahs  :  Tes ;  I  heard  the  names  of  the  months,  and 
Bombears  1  to  20. 

Mr.  Pheeoe  :  That  is  a  telephone  based  entirely  upon  the 
production  of  heat  by  currents  of  electricity  and  the  sonorous  vibra. 
tions  induced  by  that  heat. 

To  revert  to  the  test  tube  experiments,  I  forgot  to  show  you 
a  very  interesting  experiment  of  M.  Mercadier's.  Instead  of 
taking  a  disc  having  one  series  of  holes,  we  use  one  having  four 
leiies  of  holes  in  proper  progression,  and,  when  the  rays  of  light 
&11  intermittently  from  these  holes  on  the  test  tube,  instead  of  a 
mote  a  chord  is  produced. 

Professor  Hughes  :  I  can  hear  sotmds,  but  they  only  form  an 
imperfect  minor  chord. 

Mr.  Pbeegb  (continuing) :  Messrs.  Bell  and  Mercadier  have 
Hiade  one  step  in  advance,  and,  with  that  curious  simultaneity  that 
alien  follows  scientific  men  who  are  pursuing  the  same  path,  their 
Jesuits  were  published  in  Paris  on  Monday  night  last  at  the  same 
time  when  they  both  announced  that  they  had  succeeded,  in. 
dependently  of  each  other,  in  transmitting  articulate  speech  by 
the  aid  of  a  lampblacked  surface  and  the  rays  of  the  sun.  The 
iotlowing  diagram  shows  the  arrangement  of  their  experiment : — 
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It  is  a  somewhat  similar  arrangement  to  that  of  the  photophone. 
The  rays  of  the  sim  fall  upon  a  silver  disc  which,  when  vibrated 
by  the  voice,  varies  the  form  and  character  of  the  rays  which  tall 
upon  a  lampblacked  surface  at  a  distance.  The  distance  is  not  given* 
but  it  must  have  been  something  beyond  the  reach  of  the  ordinaiy 
voice.  M.  Mercadier,  in  a  letter  I  have  just  received  from  him, 
says  that  *^  he  presented  to  the  Academy  of  Science  a  note  on  the 
reproduction  of  the  voice  by  the  aid  of  the  themophone.  At  the 
same  time  there  arrived  a  memoir  from  Graham  Bell  indicatiiig 
that  he  had  equally  succeeded  on  his  side  in  reproducing*  the  voice 
without  selenium  and  without  electricity.  We  have  therefore,  both 
of  us,  without  knowing  it,  at  the  same  time  arrived  at  the  same 
result.  It  was  the  day  after  your  visit  that  I  made  the 
experiment." 

Mr.  Graham  Bell  has  also  succeeded  in  replacing  the  selenium 
in  his  photophone  by  means  of  a  lampblacked  cell.  He  has  coated 
glass  with  a  thin  coating  of  silver,  and  has  scratched  on  the  glass  a 
zigzag  curve,  separating  the  glass  into  two  parts,  which  are 
connected  by  means  of  a  thin  layer  of  lampblack.  This  arrange- 
ment he  puts  into  the  photophone  in  the  same  manner  that  ho 
inserted  the  selenium  cell,  and  by  its  aid  has  succeeded  in  hearing 
sounds  and  words.  Mr.  Shelford  Bidwell  (another  earnest  worker 
in  this  field)  has  also  tried  this  experiment,  but  has  not  succeeded ; 
Mr.  Stroh  has  been  equally  unsuccessful;  and  the  only  way  in 
which  I  can  account  for  Graham  Bell's  success  is,  that  he  has  been 
fortunate  in  making  his  experiments  at  Washington  where  the  rays 
of  the  sun  are  more  powerfully  charged  with  radiant  energy  than 
those  with  which  we  have  been  able  to  experiment  with. 

I  will  only  delay  you  a  little  longer,  to  explain  to  you  the 
theory  which  I  offer  as  accounting  for  these  phenomena.  I  con. 
ceive  that  the  cause  of  these  phenomena  must  be  common  to  th^a 
all,  and  a  theory  can  only  be  satisfactory  which  will  accoimt  for  all 
of  them  without  exception.  Mr.  Graham  Bell  in  his  last  paper  has 
attempted  a  theory  which  I  am  bound  to  confess  I  cannot  accept, 
and  I  question  very  much  whether  it  will  be  generally  accepted. 
He  looks  upon  lampblack  as  a  sponge,  which  becomes  enlarged 
when  warm  and  contracted  when  cold ;  that  as  this  sponge  ei^ands 
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and  contracts  it  squeeze  out  air  or  allows  air  to  come  into  it ;  aind 
that  it  is  the  expansion,  and  contraction  of  this  spongy  mBss  which 
throws  the  air  into  motion  and  produces  sonorous  vibrations. 
That  theory  Mr.  Graham  Bell  has  adopted  and  enlarged  upon; 
but  I  must  confess  that  I  do  not  agree  with  it. 

Starting  from  the  radiometer,  and  from  the  theory  that  I  gave 
yon  of  that  instrument,  I  want  you  to  fix  your  mind's  eye  on  the 
motion  of  the  molecules. 

In  the  radiometer  we  have  an  experiment  that  gives  us  ocular 
demonstration  of  the  existence  of  the  motion  of  molecules.  The 
contact  of  the  air  on  the  lampUacked  surface  produces  moti<m  of 
that  air.  Here  is  a  radiometer,  the  vanes  of  which  are  inclined  at 
an  angle,  and  above  these  vanes  is  affixed  a  flat  disc  of  mica.  The 
disc  has  no  connection  whatever  with  the  vanes  of  the  radiometer ; 
but  if  there  be  a  shower  of  molecules  from  the  surface  of  those 
vanes,  that  shower  of  molecules  must  strike  the  flat  disc,  and  cause 
it  to  rotate  in  an  opposite  direction  to  the  motion  of  the  vanes. 
[A*  candle  was  then  brought  near  to  the  radiometer,  containing  the 
inclined  vanes  and  disc  of  mica,  and  the  result  was  ajs  described — 
a  rotation  of  the  disc  in  a  direction  contrary  to  that  of  the  vanes.] 
If  any  experiment  could  possibly  carry  conviction  into  men's 
minds,  it  is  this  beautiful  one  of  Mr.  Crookes'. 

I  say  that  when  the  rays  of  radiant  eneigy  fall  on  the  black 
mass  they  convert  it  into  a  warmer  substance,  and  in  that  condition 
the  molecules  of  air  strike  it  and  rebound  with  increased  velocity, 
thus  producing  greater  pressure,  which  causes  the  air  to  expand. 
The  air  in  expanding  strikes  the  tympanum  of  the  ear,  which 
responds  to  these  expansions,  which  are  thus  nothing  more  nor  less 
than  sonorous  vibrations.  If  we  fill  (as  indeed  I  ought  to  have 
done)  one  of  the  test  tubes  with  the  dark  heavy  smoke  of  camphor, 
precisely  the  same  effect  would  have  been  noticed.  The  sounds 
would  have  been  produced  by  the  molecules  of  air  striking  the  sur- 
face  of  the  smoke  and  flying  away  with  increased  velocity. 

Tobacco  smoke  under  similar  conditions  gives  similar  results. 
If,  instead  of  smoke,  absorbent  gases  were  used,  the  result  would 
still  be  the  same.  Here  is  a  clean  flask  out  of  which  we  will  try 
to  get  sounds.     If  it  be  perfectly  clean,  and  the  air  perfectly  dry 
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we  ought  to  get  no  sounda,  because  there  is  no  surface  upon  which. 
the  rays  of  radiant  energy  can  become  converted  into  tbennometric 
heat  [There  were  no  sounds  apparent]  I  will  now  put  some 
ammonia  in  the  flask,  and  when  the  ammonia  has  evaporated  the 
flask  will  contain  vapour  of  ammonia,  which  will  provide  a  sub* 
stance  for  the  rays  of  radiant  energy  to  fall  upon  and  be  converted 
into  thermometric  heat,  and  sounds  should  be  emitted. 

Professor  HuGHES :  Tes ;  the  sound  is  quite  distinct  now. 

Mr.  P&EBCE  :  By  this  theory  we  account  in  a  very  simple  way 
for  the  remarkable  property  that  vapour  of  water,  of  sulphuric 
acid,  of  ether,  ammonia,  and  many  others,  as  Dr.  Tyndall  has 
shown,  are  absorbents  of  heat  rajrs. 

The  last  instrument  and  fact  I  have  to  bring  before  you  whidi 
Professor  Bell  has  given  to  science  is  the  spedrophone.  He  has 
succeeded,  by  the  aid  of  this  instrument,  in  exploring  the  ultra- 
red  portion  of  the  spectrum  which  has  hitherto  been  beyond  the 
reach  of  our  senses.  Intermittent  rays  of  light  pass  through  the 
collimator,  and  prism  of  a  spectroscope,  to  a  tube  containing  wire 
netting,  lampblacked, — this  being  substituted  for  the  eye-piece, — 
and  by  this  means  Mr.  Graham  Bell  has  been  able  to  explore  by 
the  ear  a  portion  of  the  spectrum  that  has  hitherto  been  a  terra 
incog.  As  far  back  as  1842,  Dr.  J.  W.  Draper,  of  New  York,  dis- 
covered  that  there  was  a  dark  region  of  the  spectrum  to  be  explored. 
He  discovered  three  dark  lines,  which  he  called  a,  /3,  and  y. 
Last  year  Capt.  Abney  succeeded  in  photographing  this  region  of 
the  spectrum,  and  now  Mr.  Orabam  Bell  has  explored  it  with  his 
spectrophone.  His  results  show  that  the  maximum  sound  is  given 
in  different  parts  of  the  spectrum  according  to  the  quality  and 
character  of  the  material  used.  For  instance,  he  finds  with  lamp, 
black  (as  we  have  found  in  England)  that  the  maximum  sound  is 
given  amongst  the  ultra-red  rays  low  down  in  the  spectrum.  With 
red  worsted  he  finds  that  the  maximum  effect  is  given  in  the  green, 
and  it  is  just  in  that  part  of  the  green  spectrum  where  the  red 
becomes  black.  If  any  of  you  have  ever  moved  a  red  subject  in 
the  field  of  a  spectrum,  you  will  have  found  that  when  you  got  into 
tbe  green  the  red  became  black,  and  there  it  gives  the  maximum 
sound.    Just  in  the  same  way,  where  you  take  a  green  substance 
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and  move  it  in  the  spectrum,  you  will  find  that  in  the  red  portion 
it  becomes  black,  and  there  it  gives  the  maximum  sound.  The 
following  is  the  table  o£  the  distribution  of  heat  in  the  spectrum 
arrived  at  by  Bell's  exploration : — 


Lamp  Black 

maximum  Ultra-red. 

Bed  Worsted      ... 

if 

Green. 

Sulphuric  Ether . . . 

91 

Bed. 

Iodine 

)9 

Oreen. 

Peroxide  of  N.    ... 

19 

Blue. 

Selenium     

99 

Bed. 

With  regard  to  these  experiments,  Mr.  Graham  Bell  says: 
*' Although  the  experiments  so  far  made  can  only  be  considered 
as  preliminary  to  others  of  a  more  refined  nature,  I  think  we  are 
warranted  in  concluding  that  the  nature  of  the  rays  that  produce 
sonorous  e£fects  in  dififerent  substances  depends  upon  the  nature 
of  the  substances  that  are  exposed  to  the  beam,  and  that  the 
sounds  are  in  every  case  due  to  those  rays  of  the  spectrum  that  are 
absorbed  by  the  body.'' 

Professor  W.  G.  Aitams  :  I  need  scarcely  ask  you  to  pass  a 
vote  of  thanks  to  Mr.  Preece  for  his  communication,  seeing  that  yoa 
have  already  signified  your  approval  by  the  way  you  have  received 
it.  Mr.  Preece  has  given  us  an  account  of  the  principal  results 
which  have  been  arrived  at  by  various  investigators,  and  in  his 
last  few  remarks  has  given  us  some  very  interesting  facts  which 
Profestor  Bell  has  discovered  with  regard  to  the  spectrum.  In  the 
copy  of  Nature  which  is  published  to-day  will  be  found  an  account 
of  Professor  Bell's  latest  investigations  on  this  subject.  I  will  not 
further  occupy  your  time  with  any  remarks  of  my  own,  but  invite 
discussion  on  this  interesting  subject. 

Dr.  MOSEB :  As  time  has  very  much  advanced,  I  shall  mention 
only  the  result  of  investigations  I  have  made  with  the  selenium 
photophone.  I  melted  selenium  on  copper  plates,  and  annealed  it ; 
in  short,  I  treated  it  in  the  same  manner  in  which  I  had  obtained 
photophonic  cells  yielding  a  good  sound.  Then  I  observed  that  the 
selenium,  or  rather  the  Cus  Se,  split  off  from  the  copper  plate,  sc 
that  there  remained  between  the  copper  and  the  selenium  only  a 
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very  imperfect  and  slight  contact.  In  the  selenium  cell  this  contact 
is  influenced  by  radiation,  and  thus  the  selenium  photophone  is 
nothing  else  than  a  microphone.  It  is  most  similar  to  that  form  of 
the  microphone  which  has  been  described  as  the  thermoscope.  I  do 
not  deny  that  radiation  will  influence  the  conductivity  and  the 
energy  of  the  selenium  in  its  four  alio  tropic  modifications.  But  in 
the  essential  part  the  efiiciency  of  the  photophonic  selenium  receiver 
is  the  same  as  that  of  any  other  microphonic  (thermoscopic)  receiver. 
As  to  the  radiophonic  phenomena,  I  see  no  reason  to  separate  the 
selenium  from  all  other  bodies.  I  think  we  have  to  join  it  rather 
to  all  these  bodies,  the  effect  of  radiation  on  which  Mr.  Freece  has 
just  now  so  clearly  demonstrated,  and  thus,  I  believe,  there  is  no 
hope  of  discovering  any  unknown  power  or  new  relation  of  forces 
in  the  selenium. 

Mr.  R.  E.  Crompton  :  I  should  like  to  ask  Mr.  Preece  if  he 
really  means  that  the  intermitteut  radiance  is  communicated 
directly  to  the  air,  and  not  indirectly  by  means  of  the  walls  of  the 
confined  chamber,  one  side  of  which  is  a  piece  of  glass  ?  Does  he 
mean  that  the  molecular  disturbance  which  takes  place  in  the 
avails  of  the  chamber  does  not  play  the  leading  part  in  producing 
the  sound  that  we  hear  in  the  ear-piece  1 

Again,  Mr.  Preece  says  that  no  measurable  expansion  of  the 
substance  receiving  the  intermittent  radiance  has  yet  been  observed. 
No  doubt  the  molecular  movements  giving  the  sounds  can  hardly 
be  dignified  by  the  terms  of  expansions  and  contractions,  which 
latter  movements  are  the  sum  of  the  increased  or  diminished 
amplitude  of  swing  of  the  whole  of  the  molecules  forming  the 
substance.  It  is  noticeable  that  the  substances  which  appear  to  give 
the  loudest  sounds  are  those  which  appear  to  conduct  heat — in  other 
words,  communicate  the  heat  vibrations  the  slowest.  The  molecular 
movements  we  are  now  discussing  may  be  movements  simply 
of  the  surface  molecules,  may  be  very  considerable,  and  yet  be 
utterly  unobservable  by  any  instruments  we  have  at  present.  One 
would  imagine  that  the  first  effect  of  intermittent  radiance  striking 
on  the  surface  of  the  diaphragm  would  be  that  the  molecules  on 
its  surface  would  have  the  swing  of  their  motion  amplified,  and 
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that  this  alone  would  be  quite  sufficient  to  communicate  vibiatozy 
movement  to  the  air,  without  the  molecules  throughout  the  body 
of  the  substance  having  to  be  set  in  motion ;  and  it  is  not  until  the 
amplitude  of  the  whole  of  the  molecules  is  increased  that  measurable 
expansion  can  at  all  be  obtained. 

Mr.  W.  H.  Pbeecs  :  With  regard  to  the  question  asked  by 
Mr.  Crompton,  I  had  hoped  that  I  had  made  it  perfectly  clear 
that  my  theory  was  that  the  walls  of  the  air  space  played  the 
fundamental  feature  in  the  phenomena,  and  that  the  rays  of 
radiant  energy  which  passed  through,  without  having  the  least 
effect  or  influence  directly  on  the  air  molecules,  converted  the  walls 
of  the  containing  space  into  a  warm  surface,  and  that,  owing  to 
the  warming  of  that  surface,  greater  motion  was  imparted  to  the 
molecules  of  the  air  in  contact,  which  caused  variations  of  pressure, 
and  so  produced  sonorous  vibrations.  Seeing  that  the  first  essential 
feature  of  this  production  of  sonorous  vibrations  is  that  there  shall 
be  a  surface,  whether  it  be  the  lampblacked  interior  surface  of  a 
wooden  case,  whether  it  be  the  worsted  placed  inside  the  tube, 
whether  it  be  the  lampblack  deposited  upon  the  side  of  a  flask,  or 
whether  it  be  a  wire  gauze  coated  with  lampblack,  the  existence 
of  lampblack,  or  some  such  absorbent  matter,  is  the  fundamental 
feature  of  the  phenomena — it  is  the  spot  where  the  radiant 
heat  is  converted  into  thermometric  heat,  and  where  the  play  of 
the  molecules  is  produced  that  results  in  sonorous  vibrations. 

Next,  as  regards  the  measurement  of  molecular  motions.  The 
most  delicate,  the  most  sensitive  instrument  that  we  possess  for  the 
detection  of  minute  motions  is  the  microphone.  The  mierophone, 
as  you  all  have  heard,  has  succeeded  in  making  the  motion  of  a  fly 
appear  like  the  tramp  of  a  horse  across  a  bridge.  That  may  have 
been  the  mere  exaggeration  of  a  penny-a-liner,  but  the  fact  is  that 
whatever  motion  exists  to  produce  sonorous  vibration  is  detectable 
by  the  microphone.  We  have  not  succeeded,  by  the  most  delicate 
tests,  in  proving  the  existence  of  any  molecular  motion  in  any  hard 
substance  we  have  experimented  upon,  but  Professor  Bell  has. 
Professor  Bell  has  succeeded  with  a  microphone — a  Blake  trans, 
mitter — in  obtainii^  sounds,  but  that  was  due  no  doubt,  as  I  have 
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saidy  to  the  intense  rays  of  the  sun  at  the  time  of  the  experiment. 
I  have  not  the  slightest  doubt  whatever  that  there  is  vibration  in 
these  diaphragms  (I  have  said  so  in  the  paper  I  read  before  the 
Boyal  Society),  but  what  I  do  say  is  thai  the  sounds  which  I  have 
rendered  evident  to  you  to.night  are  not  due  to  the  vibration  of 
diaphragms,  but  are  simply  due  to  the  expansion  and  contraction 
of  air,  owing  to  the  formation  of  heat  on  the  wall  space  that  con- 
tains that  air. 

A  hearty  vote  of  thanks  was  accorded  to  Mr.  Freece  for  his 
communication. 

A  ballot  then  took  place,  at  which  the  following  gentlemen 
were  elected 

MenrJbers: 

Professor  James  Dewar,  F.B.S. 

Richard  Fe&tney  Eidsforth. 

James  Reid. 

W.  H.  Stone,  M.D. 

J.  W.  Swan. 


Associates : 

William  Blanch  Brain. 
Arther  Butler. 
Medmer  Gfoodwin. 
J.  Gladwyn  Jebb. 
Frederick  C,  Phillips, 
Charles  Heaton  Sharpies. 
George  G.  TJren. 
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The  Hundred  and  Second  Ordinary  General  Meeting  of  the  Society 
was  held  on  Thursday  evening,  May  26th9 1881,  at  the  Insti- 
tution of  Civil  Engineers,  25,  Great  George  Street,  West- 
minster— ^Professor  G.  C.  Fostbb,  F.R.S.,  President,  in  the 
Chair. 

The  minutes  of  the  previous  meeting  were  read  and  confirmed, 
and  the  names  of  new  candidates  were  read  and  suspended. 

The  Fbesibent  :  Before  calling  upon  Mr.  Luke  to  read  the 
paper  of  the  evening,  I  will  ask  the  Secretary  to  read  a  letter 
which  has  been  received  from  General  Sir  Frederick  Boberts, 
whom  we  hoped  would  have  been  with  us  to-night. 

The  Sboebtaby  then  read  the  following  letter : — 

"Unitbd  Service  Club, 

"Pall  Mall,  S.W., 

"  Idih  May,  1881. 
"  Deab  Sib, — Will  you  do  me  the  favor  to  thank  the  President 
and  Council  of  the  Society  of  Telegraph  Engineers  and  of  Elec- 
tricians,  for  inviting  me  to   hear  Mr.  Luke  read  his  paper  on 
Thursday  evening,  the  26th  inst. 

"  I  much  regret  that  a  previous  engagement  prevents  my  being 
able  to  accept  the  invitation. 

"  I  am  the  more  sorry  for  this,  as  the  subject  is  one  in  which  I 
am  deeply  interested,  and  Mr.  Luke  is  a  gentleman  I  am  much 
indebted  to  for  the  able  assistance  he  afforded  me  as  Head  of  the 
Telegraph  Department  in  Afghanistan. — ^I  remaiil,  dear  Sir, 
yours  very  truly,  *'Fbed.  Robebts." 

ON  THE  CONSTRUCTION  AND  WORKING  OF  A 
MILITARY  FIELD  TELEGRAPH  (BASED  UPON 
EXPERIENCE  GAINED  DURING  THE  CAMPAIGN 
IN  AFGHANISTAN   IN  1878-79-80). 

By  S.  P.  V.  LtJKB,  CLE.,  Member. 

Before  entering  upon  the  general  question  of  a  military  field 
telegraph,  a  short  accouat  of  the  work  done  in  connection  with  the 
electric  telegraph  in  Afghanistan  during  the  recent  campaigns, 
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from  which  the  experience  embodied  in  this  paper  has  been  gained, 
may  prove  of  interest. 

It  will  be  remembered  that,  on  the  declaration  of  war  against 
the  Amir  of  Kabul,  our  army  invaded  his  country  by  three  different 
routes,  known  as  the  Kandahar,  Koorum  Valley,  and  Khyber 
routes  respectively.  A  field  telegraph  accompanied  the  column 
advancing  along  each  of  them,  and  the  total  length  of  telegraph 
line  constructed  beyond  the  frontiers,  in  connection  with  the 
military  operations,  by  the  Qovemment  Telegraph  Department, 
amounted  to  very  nearly  500  miles. 

As,  however,  my  charge  was  limited  to  the  Khyber  line,  my 
remarks  are  confined  to  the  telegraph  constructed  from  Peshawur 
to  Kabul  through  the  Khyber  Pass,  a  distance  of  180  miles. 

The  war  was  commenced  by  the  taking  of  Ali  Musjid  on  the 
2Ist  November,  1878;  but,  owing  to  the  unsettled  state  of  the 
country  and  the  liostility  of  the  Afreedi  tribes,  it  was  not  until  the 
26th  December  that  permission  was  given  to  commence  to  lay  the 
telegraph.  Three  days  after,  an  ofiice  was  opened  at  Ali  Musjid, 
but  it  was  an  unfortunate  start,  for  the  very  next  night  the  line  was 
totally  destroyed  by  the  Afreedis  for  5  miles,  and  the  wire  carried 
ofil  This  caused  further  delay  until  better  arrangements  for  the 
protection  of  the  line  could  be  made ;  but  on  the  8th  January, 
1879,  a  more  successful  attempt  was  made,  and  by  the  29th  the 
telegraph  was  taken,  via  Lundi  Kotal  and  Dakka,  to  Bosawul, 
63  miles  from  Peshawur. 

Meanwhile  the  Bengal  Sappers  and  Miners  had  taken  all  their 
telegraph  train  right  through  to  Jelalabad,  and,  working  back,  met 
my  line  at  Bosawul.  The  construction  of  the  semi-permanent  line 
was,  however,  continued  on  to  Jelalabad,  in  order  that  the  Sappers' 
lighter  material  might  be  set  free  for  use  further  on  in  case  of  an 
advance. 

Jelalabad  was  the  terminus  of  the  telegraph  until  April,  when 
it  was  continued  on  to  Qundamak,  117  miles  from  Peshawur.  On 
the  signature  of  the  treaty  of  Qundamak,  in  June,  1879,  and  the 
withdrawal  of  the  troops,  the  wire  was  rolled  up  as  far  back  as 
Lundi  Kotal,  and  all  the  telegraph  material  brought  back  to 
Peshawar,  except  the  supports,  which  were  abandoned  for  want  of 
carriage. 
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Daring  this  first  campaign  the  telegraph  was  working  for 
about  six  months ;  and  some  idea  of  the  annoyance  caused  by  tribes, 
and  of  the  difficulty  of  keeping  up  commimication,  may  be  formed 
when  it  is  stated  that  the  wire  was  cut  98  times,  and  about  60 
miles,  on  a  total  length  of  117  miles,  were  stolen  and  never 
recovered.  What  they  did  with  all  this  wire  it  is  hard  to  say, 
except  that  they  carried  it  away  to  distant  villages.  Occasionally 
it  was  cut  up  into  slugs  and  fired  into  our  camps. 

War  broke  out  again  on  the  murder  of  Sir  Louis  Cavagnari 
and  Embassy  in  September,  1879 ;  and  on  the  3rd  October  the 
construction  of  a  telegraph  by  the  Khyber  *route  was  again  taken 
in  hand,  beginning  this  time  firom  Lundi  Eotal,  up  to  which  point 
the  line  constructed  during  the  first  campaign  had  remained  in 
operation. 

On  the  opening  of  the  second  campaign,  there  was  nothing  to 
delay  the  start :  the  material  brought  back  from  the  first  campaign 
was  available,  and  the  country,  as  far  as  Qundamak,  was  well 
known  and  tolerably  safe. 

The  construction  was  pushed  on  with  all  possible  speed,  and  on 
the  evening  of  the  21st  October  I  met  the  Sapper  line,  the 
material  for  which  had  been  carried  forward  as  before,  nine  miles 
out  of  Jelalabad.  At  the  end  of  a  month  from  starting,  the  line 
was  finished  to  Qundamak,  a  distance  of  80  miles  from  Lundi 
Eotal,  notwithstanding  considerable  delay  being  caused  by  dififi. 
culty  in  procuring  poles. 

Meanwhile  an  officer  of  the  Telegraph  Department,  Mr.  Josephs, 
bad  accompanied  Oeneral  Boberts  in  his  advance  on  Kabul,  via 
the  Eoorum  Valley,  and  commenced  laying  the  line  from  the 
Kabul  end. 

On  the  19th  November,  a  junction  between  the  two  lines  was 
effected  at  a  place  called  Jagdalak,  and  through  communication 
between  India  and  Kabul  established. 

From  this  time  the  line  worked  almost  uninterruptedly  until 
the  commencement  of  the  siege  of  Sherpur*  On  the  11th,  12lh, 
and  13th  December,  there  was  severe  fighting  round  Kabul,  and  on 
the  14th  all  our  troops  retired  into  the  Sherpur  cantonment,  and 
the  siege  began;  but,  curiously  enough,  it  was  not  until  the 
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morning  of  the  15th  that  the  wire  was  cut.  Notwithstanding 
that  fighting  was  going  on  all  round,  and  that  thousands  of  the 
enemy  were  passing  under  the  line,  communication  with  India 
was  carried  on  successfully.  All  the  urgent  telegrams  were  sent 
off,  and  the  Kabul  office  was  quite  clear  of  work  on  the  night  of 
the  14th.  This  was  probably  because  the  enemy  did  not  under- 
stand or  know  the  value  of  the  telegraph. 

Early  on  the  15th  the  wire  was  cut,  and  it  was  afterwards 
ascertained  that  the  line  was  entirely  wrecked  as  far  back  as 
Pezwan,  a  distance  of  nearly  50  miles. 

During  the  siege  a  wire  was  erected  all  round  the  Sberpur 
cantonment,  and  six  telegraph  offices  were  kept  at  work,  affording 
a  means  of  rapid  communication  between  headquarters  and  divi- 
sional and  brigade  officers. 

Directly  the  siege  was  over  and  the  enemy  dispersed,  the 
reconstruction  of  the  line  destroyed  was  commenced.  At  this 
time  the  snow  lay  thick,  and  the  ground  was  hard  as  iron  from  the 
frost,  rendering  the  putting  up  of  the  line  no  easy  matter, 
especially  over  the  Latabund  Eotal,  a  pass  8,000  feet  high,  but, 
notwithstanding  all  difficulties,  through  communication  with  India 
was  re-established  on  the  8th  January. 

There  was  not  so  much  annoyance  from  wire -cutting  as  during 
the  first  campaign,  but,  nevertheless,  the  wire  was  cut  50  times, 
and  about  57  miles  stolen. 

On  the  retirement  from  Kabul,  the  wire  was  rolled  up,  and  all 
the  material  brought  back  to  India,  and  there  is  now  no  telegraph 
office  beyond  Peshawur. 

We  now  come  to  the  general  consideration  of  the  construction 
and  working  of  a  field  telegraph,  based  upon  the  experience 
gained  in  the  operations  just  briefly  described. 

Mr.  Preece,  in  a  lecture  delivered  at  Chatham  some  years 
ago,  on  military  telegraphs,  divided  them  into  four  classes,  viz. : — 

(1.)  The  Permanent  Line. 
(2.)     ,9    Semi-permanent  Line. 
(a)     „    Flying  Line. 
(4.)  Visual  Signalling. 


- 
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(1.)  The  Permanent  Line  he  defined  to  be  a  continuation  of  \  \ 
the  commercial  system  of  the  country  in  which  the  operations  are  \  ^ 
taking  place  ;  or  of  the  establishment  of  a  similar  system  in  the 
event  of  there  being  none,  or  of  the  original  ooe  being  totally 
destroyed. 

(2.)  The  Semi-permanent  line  he  defined  to  be  that  line 
which  maintains  headquarters  in  its  advance  in  communication 
with  the  permanent  line  ;  and  . 

(3.)  The  Flying  Line  to  be  the  telegraph  connecting  head-  C 
quarters  with  its  divisions. 

Owing  to  the  great  perfection  to  which  visual  signalling  has 
been  brought  of  late,  the  necessity  for  the  Flying  Line  in  a  hilly 
country  like  Afghanistan,  where  the  sun  is  rarely  obscured  for 
many  days  together,  no  longer  exists.    By  means  of  the  helio. 
graph,  direct  communication  can  be  kept  up  between  points  40  or  i 
more  miles  apart,  and  messages  sent  at  the  rate  of  firom  six  to  ( 
eight  words  per  minute.    In  an  enemy's  country  the  heliograph  ' 
has  enormous  advantages  over  the  electric  telegraph.    It  cannot  j 
be  cut  and  destroyed  like  the  wire  ;  it  can  accompany  the  army,   i 
no  matter  how  rapidly  it  advances ;  it  is  easily  carried,  and  can  be 
set  working  in  five  minutes ;  it  can  be  protected  and  worked  even 
whilst  a  battle  is  going  on  all  round. 

Its  great  disadvantage,  viz.,  that  it  can  be  read  by  enemies 
as  well  as  friends,  made  no  difference  in  Afghanistan,  as  its  flashes 
conveyed  nothing  to  the  minds  of  the  Afghans,  and  only  excited 
their  wonder  and  astonishment. 

Visual  signalling  being  so  perfect^  there  is  not  the  necessity 
for  the  hurried  construction  of  the  field  telegraph  which  there 
would  be  if  no  other  means  of  communication  were  possible 
between  the  army  as  it  advanced  and  its  base  of  operations.  The 
field  telegraph  may  now,  perhaps,  be  defined  as  the  line  that, 
starting  from  the  base  of  operations,  where  it  is  in  connection 
with  the  regular  telegraphic  system,  is  taken  into  the  enemy's 
country  as  soon  after  the  advance  of  the  army  as  the  state  of  the 
country  admits.  It  is  little  or  no  use  constructing  a  line  till 
arrangements  can  be  made  for  its  protection. 

Since  the  hurried  and  rapid  construction  of  the  telegraph  is 
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not  essential,  there  is  no  necessity  for  the  use  of  very  light  material 
which  would  afterwards  require  to  be  replaced,  but  a  strong  semi- 
permanent line  can  at  once  be  put  up,  calculated  to  last  at  any 
rate  as  long  as  the  campaign  is  likely  to  do,  and  which  can  be 
made  permanent  by  addition  or  alteration  without  being  entirely 
reconstructed. 

There  are  two  kinds  of  field  line  to  choose  from — 
The  Ground  Line. 
The  Overhead  Line. 
A  ground  line  was  tried  by  the  Bengal  Sappers  and  Miners  during 
the  first  campaign.  An  insulated  wire,  protected  with  plaited 
hemp,  was  laid  on  the  ground  alongside  the  road  for  the  greater 
part  of  the  way  between  Jelalabad  and  Dakka,  a  distance  of  30 
miles.  It  was  not  buried  in  any  way,  except  where  it  crossed  a 
road.  This  line  never  lived  for  an  hour.  It  was  cut  in  20  or 
more  places  every  day.  The  temptation  was  too  great.  Passers, 
by,  seeing  a  black  cord  running  by  the  roadside,  had  their  curiosity 
excited  to  know  what  it  was,  and  nothing  was  easier  than  to 
hammer  the  cable  between  two  stones  till  it  was  severed.  Whether 
this  line  would  have  answered  better  had  it  been  buried  is  ques- 
tionable. Unless  the  burying  had  been  done  secretly  at  night,  some 
people  must  have  seen  what  was  going  on,  and  would  have  dug  it 
up  out  of  mischief  or  malice.  Then,  again,  if  a  fault  occurred  in 
the  wire  itself,  a  thing  always  probable,  the  difficulty  of  localising 
it  in  a  buried  wire  is  very  great,  and  the  trouble  to  repair  it 
immense. 

All  things  considered,  it  may,  I  think,  be  admitted  that  a 
ground  line  is  inferior  in  every  way  to  an  overhead  one  for  a  field 
tel^raph  such  as  defined  above,  and  I  will  now  proceed  to  the 
description  of  an  overhead  line,  embodying  the  results  obtained 
by  experience  in  Afghanistan. 

First,  as  regards  line  material : 

For  posts  it  is  undoubtedly  best  to  rely  as  much  as  possible 
upon  the  resources  of  the  country  through  which  the  line  has  to  be 
made.  If  it  be  known  beforehand  that  no  timber  of  any  kind  can 
be  procured  locally^  then  it  becomes  necessary  to  collect  poles  of 
some  sort  at  the  base  of  operations.  But  it  is  extremely  improb. 
VOL.  X.  17 
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able  that  an  invading  army  would  traverse  a  oountiy  utterly 
devoid  of  timber  of  some  kind.  Take  the  Peshawar  -to  E^abul 
line  as  an  example.  From  Peshawar,  through  the  Khy ber  Pass 
to  Dakka,  where  the  Kabul  river  is  struck,  a  distance  of  40  miles, 
not  a  stick  of  any  kind  that  could  be  used  for  a  pole  -can  be  got 
From  Dakka  onwards  no  great  difficulty  was  experienced  in  getting 
poles.  Good  deodar  and  pine  saplings  were  either  procurable 
from  villages  under  the  Safed  Koh,  or,  coming  down  the  streams 
in  rafts,  could  be  purchased  at  places  along  the  banks  of  the  Kabul 
river.  At  Kabul  itself,  any  quantity  of  excellent  poplar  poles, 
admirably  adapted  for  a  telegraph,  were  procurable. 

But  whatever  the  resources  of  the  country  through  which 
the  line  will  pass,  it  is  advisable,  in  order  to  avcnd  any  delay  at 
starting,  to  have  at  least  10  or  12  miles  of  poles  ready  at  the  base 
of  operations,  so  that  the  line  can  be  commenced  at  a  moment's 
notice,  and,  whilst  the  first  10  miles  are  being  put  up,  arrangements 
can  be  made  for  a  further  supply. 

The  question  is  what  is  the  best  kind  of  pole  to  have.  For 
the  line  from  Peshawur  towards  Kabul  a  quantity  of  bamboos  were 
collected  at  Peshawur,  averaging  about  20  feet  long  and  about  3 
inches  diameter  at  the  butt,  rough  and  untrimmed,  and  were  found 
to  answer  admirably. 

In  a  country  where  there  are  no  roads  and  no  wheel  car- 
riage,  the  question  of  transport  is  the  first  one  to  be  considered, 
and  it  may  be  taken  for  granted  that  men,  camels,  ponies,  or  mules 
are  the  only  means  available.  A  camel  will  cariy  poles  in  10  feet 
lengths  and  a  mule  in  7  feet,  but  the  shorter  the  better.  Then, 
again,  all  animals  will  drctg  poles,  which  is  perhaps  a  better  way 
than  carrying  thera,  and  then  the  length  up  to  20  feet  is  immaterial. 

A  jointed  pole  of  any  kind  does  not  seem  to  answer,  except  for 
a  very  light  ^Yi^e,  say,  150  lbs.  to  the  mile.  The  joint  is  always  a 
weak  point. 

If  bamboos  are  used  at  all,  they  should  be  not  less  than  18 
or  20  feet  long,  in  one  piece.  There  is  no  great  object  in  their 
being  perfectly  straight,  and  they  are  best  only  roughly  trimmed. 
Bamboos  of  this  description,  planted  20  to  the  mile,  with  every 
fourth  support  formed  of  two  bamboos  erected  like  shears^  make  a 
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very  strong  and  durable  line,  capable  of  carrying  a  300.1b«  irire 
"vrith  ease.  The  objection  to  them  is  difficulty  of  transport,  owing 
vto  their  length,  but  they  can  be  dragged  by  camels  or  mules  or 
donkeys,  or  carried  by  porters.  They  have  the  advantage  of  being 
cheap,  and  in  a  dry  country  like  Afghanistan,  where  there  are  no 
white  ants,  will  last  six  months  at  the  least.  Some  bamboos  used 
in  the  Khyber  Pass  were  found  quite  good  after  being  up  for  a  year. 

Besides  bamboos,  there  are  what  are-  known  in  India  as 
"  bullies  "—that  is,  young  trees  or  saplings  of  teak,  pine,  deodar, 
poplar,  and  other  wood^<^  be  considered.-  In  selecting,  the  point 
is  to  combine  strength  and  durability  as  much  as  possible  with 
lightness.  For  a  military  field  line  big  heavy  poles  are  out  of  the 
question :  they  cannot  be  carried|  and  it  is  better  to  have  a  larger 
number  of  smaller  poles.  Where  height  is  required,  two  small 
poles  can  always  be  lashed  together  with  wire,  such  a  joint  being 
perfectly  reliable.  If  the  poles  are  too  weak  for  use  singly,  they 
can  be  used  two  together  like  shears,  which  gives  great  strength. 

It  may  happen  that  the  telegraph  line  goes  through  a 
wooded  country,  in  which  case  the  wire  should  be  supported  as 
much  as  possible  on  the  trees.  The  best  way  to  do  this  is  to  nail 
a  bracket  of  dry  wood  to  the  tree,  and  attach  the  wire  to  it  by 
screwing  another  piece  of  dry  wood  over  it,  taking  care  to  have  the 
tree  inside  the  wire  at  angles.  Another  way  is  to  fasten  a  stirrup 
of  dry  wood  with  wire  to  a  branch,  and  bind  the  line  wire  to  the 
centre  of  the  stirrup,  it  being  always  understood  that  insulators  of 
any  kind  are  out  of  place  in  a  dry  country  like  Afghanistan,  as 
being  unnecessary,  and  making  extra  weight  to  carry. 

The  only  case  where  insulators  seem  desirable  is  where  rocks 
are  met  with  so  precipitous  that  spikes  can  be  driven  into  them, 
and  the  wire  supported  on  insulators  attached  to  the  spikes. 
Such  rocks,  however,  will  rarely  occur.  About  a  dozen  rock 
insulators  were  utilised  in  the  Khyber  Pass. 

The  wire  used  for  the  field  lines  in  Afghanistan  was  of  gal. 
vanised  iron,  weighing  300  lbs.  per  mile,  or  No.  12  Indian 
gauge,  equal  to  No.  9  (about)  B.W.Q.  This  answered  admirably, 
but  is  perhaps  unnecessarily  heavy.  For  the  distance  that  a  field 
line  is  ever  likely  to  extend  to,  or  (say)  up  to  300  miles  from  base 
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of  operations,  a  wire  weighing  200  lbs.  per  mile  would  answer 
«veiy  purpose.  A  wire  of  this  size  has  great  advantages.  It  should 
he  in  coils  weighing  100  lbs.  each,  so  that  a  good  mule  or  pony 
will  carry  2  coils,  or  1  mile,  and  a  camel  4  coils,  or  2  miles.  It 
is  easy  to  manipulate  and  joint,  and  a  block  and  tackle,  or  other 
-appliances  for  straining,  are  not  required.  The  diameter  of  aU 
coils  should  be  exactly  the  same,  to  avoid  delay  in  placing  them 
4m  the  wire  reel.  It  is  a  good  plan  to  have  each  coil  wrapped 
round  with  a  band  of  tarred  canvas,  to  preserve  the  wire  from 
injury  during  transport.  An  ordinary  galvanised  iron  wire, 
weighing  150  lbs.  to  the  mile,  answeni  very  well  for  short 
distances ;  but  it  does  not  give  a  sufficient  margin  of  strength,  to 
stand  accidental  blows,  for  a  semi-permanent  line.  If  a  camel 
i>reaks  down  a  post,  the  wire  will  most  likely  break  too. 

In  the  matter  of  Toola^  the  digging  tools  should  be  adapted  to 
.the  habits  of  the  people  who  have  to  use  them.  A  good  wire  reel 
for  paying  out  wire,  strong  and  portable,  is  essential  It  should 
Jbe  so  constructed  that  it  can  either  remain  stationary  and  the 
wire  be  dragged  out  from  it,  or  be  carried  on  men's  shoulders 
and  the  wire  padd  out,  according  to  the  nature  of  the  ground.  It 
should  also  be  fitted  with  a  crank  handle,  and  be  adapted  for 
^quickly  coiling  up  the  wire  when  taking  down  a  line. 

Faying  out  wire  from  the  backs  of  animals  is  not  to  be  relied 
on  in  a  difficult  country,  and  it  is  improbable  that  the  roads  will 
admit  of  carriages  of  any  kind  for  the  purpose. 

For  linemen  engaged  in  the  construction  of  the  line,  a  tent 
of  the  pattern  known  in  the  Indian  Ordnance  Department  as 
the  ''Followers'  P&l "  was  found  to  be  the  best  for  wet,  heat, 
and  cold.    It  should  be  made  of  three  cotton  cloths,  the  out- 
side one  white  and  inside  one  blue.    It  should  open  at  one  end 
only,  the  door  to  lace-up  with  brass  eyelet  holes ;  poles  of  male 
bamboo.    The  dimensions  are  as  follows :    12'  long,  10'  wide, 
6'  &"  high,  V  &'  walls,  three  upright  poles  each  6'  &\  two  ridge 
\poles  each  6',  twenty-six  wooden  or  iron  pegs,  and  one  mallet. 
This  tent  will  hold  12  natives,  and  weighs  120  lbs.    A  good  mule 
or  pony  will  carry  two  of  these  tents  complete,  or  shelter  for  24 
jnen. 
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The  '*  Followers'  P&l "  also  answers  very  well  for  a  field  tele, 
graph  office.  In  the  inner  half  of  the  tent  is  room  for  twa 
signallers'  cots,  so  that  two  soldiers  can  sleep  there,  while  in  the 
outer  half  there  is  room  for  the  office  table,  batteries,  boxes,  etc. 
It  is  too  hot  for  Europeans  in  the  hot  weather,  but,  if  the  office  is 
to  remain  stationary  for  any  time,  a  thatched  roof  can  be  built 
over  it,  which  makes  it  cooler  than  a  double  fly  tent  Of  course, 
if  an  office  is  an  important  one,  and  required  for  a  length  of  time, 
a  much  larger  tent,  or  a  building  of  some  kind,  will  be  necessary, 
but  for  a  field  telegraph  office  proper,  the  tent  described  will 
answer  perfectly. 

An  admirable  little  tent,  known  as  the  "  Officers'  Servants^ 
Fftl,"  was  made  by  the  Elgin  Mills  Company,  Cawnpore.  It  will 
bold  two  natives  comfortably,  and  was  found  well  adapted  for  the 
linemen  attached  to  a  telegraph  office  for  interruption  and  i-epair 
duty.     It  only  weighs  32  lbs.  and  is  very  strong  and  serviceable.* 

Next,  as  regards  "office  equipment:" 

In  India  the  "  sounder  "  is  the  only  instrument  used,  and  for- 
a  field  telegraph  it  leaves  nothing  to  be  desired.  Three  kinds 
of  sounder  were  sent  up  to  Afghanistan:  an  ordinary  Siemens^ 
sounder  with  rel&y,  for  use  at  the  terminal  and  important  inter, 
mediate  offices ;  a  direct  working  sounder,  for  small  offices ;  and  a 
portable  sounder,  for  interruption  duty  and  opening  out  anywhere 
on  the  line. 

The  "  lightning  dischargers  "  used  were  Siemens'  brass-plate 
pattern  for  two  lines,  fitted  into  a  mahogany  case  to  keep  out  the^ 
dust. 

l*he  alarm  bell  was  of  the  ordinary  trembling  pattern.  This, 
with  a  vertical  galvanoscope  and  a  portable  American  clock, 
completed  the  necessary  instruments. 

The  batteries  sent  for  use  in  Afghanistan  were — 

The  ordinary  Minotto  form  of  Daniell's  cell  as  used  throughout 

India. 

A  box  divided  into  twelve  compartments,  each  fitted  up  as  a 

Minotto  celL 

*  A  photograph  was  shown  of  these  tents,  and  also  of  the  tools  used  in/ 
Afghanistan. 
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The  patent  Leclanch^  portable  battery,  made  by,  the  India 
Rubber,  Gutta  Perch^,  and  Telegraph  Works  Company. 
.   A  small  portable  battery,  for  use  with  the  portable  sounder. 

All  these,  except  the  last,  had  their  disadvantages.  The  first 
was  too  heavy  and  cumbersome ;  the  second  almost  invariably 
leaked ;  the  third  was  found  to  get  broken  and  injured  in  transit. 
The  solution  of  the  question  of  the  best  battery  for  a  field 
telegraph  was  certainly  not  arrived  at.  The  special  points  to  be 
consjldered  are  lightness  and  portability,  strength,  and  consequent 
immunity  from  injury  in  transport:  the  battery  should  come 
quickly  into  action,  and,  above  all,  be  easily  cleaned  and  renewed. 

The  plan  adopted  for  supplying  ofiices  during  the  A%han 
campaign  with  petty  stores  ajid  stationery  was  to  have  two 
boxes,  each  measuring  2'  Z" xV  2" xV  ^'\  for  each  office:  these 
two  boxes  form  one  mule-load|  and  contain,  the  one  a  supply  of: 
stationery  and  printed  forms,  and  the  other  petty  stores,  such  as 
o^ce  tools^  mRsmge  draft  box,  eyelet  press,  small  copper  earth 
plate^  etc.  The  stationery  and  forms  required  depend  upon  the 
system  of  working  in  vogue  in  the  country  of  which  the  field 
telegraph  is  an  extension.  The  point  to  be  borne  in  mind  is  to 
keep  separate  the  things  that  are  not  quickly  expended  and  those 
that  are.  For  instance,  a  set  of  office  tools — consisting  of  cutting 
pliers,  sorew^drivers  (large  and  small),  wedge  for  opening  padcing 
eases,  knife,  samd-paper,  round-nose  pliers,  gimlet  to  bore  holes  for 
connecting  wi/re — ^will  last  the  whole  campaign,  as  will  the  message 
box,  eyelet  press,  letter  clip,  etc.  The^rs^  equipment  supplied  to 
each  office  should  contain  all  these ;  and  at  the  base  of  operations 
supplementary  equipments, containingonly  message forms,env€lopes, 
and  other  articles  quickly  expended,  should  be  kept  in  readiness  to 
issue  to  each  office  as  its  stock  becomes  exhausted. 

A  folding  camp  table,  3'  6'^  x  2'  6'^,  with  teak-wood  frame  and 
deal  top,  answers  as  well  as  anything.  Small  offices  require  two, 
and  larger  offices  according  to  the  number  of  instruments  in  use. 
Generally  speaking,  one  table  is  required  for  each  instrument,  pke^ 
one  for  the  signaller  in  charge  to  write  at.  It  is  better  to  have 
a  separate  table  for  each  instrument  than  to  have  large  table.s. 
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For  large  offices,  daola  of  some  portable  kind  are  required ;  at 
flinall  ones,  the  stationery  equipment  boxes  can  be  used  to  sit  on. 

The  weight  of  one  complete  office  equipment,  including  the 
office  and  linemen's  tents,  as  de^icribed  above,  is  800  lbs.  The 
eegulalion  allowance  is  160  lbs.  per  mule ;  hence  it  required  five 
mules  to  carry  the  equipment  for  one  office,  but,  as  in  the  case  of 
the  wire,  this  weight  could  perhaps  be  reduced  on  a  future 
occasion. 

As  soon  as  it  has  been  decided  to  erect  a  field  telegraph, 
the  first  thing  to  do  is  to  establish  an  agency  at  the  base  of  opera, 
tions,  for  receiving  and  forwarding  stores.  A  responsible  officer 
should  be  placed  in  charge,  and  to  him  should  be  consigned  all  the 
telegraph  material  required  for  the  campaign.  On  arrival  of  the 
stores  at  the  base  agency,  they  should  be  considered  to  have  reached 
their  destination,  and  receipts  for  them  should  be  given  by  the 
forwarding  agent. 

The  simplest,  if  not  the  only  plan,  to  keep  the  accounts  of 
the  stores  of  a  field  telegraph,  is  to  write  off  all  stores  against  the 
work  as  soon  as  they  reach  the  base  of  operations,  and,  on  the  con- 
elusion  of  the  campaign  and  dismantlement  of  the  line,  to  credit 
the  work  with  all  stores  brought  back  to  or  remaining  at  the  base. 

Having  described  the  equipments  of  all  kinds  used,  and 
supposing  them  to  have  reached  the  base  of  operations,  the  next 
point  is  the  carriage  beyond  the  base. 

Starting,  as  it  probably  does,  with  an  indefinite  amount  of 
work  before  it,  it  will  be  impossible  for  the  field  telegraph  to  pro- 
vide all  its  own  carriage.  It  must  rely  in  great  measure  upon  the 
transpcfft  department,  and  on  whatever  local  means  may  be  avail- 
able. But  it  is  very  necessary  that  the  field  telegraph  should  have 
SOTM  carriage  of  its  own,  and  the  want  of  it  was  very  much  felt  in 
the  Afghan  campaic;n. 

It  being  impossible,  as  remarked  above,  to  keep  up  an  in- 
definite quantity  of  carriage,  the  best  plan  is  to  keep  the  smallest 
amount  actually  required,  that  is  to  say,  sufficient  for  the  carriage 
of  the  working  party  and  their  tools,  and  for  one  unit  of  material, 
the  unit  of  material  being  taken  as  10  miles  of  line  and  one  office : 
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this  is  not  to  include  the  carriage  of  posts,  which  must  be  provided 
for  specially. 

Taking  the  strength  of  a  working  party  at  1  Inspector  and 
50  men,  the  weight  of  their  tents,  tools,  clothes,  and  one  unit  of 
material,  with  3  days'  rations,  will  amount  to  7,520  pounds,  and 
converting  this  into  mule  carriage  at  2  maunds  per  mule,  47  males 
would  be  required.    With  47  mules,  at  the  rate  of  1  driver  to  3 
mules,  16  men  will  have  to  go,  and  will  require  rations  for  them, 
selves,  as  well  as  for  the  animals,  requiring  4  more  mules,  or  (say) 
5,  allowing  for  the  carriage  of  their  own  rations.    This  brings  the 
total  of  mules  required  for  a  working  party  and  one  unit  of 
material  up  to  52,  allowing  none  spare :  allowing  10  per  cent, 
spare  for  sickness  and  sore  backs,  we  arrive  at  a  total  of  57  mules. 
But,  as  before  remarked,  the  weight  of  the  equipment  can  easily 
be  reduced,  and  wire  used  weighing  200  lbs.  per  mile  instead  of 
300  lbs. ;  besides  which,  good  mules  will  easily  carry  considerably 
more  than  2  maunds,  or  160  lbs.     Taking  these  points  into  con- 
sideration, a  properly  equipped  field  telegraph  train  of  50  mules 
will  sufRce,  always  supposing  that  the  heavy  carriage  and  dis- 
tribution at  different  points  along  the  line  will  be  done  by  the 
transport  department  or  other  local  means.    Fifty  mules  is,  there- 
fore, the  amount  of  standing  carriage  which  should  be  kept  up  for 
the  field  telegraph  department. 

The  question  of  the  equipment  of  these  animals  is  of  the 
first  importance.  Unless  fitted  with  proper  gear,  they  will  get 
sore  backs  after  the  first  day's  work.  The  experience  gained  in 
the  Afghan  campaign  has  shown  that  the  best  pack-saddle  is  that 
known  as  the  "Ordnance"  pattern,  manufactured  at  Cawnpore. 
This  is  better  than  the  "Otago"  pattern,  which  is  perhaps  the 
next  best  But  even  the  ''Ordnance  "  saddle  has  disadvantages. 
Each  animal  requires  to  be  fitted  with  its  own  particular  saddle, 
while  even  if  a  mule  gets  out  of  condition  the  saddle  is  likely  to 
give  a  sore  back.  A  universal  adjustable  saddle  which  will  fit  any 
animal  has  yet  to  be  designed. 

The  question  of  camels  has  not  been  entered  into,  because 
they  would  never  do  for  standing  carriage,  mules  or  ponies  are  so 
far  superior.     If  nothing  but  camels  can  be  procured,  one  camel 
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may  be  calculated  to  carry  as  much  as  two  mules.  They  are  very 
slow  compared  to  mules,  more  difficult  to  manage,  and  will  not 
stand  a  cold  climate,  at  least  the  Indian  camel  will  not. 

Loading  the  animals  is  a  most  important  duty,  and  one 
likely  to  be  carelessly  performed.  The  men  should  be  practised 
at  it  before  starting,  to  accustom  them  to  load  properly  and  also 
quickly,  for  a  great  deal  of  time  is  generally  lost  in  the  operation. 
One  point  very  difficult  to  attain  with  natives  is  to  get  them  to 
make  up  the  same  loads  daily.  If  left  to  themselves  they  will 
never  load  an  animal  twice  alike. 

Next,  as  regards  the  **  working  party  :" 

The  great  point  is,  taking  into  consideration  the  difficulty 
of  commissariat  and  transport  in  an  enemy's  country,  to  have  as 
small  a  party  as  Ls  consistent  with  efficiency.  A  working  party  to 
erect  a  field  line  in  India  would  be  composed  somewhat  as  under : — 

1  officer  in  charge  of  the  work. 
1  Inspector  in  charge  of  the  party. 
6  trained  linemen. 
44  coolies  or  ordinary  labourers. 
Distribution  of  poles  is  not  provided  for  in  this  estimate ;  it  is 
supposed  to  be  done  by  local  labour,  or  animals  of  some  sort. 

Instead  of  the  oidinary  labourers,  it  would  of  course  be  better 
to  have  all  trained  workmen,  but  this  is  generally  impracticable. 

The  Inspector  should  be  mounted,  and  look  after  the  party 
generally,  especially  the  distribution  of  the  material. 

It  may  be  possible  to  get  a  working  party  from  a  regiment 
on  service.  In  Afghanistan  the  native  soldiers,  especially  the 
Sikhs,  did  capital  work  ;  moreover,  they  liked  the  work,  getting 
of  course  extra  pay.  Men  of  the  "pioneer"  regiments  are 
specially  well  adapted  for  telegraph  work,  accustomed  as  they  are 
to  the  use  of  tools.  If  50  men  of  a  pioneer  regiment  can  be  t^pared 
for  the  field  telegraph,  nothing  could  be  better.  It  would  be  a 
good  thing  if  erecting  a  field  telegraph  were  made  a  special  feature 
in  the  drill  of  a  pioneer  regiment. 

If  military  labour  cannot  be  obtained,  men  must  be  got  from 
villages  along  the  route,  but  this  does  not  answer  welU  for  the 
villagers  will  never  go  far  from  their  homes,  and  new  men  have  to 
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be  put  on  the  work  daily.  They,  therefore,  never  learn  their  work 
properly,  and  the  constant  and  close  supervision  thereby  neces. 
sitated  is  a  cause  of  delay. 

The  linemen  and  any  labourers  permanently  engaged  should 
be  properly  fitted  out  with  clothing  and  shoes  before  they  cross 
the  frontier.  The  weight  allowed  each  man  for  his  cooking  pots 
and  clothes  other  than  what  he  carries  on  his  back  should  be 
limited  to  30  lbs.  Every  man  should  be  armed  with  a  short 
sword,  and  Inspectors  should  be  supplied  with  revolvers. 

The  party  of  1  Inspector  and  50  men,  as  described  above, 
is  calculated  to  put  up  from  «3  to  4  miles  of  line  a  day.  Taking 
into  consideration  that  in  an  enemy's  a)untry  the  working  party 
cannot  camp  out  between  the  fixed  military  posts,  which  are  from 
10  to  12  miles  apart,  and  therefore  have  a  long  distance  to  go  and 
return  from  work ;  that  the  nature  of  the  country  is  often  difficult  for 
a  telegraph  line  3  and  that  delays  occur  in  the  supply  and  distribu. 
tioQ  of  poles,  90  miles  per  month  for  a  semUpermanent  line  may 
be  considered  good  work  :  5.  G,  or  more  miles  a  day  may  occasionally 
be  done  when  the  country  is  open  and  the  digging  easy,  but  that 
is  exceptional,  and  an  average  of  3  miles  a  day  is  all  that  can  be 
counted  on,  with  the  strength  of  party  as  given. 

The  first  thing  to  be  done  is  the  marking  out,  which  is  generally 
the  work  of  the  officer  in  charge.  For  alignment|  the  great  point 
is  to  keep  close  to  the  road  or  track,  of  course  cutting  off  sharp 
angles,  but  on  no  account  should  the  wire  be  out  of  sight  from  the 
road.  The  reason  for  this  is  obvious,  patrolling  and  inspection 
being  borDC  in  mind.  The  posts  should  not  be  planted  so  close  to 
the  road  as  to  endanger  their  being  knocked  down  by  camels  or 
carts.  They  should  be  erected  as  much  as  possible  in  spots  not 
easily  reached  by  animals,  and,  in  a  hilly  countryi  above  rather 
than  below  the  road.  Every  advantage  should  be  taken  of  the 
nature  of  the  ground  to  reduce  the  number  of  supports,  by  making 
long  spans  wherever  practicable.  For  an  uninsulated  line,  struts 
should  always  be  used  at  angles,  and  never  stays.  Besides  the 
fact  that  wire  stays  act  as  faults  in  wet  weather,  they  are  not 
easily  seen,  and  camels  go  blundering  up  against  them,  and  perhaps 
bring  the  post  down.      For  joints  in  wire   of  the  size  used,  the 
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"twisted  ''  is  the  best  e^d  qaickest  made.  There  is  no  occasion 
to  solder  joints  on  a  semi-permanent  line.  On  the  Peshawur  to 
Elabul  line  no  bad  communication  ever  resulted  from  the  joints 
not  being  soldered.  For  attaching  the  line  wire  to  the  posts, 
stranded  binding  wire  is  the  best^  being  more  pliable  than  ordinary 
wire.  A  good  plan,  if  time  will  allow,  is  to  cut  a  small  nick  in 
the  side  of  the  post,  about  6  inches  from  the  top,  in  which  to  rest 
the  wire,  and  then  bind  it  firmly  there.  If  tightly  bound,  the 
nick  may  be  dispensed  with.  If  large  rivers  are  likely  to  be  met 
with,  special  arrangements  for  crossing  them  should  be  made : 
spans  are  preferable  to  insulated  wire  cables.  In  a  hilly  country, 
where  the  nature  of  the  ground  permits,  very  long  spans  can  be 
made  with  safety.  One  span  at  Kabul  with  |  mile  of  wire  in  it 
never  gave  any  trouble. 

When  the  line  is  once  up,  the  question  in  an  enemy's 
country  is  how  to  protect  it.  That  this  is  an  important  question 
will  be  gathered  from  what  has  already  been  said,  viz.,  that  the 
wire  was  cut  98  times  in  the  first,  and  50  times  in  the  second 
campaign,  and  over  100  miles  of  wire  in  all  carried  off  between 
Peshawur  and  Kabul  alone.  This  question  of  protecting  the  line 
seems  to  divide  itself  under  two  heads,  viz. : — 

(1.)  How  to  keep  the  people  from  cutting  the  wire. 
(2.)  How  to  catch  the  people  who  cut  it. 

Under  the  first  head  comes  the  plan  of  subsidising  the  tribes, 
through  whose  country  the  line  passes,  to  protect  the  wire.  This 
answered  fairly  well  in  certain  districts,  but  was  by  no  means 
generally  successful.  Then  there  is  the  method  of  making  certain 
villages  responsible  for  the  safety  of  the  wire  in  their  particular 
district,  and  fining  them  whenever  it  is  cut.  But  the  villages 
are  ofteu  few  and  far  between,  and  the  excuse  of  the  head  men  is, 
"  We  have  enemies,  and  they  have  come  and  cut  the  wire  in  our 
neighbourhood  in  order  to  get  us  into  trouble.*'  This  plan  would 
doubtless  answer  if  each  case  of  wire-cutting  was  followed  by 
severe  measures,  such  as  hanging  the  head  man  or  burning  the 
village  responsible,  but  such  severity  would  be  looked  upon  as  an 
atrocity.    In  a  country  like  Afghanistan,  infested  by  robbers,  in 
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which  our  influence  did  not  extend  half-a-mile  on  either  side  of  the 
road,  the  best  means  of  protecting  the  wire  has  yet  to  be  devised. 

Secondly,  regarding  catching  the  people  who  cut  the  wire. 
Daring  the  recent  campaign  the  wire  was  never  cut  during  the 
day,  but  always  at  night.  One  plan  is  to  patrol  the  places  where 
the  line  is  frequently  cut,  but  this  duty  is  very  harassing  for  the 
troops.  On  one  occasion  only  was  the  patrol  successful.  One 
night  during  the  second  campaign,  near  the  village  of  Batikot, 
a  patrol  party  concealed  themselves.  The  marauders  came,  and 
the  soldiers  killed  two  and  wounded  ten  or  twelve.  This  had  a 
very  good  effect,  but  only  a  temporary  one.  The  question  of 
laying  traps  to  catch  the  marauders  has  also  been  gone  into.  One 
arrangement  was  to  put  a  permanent  current  on  the  line  between 
two  offices,  in  such  a  manner  that  the  cutting  of  the  wire  caused  a 
bell  to  ring  in  each  office.  Sowars,  or  native  cavalry,  were  ready 
to  go  out  from  each  end  at  a  moment's  notice  to  intercept  the 
thieves,  or  at  any  rate  prevent  their  carrying  off  much  wire.  The 
great  objection  to  this  plan  was  that  it  stopped  the  through 
communication  on  the  line  all  night,  and  with  a  heavy  message 
traffic  it  coald  only  be  carried  out  at  the  expense  of  great  delay  to 
messages.  The  idea  of  having  some  kind  of  torpedo  connected 
with  a  post,  which  would  explode  when  the  post  was  interfered 
with)  was  mooted,  but  this  threatened  as  much  danger  to  friends  as 
enemies,  and  was  not  tried.  This  point  of  how  to  catch  the  men 
who  cut  the  wire  is  the  one  of  all  others  that  requires  suggestions 
and  plans,  and  it  is  to  be  hoped  that  before  another  campaign  some 
means  for  doing  so  may  be  devised.  Admitting  that  the  line  will 
be  frequently  cut,  it  becomes  necessary  to  make  arrangements  for 
its  speedy  repair.  In  order  to  do  this,  it  is  necessary  to  have 
offices  not  more  than  10  or  12  miles  apart,  that  is,  at  every 
military  post.  This  was  done  during  the  recent  campaign,  and  at 
each  office  two  trained  linemen  were  stationed,  with  complete  sets 
of  line  tools  and  a  fixed  stock  of  spare  wire  and  poles.  On  the 
Peshawur  to  Kabul  line  the  quantity  of  spare  wire  was  five  miles 
for  each  office. 

When  an  interruption  occurred,  the  officer  commanding  the 
station  on  each  side  of  the  break  was  applied  to  (notice  being 
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given  over  night  if  possible)  for  a  safficient  guard,  and  a  certain 
number  of  porters  to  cany  spare  wire,  poles,  etc.,  to  attend  the 
telegraph  office  at  daybreak.  The  linemen,  with  porters  and 
guard,  started,  as  soon  as  it  was  light,  along  the  line  from  either 
end.  The  time  taken  in  restoring  communication  of  course 
depended  on  the  damage  done.  If  anything  less  than  a  mile  of 
wire  was  removed,  the  line  was  probably  repaired  in  a  few  hours : 
only  very  rarely  did  interruptions  last  over  one  day.  Fortunately, 
as  a  rule  the  posts  were  not  stolen,  but  merely  pulled  down.  The 
robbers  seemed  to  care  only  for  the  wire.  The  question  of  having 
mounted  men,  provided  with  light  copper  wire,  to  repair  the  line 
temporarily  was  considered,  but  involving  as  it  did  an  additional 
and  mounted  escort,  and  an  establishment  of  ponies,  and  specially 
trained  men,  the  plan  was  not  adopted,  nor  would  it  have  been 
worth  the  extra  trouble  and  expense.  In  addition  to  going  out  to 
restore  the  line  when  interrupted,  it  is  the  duty  of  the  linemen  to 
patrol  the  line  half-way  to  the  next  office  on  either  side,  every 
second  or  third  day,  going  and  returning  with  the  escort  which 
accompanies  the  daily  convoy.  By  this  means  the  line  is  kept 
constantly  in  a  state  of  repair,  and  small  defects,  such  as  crooked 
poles  or  wire  too  low,  are  at  once  remedied. 

Next,  as  regards  the  *'  system  of  working  " : 

There  are  two  ways  of  looking  at  a  field  telegraph  line  : 
first,  from  a  military  point  of  view ;  secondly,  from  what  may  be 
called  a  general  one.  The  greatest  value  of  a  military  telegraph 
is  the  use  it  can  be  put  to  to  warn  a  station  of  an  impending 
attack,  to  arrange  movements  of  troops,  convoys,  etc.,  and  for  this 
purpose  it  is  absolutely  necessary  to  be  able  to  get  any  station  at 
any  hour  day  or  night.  On  the  other  hand,  its  general  importance 
in  carrying  long  messages  from  headquarters  to  the  base  of 
operations,  concerning  the  conduct  of  the  campaign,  commissariat 
and  transport  arrangements,  besides  news  telegrams  for  the 
Press,  cannot  be  overlooked.  No  doubt  the  proper  plan  is  to  have 
two  wires,  one  working  from  station  to  station  only,  and  the 
second  a  through  wire.  But  this  may  not  be  possible,  and  the 
point  is  how  to  make  the  best  use  of  one  wire.  On  the  Peshawur 
to  Kabul  line  the  traffic  was  so  heavy  that  it  was  found  necessary 
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to  erect  a  second  wire  from  Peshawur  to  Jelalabad,  half-way  ;  and 
even  then  the  line  could  only  jnst  carry  the  traffic  without  serions 
delay.  On  a  single  wire  line  exceeding  a  certain  length,  say/ 80 
milesy  on  which  there  ore  more  than  about  six  offices,  the  best  plan 
seems  to  be  to  divide  the  offices  into  classes,  and  not  to  allow  them 
all  to  occupy  the  line  equally,  for  the  terminal  and  certain  inter- 
mediate offices  will  always  have  most  work. 

On  the  Peshawur- Kabul  line  the  offices  were  divided  as  follows : 
(I.)  Offices  of  observation. 

(2.)       „      doing  limited  duty,  called  second-class  offices. 
(3.)      ,,      always  open,  called  first-class  offices. 

As  remarked  in  a  preceding  paragraph,  for  the  speedy  repair 
of  the  line  in  case  of  interruption,  it  is  necessary  to  have  offices 
every  10  or  12  miles ;  but  it  is  not  necessary  they  should 
be  allowed  to  send  and  receive  messages,  except  in  cases  of  great 
emergency.  These  offices,  which  in  Afghanistan  were  kept  only 
for  the  sake  of  keeping  up  the  communication,  were  called  ofioeB 
of  observation.  Only  when  the  line  was  interrupted  on  either 
side  did  an  ofioe  of  observation  keep  open.  In  this  case  the 
signaller  received  all  messages,  and  forwarded  them  across  the 
break  by  the  heliograph  or  best  means  available.  Seoondrdass 
offices  were  those  to  which  certain  hours  were  allowed  for  the  use 
of  the  wire.  Their  instructions  were  to  come  in  the  first  thing  in 
the  morning,  from  10  to  11  a.m.,  from  3  to  4  p.m.,  and  the  last 
thing  at  night.  In  case  of  any  expected  attack  or  disturbance, 
particular  offices  were  ordered  to  come  in  more  frequently.  First- 
doss  offices  were  the  terminal  offices,  and  two  or  three  important 
intermediate  ones,  which  were  always  open  day  and  night. 

At  first-class  offi/ies  the  sounder  with  Siemens's  relay,  before 
described,  was  the  instrument  used.  At  each  second-class  offijce 
two  direct  working  sounders  were  used,  while  at  offijces  of  o6ser- 
vaiwn  one  sounder  and  a  galvanometer  were  found  sufficient. 

The  second-class  offi,ces  only  worked  with  the  station  on 
either  side  of  them,  and  with  the  nearest  first-class  office,  Ko 
matter  for  whom  their  message,  they  gave  it  to  the  nearest  firsts 
class  office  (unless  for  the  next  station),  and  the  first-class  oflSce 
forwarded  it  on ;   the  object  in  view  throughout  being  to  allow 
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the  through  w6rk,  the  most  important  in  one  sense,  to  be  got  off, 
and  at  the  same  time  to  give  each  small  office  a  fair  chance  of 
getting  off  its  messages. 

It  must  be  borne  in  mind  that  the  telegraph  was  supple- 
mented by  the  heliograph,  and  every  station  had  its  heliographic 
communication  with  the  next  during  the  day,  when  not  clouded 
over. 

Orders  regarding  the  use  of  the  field  telegraph  were  issued  from 
time  to  time  by  the  lieutenant-general  commanding,  as  necessity 
arose.  These  orders,  slightly  modified,  if  necessary,  to  suit  altered 
circumstances,  would  probably  be  found  effef*tive  in  any  future 
campaign.  It  is  undesirable  to  put  more  restrictions  on  the  use 
of  the  field  telegraph  than  are  absolutely  necessary,  but  at  the 
same  time  a  sii]gle-wire  line  can  only  carry  a  certain  number  of 
messages,  and,  besides,  the  signallers  should  be  guarded  from  over- 
work. 

For  a  military  telegraph,  military  signallers  are  in  every  way 
preferable  to  civilians.  In  the  Afghan  campaign,  with  two  or 
three  exceptions,  the  signallers  were  all  soldiers,  and  may  be  said 
to  have  proved  a  great  success.  The  late  General  Robinson, 
Director.'General  of  Telegraphs,  introduced  the  system  of  training 
soldiers  at  telegraph  stations  throughout  India,  and  since  the 
introduction  of  the  system  a  large  number  of  men  have  been 
trained  and  employed  in  telegraph  offices.  Had  it  not  been  for 
this,  it  is  difficult  to  see  how  the  Indian  Telegraph  Department 
would  have  '  been  able  to  meet  the  demand  for  signallers  in 
Afghanistan.  As  it  was,  every  available  qualified  man,  even  from 
regiments  on  service^  had  to  be  taken. 

The  standard  of  qualification  for  a  military  signaller  is  to  be  able 
to  read  correctly  by  sound  at  the  minimum  rate  of  12  five-letter 
words  per  minute,  and  to  send  15  words ;  to  know  how  to  make  up 
a  Minotto  battery,  and  to  understand  the  ordinary  connecting  up 
of  instruments  according  to  the  method  in  use  in  the  Indian  Tele- 
graph Department.  When  he  can  do  this  he  is  qualified  to  work  in 
an  office,  and  receive  remuneration  at  the  rate  of  four  annas,  or 
about  sixpence,  a  message  up  to  a  maximum  of  25  rupees  (about 
£2)  a  month.    Military  signallers  when  on  field  service  in  India 
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are  no  longer  paid  by  the  message,  but  receive  12  annas,  or 
Is.  6d.,  a  day,  and  8  annas,  or  Is.,  a  day  more  if  in  chaige  of  an 
office.  At  this  rate  of  pay  there  is  no  difficulty  in  getting  men  to 
learn;  on  the  contrary,  the  telegraph  service  is  becoming  very 
popular  with  the  British  soldier. 

It  seems  desirable  that  in  future  a  certain  number  of  men 
per  regiment  should  not  only  be  trained,  but  kept  in  practice.  It 
will  probably  not  be  possible  for  any  civil  administration  to 
employ  aU  the  trained  soldiers  in  their  offices,  and  rules  should 
therefore  be  made  to  ensure  each  trained  man  getting  a  fair  share 
of  what  employment  can  be  given,  and  to  prevent  one  man, 
because  he  is  a  specially  good  signaller,  getting  the  whole.  It  \& 
no  use  training  a  man  unless  you  keep  him  in  practice,  and 
every  trained  man  ought  to  have  so  many  months'  work  yearly 
in  an  office  in  his  due  turn. 

Another  point  is,  that  for  field  service  the  signallers  should 
never  be  taken  &om  regiments  actually  in  the  field.  Commanding 
officers  veiy  naturally  prefer  their  regiments  to  go  on  service  full 
strength,  and  object  to  having  men  detached  for  telegraph  duty. 
If  the  system  above  recommended,  of  having  so  many  men  per 
regiment  trained,  were  carried  out,  there  would  be  no  necessity  to 
take  men  from  regiments  in  the  field. 

Each  military  signaller  should,  on  qualfying,  be  given  a  book 
in  which  all  his  telegraph  service  should  be  entered.  He  should 
be  re-examined  from  time  to  time  in  signalling,  and  the  rate  at 
which  he  can  receive  and  send  should  be  noted  in  his  book.  The 
book  should  show  all  payments  and  advances  made  him,  so-  that, 
when  he  is  transferred,  the  officer  to  whom  he  goes  will  have  no 
difficulty  in  arranging  his  pay.  Every  signaller,  before  going  on 
field  service,  should  be  paid  up  to  date,  and  have  all  advances 
adjusted  before  he  crosses  the  frontier.  Only  good  signallers  and 
men  of  good  character  should  be  selected  for  field  service. 

There  is  another  point  which  in  practice  crops  up.  It 
sometimes  happens  that  a  private,  being  a  'smart  man  and  good 
signaller,  is  placed  in  charge  of  an  officoi  with  a  corporal  or 
sergeant  under  him.  This  is  subversive  of  all  military  discipline^ 
but  it  is  difficult  to  avoid,  because  the  charge  carries  an  extra 
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allowance  with  it,  which  should  be  given  to  the  man  who  is  best 
qualified  for  charge  of  the  ofiBce.  If  some  plan  could  be  laid  down 
for  giving  honorary  rank  to  a  deserving  man,  it  would  probably  get 
over  the  difficulty.  In  the  meantime,  no  corporal  or  sergeant, 
unless  he  is  fit  for  charge  of  an  office,  should  be  sent  to  the  firont*. 

It  seems  a  pity  that  there  should  not  be  a  more  intimate 
relation  between  the  army  signallers  who  work  the  heliograph, 
flags,  etc.,  and  the  field  telegraph  signallers.  The  Morse  alphabet 
is  used  by  both  in  signalling,  so  that  up  to  a  certain  point  the 
system  of  training  is  the  same.  There  is  no  reason  why  a  man 
should  not  qualify  for  both.  The  telegraph  service  is  better  paid, 
and  is  preferred  by  the  men,  involving,  as  it  does,  less  exposure. 
The  amalgamation  of  the  two  systems  is  not  advocated,  but  there 
is  no  reason  why  they  should  not  draw  their  signallers  from  a  com- 
mon  source,  and  so  give  more  scope  for  the  advancement  of  deserv- 
ing men.  As  it  is,  the  field  telegraph  and  heliograph  are  bound 
to  work  together,  the  heliograph  taking  the  work  in  advance  of 
the  telegraph,  and  also  the  work  between  stations  which  can 
communicate  direct  by  this  means,  m  order  to  save  the  wire  from 
overwork. 

The  Pbesident  :  All  members  present  will,  I  am  sure,  agree 
with  me  as  to  the  interest  and  importance  of  the  communication 
that  has  been  read  to  us.  What  is  required  to  be  done  in  such 
cases  as  that  with  which  Mr.  Luke  had  to  deal  is  very  obvious,  but 
it  is  not  equally  obvious  how  to  do  it.  Mr.  Luke  has  made  very 
definite  and  precise  recommendations  and  directions  as  to  the 
method  of  carrying  out  military  telegraphs,  and  I  have  no  doubt 
many  interesting  suggestions  and  criticisms  will  be  offered  by  those 
who  are  familiar  with  the  work,  and  who  are  now  present. 

Major-General  F.  B.  Maunsell  (Royal  Bengal  Engineers) :  I 
heartily  corroborate  Mr.  Luke's  statement  as  to  the  cordiality 
between  him  and  Sappers.  The  Colonel's  remarks  were  due  to  a 
note  of  mine,  describing  the  difficulties  under  which  the  military 
telegraph  laboured  in  India,  for  want  of  a  definite  organisation 
for  the  field*— the  various  experiences  of  the  able  officers  of  the 
civil  telegraph  department  on  the  expeditions  in  and  from  India^ 
VOL,  X.  18 
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and  the  organisation  each  time  arriTed  at,  being  thrown  to  the 
winds;  to  be  begun  anew  on  the  next  occasion,  with  a  repetition  of 
the  same  style  of  anxieties  and  obstacles.  The  organisation  of  such 
an  element  under  military  officers  and  soldiers,  with  time  and  the 
duty  to  arrange  all  during  peace,  on  the  same  general  basis  as  the 
civil  lines,  based  on  the  experiences  gained  on  these  civil-military 
lines,  and  working  with  that  department,  had  been  on  the  tapis 
for  years,  struggling  against  active  and  passive  obstacles  of  all 
sorts  (although  set  agoing  by  the  Secretary  of  State),  and  for  the 
first  time  had  been  able  to  obtain  employment  in  the  field  in 
Afghanistan;  and,  this  being  a  most  successful  experience,  I 
greatly  regretted  that  the  employment  of  this  element,  working 
hand-in-hand  with  the  civil  line,  had  been  ignored  by  the  heads  of 
the  civil  or  public  works  department  of  India.  I  considered  that 
the  obstacles  to  efficiency  in  these  things  was  due  to  the  tendency 
we  too  often  indulge  in  of  trusting  to  our  wits  and  general  experience, 
to  our  money  and  power,  for  improvising  on  emergencies,  and  to 
be  satisfied  with  what  has  generally  answered  our  former  wants ; 
that  the  advocacy  of  this  efficiency  was  not  the  slightest  reflection 
on  the  admirable  work  of  the  civil  lines,  although  this  has  been  an 
objection  raised  by  those  who  do  not  appreciate  the  advantages  and 
real  economy  of  completer  organisation ;  but  that,  on  the  contrary, 
sudi  work  furnished  the  very  examples  from  which  the  advantage 
of  organisation  were  noticeable !  The  obstructions  by  officials  and 
departments,  and  the  difficulties  and  misunderstandings  necessarily 
arising  therefrom,  were  in  no  way  the  fault  of  Messrs.  Luke, 
Pitman,  etc.,  who  always  worked  on  intimate  terms  of  ooidial 
friendship  with  the  Engineers,  each  branch  being  always  ready  to 
aid  the  other. 

Colonel  WOODTHOBFE,  R.E. :  I  have  not  much  to  say,  as  I  am 
not  an  electrician ;  but  I  would  like  to  mention  one  omission  in 
Ur.  Luke's  category  of  the  uses  of  the  telegraph  in  the  field,  viz., 
its  value  in  determining  the  longitude  of  a  place.  I  was  on  the 
survey  in  Afghanistan,  and  had  expected  that  determination  of 
longitude  by  means  of  the  telegraph  would  often  be  necessary. 
However,  the  country  turned  out  to  be  much  easier  than  we  had 
expected,  consisting  of  a  series  of  open  plateaux  surrounded  by 
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bare  hills,  high  or  low,  from  which  good  trigonometrical  observations 
could  be  obtamed.  Few  countries,  I  imagine,  could  be  found  so 
&T0urable  in  every  way,  either  for  the  purposes  of  visual  signalling 
or  surveying.  We  were  able  to  check  the  work  frequently  by 
bearings  to  fixed  points ;  but  if  we  had  had  to  carry  on  long-route 
surveys  in  an  easterly  or  westerly  direction  without  any  other 
checks,  the  telegraph  would  have  been  invaluable,  as  affording  the 
means  of  obtaining  our  longitude  by  comparison  of  our  time  with 
that  of  some  fixed  trigonometrical  station  in  India,  Time  would 
seldom  have  allowed  of  astronomical  observations  for  longitude. 
Bain  and  haze  did  not  often  interfere  with  our  operations.  Major 
Wynne,  who  was  in  charge  of  the  signalleiB  in  Kuram  Valley,  and 
who  is  now  in  charge  of  visual  signalling  at  the  Cape,  writes  to  me 
that  the  country  there  is  topographically  almost  as  favourable  to 
his  work  as  Afghanistan,  but  rain  greatly  interferes  with  him;  and 
he  complains  of  want  of  enterprise  on  the  part  of  the  Boers,  who 
will  not  go  for  the  telegraph  wires  and  give  his  signallers  a  chance. 

Major  Armstrong,  B.E. :  India  is  such  a  very  special  country 
that,  from  want  of  personal  Indian  experience,  I  leave  the  discussion 
of  the  details  of  tbese  operations  chiefly  to  others  who  are  acquainted 
with  the  country. 

Major.Qeneral  Maunsell  has  already  mentioned  the  main  point 
that  occurred  to  me  on  hearing  Mr.  Luke's  paper  read,  viz.,  the 
necessity  for  organisation  of  the  field  telegraphs  of  India. 

A  line  advancing  3  miles  a  day,  and  worked  by  operators  read, 
ing  (nominally)  12  words  a  minute,  cannot  be  considered  as  an 
adequate  preparation  for  a  struggle  of  such  magnitude  as  we  may 
be  involved  in  at  any  time,  and  in  which  defective  field  telegraph 
organisation  may  be  the  weak  link  where  a  break  occurs  and  the 
whole  is  lost.  It  is  therefore  to  be  hoped  that  the  experience  of 
the  present  and  other  campaigns  will  be  utilised  in  the  preparation 
of  a  definite  organisation. 

There  is  still  much  room  for  improvement  in  batteries  which 
have  been  used  for  field  telegraphy;  and  I  quite  concur  with 
Mr.  Luke  in  considering  the  batteries  he  mentioned  as  used  in  the 
ordinary  telegraphic  work  of  the  country  to  be  ill  adapted  for 
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field  use :  the  gravity  Daniell  is  manifestly  not  a  good  battery  io 
carry  about,  and  the  Leclanchd  will  not  stand  bard  work. 

The  requirements  of  a  really  good  field  telegraph  battery  are — 
(Istly)  it  should  not  be  readily  damaged  by  carriage ;  (2ndly)  it 
should  be  of  moderately  low  resistance,  so  as  to  work  through  badly 
insulated  lines ;  (3rdly)  it  should  be  constant  and  lasting — that  is  to 
say,  its  electro,  motive  force  should  not  suffer  serious  deterioration 
either  during  hard  work  or  while  at  rest ;  and  (4thly)  it  should  be 
compact,  for  the  sake  of  portability. 

Mr.  E.  C.  Pitman,  CJ.E. :  Mention  has  been  made  during  the 
evening  of  the  military  signallers  employed  in  Afghanistan,  and 
Mr.  Luke  said  that  he  always  found  them  exceedingly  useful  and 
well  trained  men. 

I  willingly  admit  their  utility,  but  they  were  as  a  rule  any- 
thing but  well  trained  men.  Their  highest  rate  of  signalling  was 
twelve  words  per  minute,  and  some  of  them,  when  they  first 
joined  me  in  the  field^  could  only  read  by  sound  four  or  five  words 
per  minute.  Under  such  circumstances  it  was  most  difficult  to 
get  through  the  work  required  of  the  telegraph  department.  The 
men  did  their  work  as  well  as  they  could,  and,  after  some  practice, 
we  got  them  to  send  off  their  messages  in  something  like  decent 
time.  The  men  were  not  so  much  to  blame  as  the  system  under 
which  they  were  trained.  Anyhow,  the  delays  at  first  were  most 
serious,  and  at  one  time  a  break-down  seemed  inevitable. 

The  traffic  at  the  commencement  of  the  campaign  was  very 
heavy,  and  at  Quetta  the  messages  of  one  day  had  often  to  stand 
over  till  the  following  morning  before  they  could  be  despatched, 
notwithstanding  that  the  line  was  working  throughout  the  night 

In  Southern  Afghanistan,  the  Minotto  was  the  only  kind  of 
battery  used.  These  batteries  were  packed  in  boxes  of  ten  cells, 
in  two  rows  of  five ;  each  cell  had  a  separate  compartment,  and 
was  surrounded  with  thick  felt,  and  the  ten  zincs  were  kept  in  a 
compartment  at  the  end  of  the  box.  When  it  was  required  to 
open  an  office,  all  that  was  necessary  was  to  make  the  camels  with 
the  signal  office  equipments  lie  down ;  as  many  battery  boxes  as 
were  required  were  taken  off  and  opened ;  a  little  water  was 
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poured  into  each  cell  -,  the  zincs  were  placed  on  the  sawdust  of  the 
cells  and  connected,  and  the  battery  was  ready  for  immediate  use. 

In  the  Lushai  campaign  of  1871-72,  I  used  both  Minotto  and 
Marid  Davy  batteries.  The  latter  are  most  convenient  and  useful 
little  batteries :  they  were  packed  in  boxes  about  15  inches  long 
and  12  inches  broad,  and  they  did  all  that  was  required  of  them. 

I  must  say  that  I  disagree  with  Mr.  Luke  as  to  insulators  not 
being  required  for  field  telegraphs.  They  can  undoubtedly  be 
dispensed  with  to  a  great  extent  in  a  dry  country  like  Afghanistan, 
where  there  is  no  rainfall  for  many  months,  but  if  you  go  into  a 
country  like  the  Malay  Peninsula,  Ashantee,  Lushai,  or  Bhootan, 
the  dew  and  moisture  are  so  excessive  that  the  lines  will  not 
work  until  the  sun  is  well  up  and  the  fog  dispersed. 

In  the  Lushai  campaign  we  put  up  very  few  insulators  at  first, 
but  the  insulation  was  so  low,  owing  to  the  heavy  dews  and  the 
numerous  tree  contacts,  that  we  had  to  increase  the  number  from 
15  or  20  insulators  per  mile  to  something  like  30  or  40  in  those 
places  where  the  line  ran  through  forest  or  grass  jungle.  After  that 
it  worked  very  fairly  both  by  night  and  day. 

Now  as  to  interruptions.  On  the  Ehyber  Line,  the  wire  was  cut, 
I  think,  98  times  in  the  first  campaign  and  50  times  in  the  second  ; 
and  I  should  like  to  ask  Mr.  Luke  the  cause  of  these  constant 
interruptions,  and  if  he  was  well  supported  by  the  military  and 
political  authorities,  and  if  the  persons  who  cut  the  line  were 
punished.  When  the  Bolan  Pass  line  was  first  erected  in  lb77, 
the  adjacent  tribes  cut  the  wire  on  several  occasions,  stole  large 
quantities  of  it,  and  even  pulled  down  the  heavy  iron  standards  and 
carried  them  off  to  a  considerable  distance.  This  was  soon  put  a 
stop  to  by  making  a  severe  example  of  any  one  caught  interfering 
with  the  line ;  and  all  through  the  recent  operations,  extending 
from  the  end  of  1878  to  the  present  time,  the  line  through  the 
Bolan  Pass  was  hardly  ever,  if  at  all,  wilfully  damaged. 

In  Southern  Afghanistan  it  was  the  same.  The  line,  which 
was  constructed  of  light  bamboos  and  a  wire  weighing  300  pounds 
to  the  mile,  was  cut  as  it  was  approaching  completion,  a  few  miles 
from  Kandahar,  and  some  of  our  men  were  badly  wounded. 
Several  of  the  marauders  were  captured ;  some  were  shot  during 
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the  affray ;  two  others  were  tried  and  hung ;  while  the  remidnder 
were  fined,  and  their  village  destroyed.  In  another  instance  a  boy 
was  flogged  for  cutting  the  line. 

These  punishments  had  the  desired  effect,  for  during  the  next 
nine  months,  that  is,  from  April  to  December,  1879,  there  was 
hardly  another  case  of  injury  to  the  line  in  a  distance  of  140 
miles;  and  I  must  again  express  my  best  thanks  to  General 
Stewart,  and  to  another  officer  who  is  well  known  to  telegraphist^, 
Colonel  St.  John,  R.E.,  the  political  officer  at  Kandahar,  for  the 
ready  and  efficient  help  they  always  gave  me  on  all  occasions. 

I  did  not  notch  any  of  the  poles  on  the  Quetta-Kandahar  line. 
As  a  rule  the  300-lb.  line  wire  was  fixed  to  the  sapling  or  bamboo 
by  a  piece  of  600.1b.  iron  wire,  a  short  piece  of  which  was  twisted 
'  round  the  top  of  the  pole ;  one  end  was  turned  and  formed  into  a 
hook  on  which  the  line  wire  was  placed,  and  bound  to  it  with  a 
piece  of  No:  15  B.W.Q.  wire. 

A  question  has  been  asked  relative  to  the  collection  of  material. 

I  have  had  on  one  or  two  occasions  to  execute  heavy  works, 
and  the  issue  of  stores  was  invariably  left  to  our  own  store  depart- 
ment. The  arrangement  for  the  provision  of  the  stores  sent  to 
Afghanistan  devolved  on  Mr.  Brooke,  the  officiating  director  of 
construction,  and  their  actual  issue  on  Major  Eckford,  B.E.,  the 
superintendent  of  the  Calcutta  store-yard,  and  I  must  say  that 
the  equipments  were  most  complete.  The  stores  were  well  packed, 
and,  if  anything  was  wanted  quickly,  it  was  despatched  at  once 
on  the  receipt  of  a  telegram  asking  for  it.  Nothing  was  forgotten, 
and,  had  it  not  been  for  the  forethought  and  exertions  of  these  two 
officers,  great  delays  must  have  ensued. 

I  should  like  to  mention  that  the  Kandahar  military  telegraph 
was  made  into  a  commercial  line,  from  the  1st  June,  1879,  and  it 
remained  so  until  it  was  destroyed  last  autumn.  As  a  commercial 
line  it  was  thrown  open  to  the  public  without  restriction,  and  the 
remittances  to  India  from  the  Kandahar  office  alone  amounted  to 
over  £10,000i  and  I  think  the  total  receipts  of  the  line  almost 
covered  its  cost.    . 

It  is  a  matter  of  deep  regret  to  me  that,  owing  to  the  evacu- 
ation of  Kandahar,  the  line  thither  should  recently  have  been 
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pulled  down«  It  now  only  reaches  to  ChamaD,  77  miles  east  of 
Kandahar,  and  about  63  miles  west  of  Quetta.  I  regret  its  demo« 
lition  all  the  more,  because  I  think  it  will  again  be  required,  and 
that  we  shall  have  to  go  back  to  Kandahar  before  very  long.  (Loud 
applause),  flaving  gone  back  there,  it  will  be  necessary  to 
establish  a  political  agent  at  Herat,  but  this  will  not  be  done 
unless  we  have  a  telegraph  there,  and  there  is  no  reason  whatever 
why  a  telegraph  should  not  be  laid  between  Kandahar  and  Herat. 
Having  got  a  line  to  Herat,  you  are  only  220  miles  from  Meshed, 
to  which  point  the  Persian  Qovemment  have  a  telegraph  at  this 
moment.  To  Teheran  there  is  an  excellent  first-class  lino  from 
Europe,  and  with  very  little  outlay  the  existing  lino  between 
Teheran  and  Meshed  might  be  put  into  good  working  order  and 
be  maintained  without  difiiculty.  If  the  Persian  Qovemment  can 
maintain  a  line  between  Teheran  and  Meshed,  I  do  not  see  why  a 
line  should  not  be  maintained  for  the  comparatively  short  distance 
of  220  miles  between  Herat  and  Meshed.  If  the  Turkomans  can 
be  held  in  check  and  prevented  damaging  the  line  on  one  section, 
can  they  not  be  checked  on  the  other  ?  The  total  length  of  line 
required  to  connect  the  Indian  and  Persian  telegraph  systems  is 
about  €00  miles,  viz.,  375  miles  from  Kandahar  to  Herat,  and  220 
from  Herat  to  Meshed  ;  and  this  link  would  complete  a  land  line 
of  telegraph  between  India  and  England.  The  existence  of  such  a 
line  would  enable  the  present  rates  to  be  reduced  very  considerably, 
and,  instead  of  having  the  present  high  charge  (not  unnecessarily 
high  considering  the  cost  of  cables)  of  something  like  five  shillings 
per  word,  we  should  have  a  rate  of  perhaps  one  shilling  per  word. 
By  taking  the  chiefs  of  the  native  tribes  inhabiting  the  districts 
through  which  the  line  would  pass,  into  our  employ,  and  making 
them  responsible  for  the  line,  as  was  done  so  successfully  in  Belu- 
chistan  and  Southern  Afghanistan,  freedom  from  malicious  inter* 
ference  would  be  obtained,  and  the  line  would  be  kept  up  without 
much  danger  or  difficulty. 

The  poles  used  on  the  Kandahar  line  were  partly  teak  saplings 
sent  up  from  Bombay,  bamboos  bought  at  Kurrachee,  and  88 
miles  of  poplar  and  willow  poles  bought  at  Kandahar ;  we  also  bad 
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50  plane  {Platanua  orientalia)  poles  for  the  Kandahar  end  of  the 
line. 

The  teak  saplings  averaged  in  length  17  ft  9  in. ;  the  average 
diameter  at  the  base  was  3}  in.,  and  the  average  at  the  top  1^  in. 

The  plane  tree  poles  purchased  at  Kandahar  were  rather  more 
substantial,  and  were  used  when  passing  through  the  villages  im- 
mediately outside  Kandahar  town.  Their  average  length  was  18 
ft. ;  diameter  at  butt,  5  in. ;  diameter  at  the  top,  2  in.  They  cost 
four  shillings  each,  and  weighed  about  50  lbs. 

The  poplar  and  willow  poles  bought  in  Kandahar  ran  from 
]3  ft.  to  18  ft.,  aud  only  cost  one  shilling  each. 

No  poles  were  procurable  in  the  country  at  any  other  place 
except  Kandahar,  and  none  are  available  between  Kandahar  and 
Herat,  though  I  believe  a  certain  number  could  be  obtained  in  the 
villages  round  Herat. 

The  bamboos  were  about  22  ft.  high,  and  were  chiefly  used  for 
road  crossings.  Where  they  were  employed  on  a  straight  alignment, 
they  were  put  up  about  90  or  100  yards  apart ;  the  distance  be- 
tween the  teak  saplings,  willow,  and  poplar  poles  varying  from  70 
to  110  yards. 

With  regard  to  transport.  .  We  employed  camels,  mules,  and 
ponies.  The  Qovemment  regulation  weight  for  a  camel  was  320 
pounds,  and  for  a  mule  or  pouy  160  pounds ;  but  the  camels  could 
rarely  carry  more  than  250  pounds.  The  animals  were  very  sick 
and  weakly  from  the  hardships  they  suffered  during  the  winter  of 
1878-79,  from  exposure,  and  want  of  proper  food  and  clothing. 

I  think  you  will  like  to  hear  that  during  the  siege  of  Kandahar 
last  year^  throughout  the  whole  of  that  anxious  and  critical  period, 
the  telegraph  workmen,  who  were  mostly  Afghans,  remained 
staunch  and  faithful,  although  they  belonged  to  the  disturbed  dis- 
tricts. Day  after  day  these  men,  who  were  unable  to  go  out  on  the 
line  and  repair  it,  were  employed  in  knocking  down  walls  and 
houses,  and  any  other  buildings  likely  to  impede  the  fire  of  our 
guns,  putting  up  wire  entanglements,  and  keeping  up  telegraphic 
eommunication  between  the  most  important  points  of  the  besieged 
town.  Mr.  Boteler,  the  officer  in  charge  of  the  telegraph  at  Elan- 
dahar,  was  not  only  engaged  by  day  as  an  assistant  field  engineer, 
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but  at  night  he  had  to  go  on  duty  as  an  ofiBcer  attached  to  a  native 
raiment,  I  mention  this,  and  I  do  so  with  pride,  because  it  ought 
to  be  made  known.  This  is  a  most  suitable  occasion  for  mentioning 
such  services,  and  I  am  sure  you  will  all  be  interested  Iq,  and  be 
glad  to  hear  of  such  matters. 

Professor  W.  E.  Aybton:  Ajs  to  the  question  of  batteries, 
might  I  ask  if  the  Minotto  used  in  the  Indian  campaign  was  of  the 
ordinary  Minotto  form,  or  some  diminutive  cell  specially  designed 
for  the  occasion  ? 

Mr.  Pitman  :  Yes ;  the  ordinary  form. 

Mr.  PmCAN :  In  reply  to  Col.  Webber,  who  enquired  as  to  the 
failure  of  the  line  in  wet  weather,  I  would  say  that  in  March,  1879, 
we  had  some  very  severe  rain  and  snow,  and  on  those  occasions  the 
communications  failed  entirely. 

Col.  Wbbbeb  :  From  want  of  insulation  ? 

Mr.  Pitman  :  Tes ;  and  at  other  times,  when  a  slight  shower 
was  passing  over  any  portion  of  the  line,  the  communication  became 
so  bad  that  the  small  intermediate  offices  had  to  open  out,  and 
messages  were  then  repeated,  always  once,  and  sometimes  twice, 
between  Kandahar  and  Quetta,  a  distance  of  only  140  miles, 
thereby  very  considerably  delaying  them.  No  such  delay  would 
have  occurred  had  the  line  been  insulated. 

As  to  friction  with  the  military  telegraph,  we  had  none  at  all. 
They  were  unable  to  get  all  their  stores  to  the  front  on  account  of 
want  of  transport,  and  the  Sapper  telegraph  company  was  generally 
employed  making  roads.  At  Kandahar  the  Sappers  had  a  short 
line,  about  1^  miles  long,  connecting  the  headquarters  and 
Engineers'  camp  with  the  Qoverment  telegraph  office  in  the 
Kandahar  citadel^  and  we  worked  most  cordially  with  them. 

With  regard  to  the  civil  employes  of  the  Government  telegraph 
department  being  under  military  law,  I  certainly  understood  that 
they  were  amenable  to  military  discipline,  and  should  say  most 
decidedly  that  Sir  Donald  Stewart  was  of  tbe  same  opinion.  I 
myself  was  immediately  under  the  orders  of  the  General  command- 
ing the  force,  and  I  had  written  instructions  to  this  effect  from  the 
Adjutant-Qeneral* 

I  took  my  orders  regarding  the  route  for  the  line,  quarters, 
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pofiiticm  of  offices,  etc.,  etc.,  from  the  Assistant-Quartermaster. 
General  on  the  staff  of  General  Stewart,  and  not  from  my  own 
department,  except  on  matters  of  detail;  and  when  any  of  my 
Mvilian  workmen  miscondncted  themselves,  they  were  punished 
by  the  Provost-Marshal. 

On  the  other  hand,  the  only  people  who  escaped  punishment  for 
offences  in  the  field  were  the  military  signallers  (the  Indian  Tele- 
graph  Act  neither  applied  to  them  nor  to  offences  committed  out 
of  India) ;  and  the  military  authorities,  as  represented  by  the 
Judge-Adyocate-Generars  department,  expressed  their  inability  to 
punish  soldiers  for  what  they  termed  civil  offences.  These  civil 
offences,  mind  you,  included  wilfully  delaying  work,  and  refusing 
to  signal  messageis^ — offences  serious  enough  under  ordinary  circum- 
stances, but  much  more  so  on  active  service,  when  delays  to  tele- 
grams might  cause  very  grave  results. 

Colonel  Webber  may  rest  assured  that  our  civilian  employes 
were  well  provided  for  in  the  way  of  punishment,  and  that  the  only 
persons  who  did  not  suffer  for  their  misdeeds  were  the  military 
signallers,  who  could  not  be  brought  within  the  scope  of  either 
military  or  civil  law. 

A  hearfy  vote  of  thanks  was  then  passed  to  Mr.  Luke  for  his 
paper. 

Lieut..Col.  MaloolM)  R.E.,  C.B. :  I  should  just  like  to  utter 
one  little  word  of  protest.  The  paper  began  by  a  quotation  from 
Mr.  Freece,  who  is  used  as  an  authority  with  reference  to  what  is 
called  his  division  of  the  field  telegraph  service  into  four  parts. 
I  have  no  objection  to  raise  against  that  at  all,  except  that  it  was 
officially  recognised  in  the  army  long  before  Mr.  Preece*s  lecture 
was  delivered ;  but  I  hope  that  the  lecture  this  evening  will  not  be 
taken  as  an  authority  for  doing  away  with  any  of  those  four 
divisions,  because  Afghanistan  happens  to  be  peculiarly  adapted 
for  visual  signalling.  I  am  certain  that  it  would  be  most  dangeroiis 
to  abolish  the  flying,  or  field  line. 

There  are  many  other  countries  besides  Afghanistan  with 
which  I  am  afraid  we  may  have  some  day  or  other  to  go  to  war, 
which  will  not  lend  themselves  so  freely  to  visual  signalling, 
and  where  also,  as  has  been  pointed  out,  insulators  will,  under 
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existing  cafoumstances,  be  a  necessity.  In  Aahantee,  for  ezampley 
it  is  constantly  wet,  and,  should  wa  again  go  to  war  with  that 
coontry,  a  flying  telegraph  would  be  an  indispensable  portion  of 
the  equipment. 

On  behalf  of  soldier  officers,  I  would  like  also  to  add  that  we 
cannot  always  do  just  what  we  like  even  in  keeping  up  little 
bodies  of  trained  men  in  our  regiments ;  and  I  do  not  think  the 
proposal  to  draw  the  signalling  staff  from  regiments  not  engaged 
in  active  operations  would  always  work  well. 

In  conclusion^  I  am  delighted  to  hear  that  soldiers  and  civilians 
worked  so  well  together  at  the  front. 

Lieut..CoL  C.  £.  Webbeb,  RE. :  Mr.  President  and  gentle, 
men, — ^I  have  on  former  occasions  addressed  the  Society  on  this 
sabjeot,  and  I  only  wish  to  take  up  your  time  to-night  by  a  few 
words  on  the  paper  of  Mr.  Luke,  which,  I  must  say,  has  a  true 
practical  ring  about  it.  It  bears  evidence  to  the  magnificent  work 
of  which  he  was  the  superintendent  during  the  Afghan  campaign. 
I  fully  agree  with  him  (and  have  done  so  for  a  long  time)  in  his 
condemnation  of  the  use  of  a  ground  cable  as  a  means  by  which 
you  can  ensure  the  transmission  of  messages  during  aoy  consider, 
able  period.  Hb  says  the  ground  line,  thirty  miles  long,  "  never 
lived  for  an  hour:*'  I  only  wonder  that  nobody,  so  far  as  I  can 
remember,  has  put  it  so  strongly  before. 

On  the  other  hand,  he  says  *'  it  is  extremely  probable  that  an  army 
would  traverse  a  country  in  which  they  could  always  procure  suitable 
poles;"  but  Major  Hamilton,  R.E.,  who  commands  the  field  telegraph 
at  Aldershot^  can  tell  you  that  he  worked  for  several  months  in  Natal 
and  Zululand,  where  not  only  was  a  suitable  pole  unprocurable, 
but  there  were  no  poles  at  all ;  and  every  pole  had  to  be  carried 
ftotD,'  the  sea-shore  to  the  places  where  required.  Tlie  poles  used 
in  that  case  were  bamboos  from  India  and  Brazil.  A  great  num. 
ber,  some  4,000,  came  from  Madras;  and  the  Emperor  of  .Brazil 
made  the  British  Qovemment  a  pres^it  of  between  2,000  and 
3,000,  for  which,  I  am  sorry  to  say,  he  never  received  any  thanks, 
and  which  were  sold  eventually  for  about  sixpence  apiece.  I  do 
not  agree  with  Mr.  Luke  that  the  *' joint "  is  the 'weakest  part  of  a 
pole.     Poles  which  have  to  be  carried  (as  he  told  us)  by  mules 
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and  camels  must  not  have  longer  sections  than  7  or  8  feet.  I  have 
made  several  experiments  in  this  direction  myself,  and  I  found 
that  not  only  could  a  connecting  steel  tube  be  used,  like  the  joint 
of  a  fishing  rod,  most  satisfactorily,  but  also  that  a  splioe-joint 
bound  by  wire,  in  the  hands  of  a  man  wha  understood  how  to  use 
wire,  was  quite  safe.  At  the  present  moment,  at  Woolwich  Arsenal, 
there  are,  I  believe,  between  2,000  and  3,000  of  such  poles,  ready 
at  any  moment  to  be  taken  where  they  are  required. 

Mr.  Luke  tells  us  also  that  insulators  are  entirely  out  of  place 
in  the  field.  Well,  I  think  he  will  willingly,  after  what  Mr.  Pitman 
has  said,  withdraw  partially  that  opinion,  because  he  must  be 
aware  that  campaigns  will  be  conducted  in  many  countries  where 
the  moisture  is  great,  and  where  the  rainfall  would  absolutely  de- 
stroy the  insulation,  and  in  fact  where  the  insulation  would  be  very 
partial  with  the  best  insulators.  I  know  that,  until  Andrew's 
double-shed  insulators  were  introduced  on  the  lines  through  Egypt, 
in  the  heavy  rains  (which,  however,  rarely  occurred)  insulation  was 
absolutely  destroyed.  Mr.  Luke  has  not  told  us  (neither  has  Mr. 
Pitman)  whether  during  the  campaign  tbey  had  any  heavy  falls  of 
rain,  and,  if  so,  what  they  did  during  those  periods. 

As  regards  the  wire,  I  think  that  tbey  hit  upon  an  admirable 
size  in  their  No.  12  Indian  gauge,  which  appears  to  be  the  same  as 
No.  11  (or  a  little  larger  than  No.  11)  Birmingham  gauge.  We 
have  found,  not  only  in  this  country  in  Government  telegraphs, 
but  also  in  the  field  in  other  places,  that  No.  11  wire  is,  after  all, 
the  most  handy,  the  most  economical,  and  the  best  wire  for  your 
main  military  lines.  Some  of  you  will  remember  that  Lieut. 
Jekyll,  R.E.,  on  his  return  from  Ashantee,  read  us  an  interesting 
paper  on  the  military  telegraphs  in  that  country,  in  which  he  told 
us  of  the  great  advantages  No.  11  wire  offered  for  military  lines. 

Curiously  enough,  what  so  often  happens  in  other  countries, 
occurred  in  India-^the  war  was  eotered  upon  without  apparently 
any  preparation  being  made  for  the  military  telegraph,  and  this,  I 
think,  Major-Geueral  Maunsell  has  also  led  us  to  believe. 

The  military  material  which  existed  in  the  country  was  prob- 
ably  at  Roorkee,  and  its  maintenance  had  been  more  or  less 
neglected  for  the  previous  ten  years,  and  there  was,  I  imagine, 
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only  enough  to  take  the  field  to  construct  a  very  short  line.  Mr. 
Luke  has  described  how  it  was  used  in  the  first  advance  towards 
Candahar  in  front  of  his  line,  and  afterwards  taken  down  and  re* 
erected  further  on.  A  certain  amount  of  dissatisfaction  appar- 
ently, and  most  probably,  arose  under  these  circumstances:  in 
fact  I  find,  from  a  report  made  at  the  time,  that  the  Departmental 
and  Sapper  lines  were  rather  in  the  position  of  jostling  each  other 
all  along  the  road.  When  an  advance  was  made  it  was  the  same 
thing  over  again,  though  I  believe  such  was  not  the  intention  of 
the  General  Commanding.  "  The  Sappers  made  a  line  directly 
the  troops  moved,  and  with  a  rapidity  which  reflects  credit  on 
them ;  the  offices  got  to  the  front  at  the  same  time  as  the 
advance  guard,  and,  in  fact,  at  one  time  the  work  was  ahead  of 
the  advance  guard." 

Mr.  Luke's  remarks  show  the  necessity  for  organisation  and 
preparation  in  time  of  peace.  The  nucleus  of  military  telegraph 
at  Roorkee  only  had  an  insignificant  quantity  of  material,  and,  of 
course)  as  a  matter  of  common-sense,  the  National  Telegraph  of 
Lidia  was  called  upon  to  take  the  field  and  construct  the  line  (the 
military  telegraph  going  in  advance),  because  they  had  an  un- 
limited  quantity  of  material.  The  trained  staff  were  men  of 
calibre,  such  as  those  gentlemen  from  India  who  have  addressed 
you  to-night,  and  they  were  the  proper  people  to  do  it. 

When  a  war  breaks  out  you  use  the  best  and  readiest  means  at 
hand,  and  there  is  no  question  whatever,  in  the  mind  of  any  one,  of 
that  being  the  right  thing  to  do.  If  the  military  telegraph,  or 
field  telegraph,  whether  it  be  called  military  or  not,  had  been  or- 
ganised before,  and  organised  so  that  there  should  be  harmonious 
joint  working  with  the  state  telegraphs,  and  the  nucleus  (small  or 
large)  of  military  telegraph  had  been  used  for  a  special  purpose, 
none  of  the  friction  which  perhaps  rose  at  first  need  have  occurred. 
We  were  told,  on  one  side,  that  there  was  considerable  loss  in  con- 
sequence of  the  lines  not  being  so  well  to  the  front  as  they  should 
have  been ;  on  the  other  hand,  we  have  heard  this  evening  that  in 
the  first  instance  the  military  telegraph  was  full  up  with  the  ad- 
vance guard.  This  conflict  of  statement  also  points  to  the  previous 
organisation  which  Major  Armstrong  considers  so  necessary. 
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I  am  sure  there  oould  hare  been  no  wiser  step  taken  than  the 
organisation  which  has  been  established  in  this  country,  and  which 
occupied  eight  or  nine  years  of  hard  work  to  enable  it  to  come  to 
success,  and  enable  it  to  do  what  it  is  intended  to  do.  We  can 
place  a  considerable  military  telegraph  force  in  the  field,  and 
there  is  every  reason  why  that  should  be  followed  up  by  a  con. 
siderable  civil  telegraph  force :  there  is  every  reason  in  favour  of  it, 
and,  had  it  not  been  for  the  want  of  the  encouragement  to  the 
formation  of  a  volunteer  telegraph  force  in  the  Post  OflSce,  it 
would  have  come  into  existence  long  ago. 

Mr.  Luke  has  not  told  us  whether  the  civil  officials  of  the 
telegraph  department  in  India,  when  Ihey  took  the  field,  were 
under  the  Indian  Mutiny  Act,  when  beyond  the  Indian  frontier,  or 
not.  That  to  a  soldier  seems  a  very  necessary  thing,  because 
there  can  be  no  perfect  discipline  unless  everyone  employed  in  the 
field  is  under  the  same  law. 

Mr.  Luke's  paper  is  one  of  the  first  on  the  construction  and 
progress  of  telegraphy  in  an  uncivilised  country  that  has  been  read 
here.  I  hope  that  it  will  show  to  our  comrades  and  fellow-members 
of  the  Society  in  India  the  interest  that  is  shown  by  it  in  all  that 
comes  to  us,  especially  from  the  large  body  of  officers,  fellow-tele. 
grapbists,  and  men  in  the  service  of  the  State  Telegraphs  who  have 
been  working  in  the  defence  of  our  great  Indian  dependency  and 
Empire. 

Mr.  Josephs  :  I  am  afraid,  sir,  that  I  can  add  very  little  to 
what  Mr.  Luke  has  already  read  to  us  in  his  very  able  paper.  I 
carried  out  my  portion  of  the  work  very  much  on  the  same  lines  as 
he  did.  I  need  not  tell  you  that  I  went  up  a  hill  100  feet  higher, 
and  had  to  climb  over  a  little  worse  country  than  Mr.  Luke. 

There  is  one  feature  connected  with  this  militsry  telegraphy  to 
which  I  would  like  to  call  attention,  and  that  is  a  question  of 
organisation. 

I  think  that  the  erection  of  flying  lines  in  the  field  might  be 
much  accelerated  if  a  certain  number  of  men  in  every  regiment 
were  instructed  both  in  the  erection  of  lines  and  trained  as  s^* 
nailers,  they  being  always  attached  to  and  remaining  with  their 
regiments.     If  that  were  so,  as  the  army  advanced,  the  construction 
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of  the  line  could  be  done  without  any  difficulty,  no  special  de. 
tacbment  of  parties  or  any  other  arrangement  being  necessary. 
Each  brigade  as  it  advanced  would  take  up  its  own  piece  of  work, 
and  a  stronger  and  better  line  could  thua^  in  my  opinion,  be  erected 
than  under  present  circumstances. 

Major  Hamilton,  B.E.:  Colonel  Webber  has  kindly  men. 
tioned  my  name  as  being  connected  with,  the  military  telegraph. 
I  am  in  command  of  the  telegraph  troop  at  Aldershot,  and  I  should 
like  to  make  one  or  two  remarks. 

First,  as  to  insulated  wire  not  having  been  any  good.  As  far 
as  my  experience  goes,  I  found  that  the  insulated  wire  taken  to 
Natal  for  the  Zulu  war  worked  extremely  well.  We  did  not  lay 
it  down  very  close  to  the  roads,  and  we  had  very  few  interruptions 
along  it.  The  worst  interruptions  that  occurred  were  caused  by 
grass  fires,  by  which  the  insulation  was  burned  off,  and,  conse^ 
quently,  the  current  went  to  ground. 

Another  point,  one  which  I  thought  would  have  been  mentioned 
by  Major  Armstrong,  is  the  rapidity  with  which  a  field  telegraph 
can  be  run  by  laying  a  bare  wire  along  the  ground.  Some  recent 
experiments  have  been  tried  at  Chatham  and  at  Aldershot,  which 
show  that  by  using  the  Theiler  sounder  (which  gives  a  musical  note 
instead  of  a  click)  at  one  end,  and  a  telephone  at  the  other  end,  it 
is  poasible  to  work  with  a  bare  wire  of  some  length  over  any  kind 
of  ground,  whether  dry  or  wet.  We  laid  some  bare  wire  along 
marshy  ground,  and  signals  came  out  as  clear  as  possible^  enabling 
signallers  to  read  up  to  30  words  a  minute.  In  order  to  test  the 
system  a  little  further,  we  took  some  30  yards  of  the  uncovered 
line  wire  and  dropped  it  into  the  canal,  when  signals  came  out  as 
distinctly  as  before.  A  further  test  was,  to  cut  the  wire  in  the 
canal,  when  the  ends  flew  back  from  each  other  about  9  or  10  feet, 
and  the  signals  were  perfectly  distinct,  although  not  so  loud.  I 
may  also  observe  that  we  poled  a  large  quantity  of  this  line,  and, 
whilst  the  operation  of  raising  this  wire  on  poles  was  going  on,  the 
signals  continued  uninterrupted.  I  have  seen  a  little  of  this  done 
before  in  Natal  and  in  the  Transvaal  (Col.  Webber  having 
kindly  brought  us  out  some  telephones) ;  and  on  one  occasion,  when 
we  had  laid  some  bare  wire  along  the  ground,  we  were  getting 
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signals  on  the  scunder  while  the  ground  was  dry,  but  in  the  early 
morning,  when  there  was  dew,  the  sounder  would  not  work.  How- 
ever, when  we  put  a  telephone  on  at  the  receiving  station,  instead 
of  a  sounder,  messages  were  received  quite  uninterruptedly,  the 
click  of  the  sounder  at  the  sending  station  being  quite  distinct ; 
but  that  is  nothing  whatever  in  comparison  with  the  Theiler  giving 
its  vibrating  currents  which  can  be  heard  through  any  resistance, 
and  with  any  amount  of  leak  that  it  is  possible  to  imagine. 

Mr.  W.  H.  Fbeece  :  I  think  I  can  add  a  little  to  the  experience 
and  the  application  of  telegraphy,  by  referring  to  the  very  last 
telegraph  that  has  been  applied  to  military  purposes.  Of  all 
the  telegraphs  that  have  been  sent  out  from  this  country,  this  has 
perhaps  been  the  most  successful — I  mean  the  most  successful  in 
that,  while  it  never  was  put  up,  it  succeeded  in  doing  all  that 
it  was  intended  to  do,  and  a  great  deal  more.  If  you  remember, 
a  short  time  ago  an  alarm  came  to  this  country  of  unexpected 
troubles  with  Ashantee.  One  Friday  morning  the  Crown  agents- 
for  the  Colonies  communicated  with  me,  and  asked  me  if  it  was 
possible  to  send  out  to  the  Gold  Coast  20  miles  of  telegraph  fully 
equipped  with  stores  and  men  and  telegraphists,  and  to  be  on  board 
ship  at  Plymouth  on  Tuesday  morning.  From  Friday  to  Tuesday 
was  rather  a  short  time  to  send  out  a  fully  equipped  telegraph,  but 
with  the  assistance  of  the  Royal  Engineers,  who  are  attached  to 
the  Post  Office  telegraphs,  it  was  done — it  was  done  on  Monday 
afternoon ;  and  in  less  than  a  fortnight  this  telegraph  was  at  the 
Qold  Coast,  and  the  effect  of  it  was  to  prevent  the  outbreak  of  war 
which,  without  it,  would  probably  have  taken  place.  Lord 
Kimberley  reports  that,  the  moment  the  Ashantee  king  heard 
that  the  telegraph  had  arrived,  he  at  once  proclaimed  peace. 

I  remember,  in  my  young  days,  that  we  cricketers  used  to 
have  a  great  contempt  for  what  we  called  fireside-cricketers ;  and  I 
am  afraid  that  some  of  my  military  friends  have  a  certain  amount  of 
contempt  for  fireside  military  lecturers  and  electricians  like  myself. 
I  have  criticised  their  performances,  and  have  called  into  question 
their  acts,  and  have  on  many  an  occasion  preached  to  them  one 
sermon,  and  that  sermon  was  upon  the  text  of  *'  Use  the  sounder/' 
And  if  one  part  of  Mr.  Luke's  paper  has  afforded  me  more  gratifi- 
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cation  than  another,  it  is  the  fact  that  in  India  they  have  found, 
by  actual  demonstration,  that  the  practical  instrument  to  use 
for  such  purposes  ia  the  sounder ;  and  we  know  from  experience 
in  the  Post  Officei  that  we  get  more  work,  more  accuracy, 
certainly  greater  simplicity,  and  more  perfection  al^together, 
by  the  use  of  the  sounder  than  by  any  other  instrument, 
except  perhaps,  for  certain  purposes,  the  telephone.  I  was  very 
glad  indeed  to  hear  that  the  experiments  with  telephones  which 
were  being  carried  out  at  Chatham  and  Aldershot  were  so  promising 
of  success.  I  may  say  that  in  the  telegraph  equipment  sent  to 
the  Gold  Coast  telephones  were  included:  whether  they  have 
proved  successful  or  not,  I  have  not  yet  heard. 

I  was  rather  surprised  to  hear  from  Col.  Webber  that  attempts 
have  been  made  for  the  last  ten  years  to  introduce  a  volunteer 
telegraph  service,  and  that  the  object  has  failed,  owing  to  the 
opposition  of  the  Post  Office  officials. 

Colonel  Webbeb  :  I  did  not  intend  to  say  the  Post  Office,  I 
meant  the  War  Department. 

Mr.  W.  H.  Pbeece  (continuing)  :  I  was  going  to  say  that,  ten 
years  ago,  I  undertook  to  take  charge  of  this  volunteer  telegraph 
corps.  I  was  temporarily  gazetted  as  a  captain,  but  I  have  never 
yet  received  my  commission,  owing,  I  believe,  to  the  opposition 
of  the  War  Department. 

I  could  say  a  good  deal  more  on  this  point,  but  the  closing 
hour  has  arrived,  and  I  can  only  express  my  very  great  gratifi- 
cation  that  my  old  friend  Mr.  Luke  has  come  forward  to  assist  us 
with  that  which  we  want  so  much — experience  and  practice. 

Mr.  S.  P.  V.  Luke,  C.I.E.,  in  reply,  said:  A  word  upon  the 
remark  made  by  Colonel  Webber  as  to  the  existence  of  friction 
between  the  civil  department  and  the  Sappers  in  the  first  cam. 
paign.  As  far  as  I  know,  there  was  no  friction  whatever,  and  I 
think  General  Maunsell  will  bear  me  out  in  saying  that,  and  that 
we  always  worked  together  most  satisfactorily  without  any  friction* 
Some  of  the  work  was  done  twice  over,  but  that  was  simply  on 
account  of  inexperience  in  working  together. 

As  to  whether  the  civil  officers  were  under  the  Mutiny  Act  or 
not,  I  cannot  say,  but  as  far  as  I  know  we  were  on  the  same 
VOL.  X  19 
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footing  as  every  one  else  on  active  service  across  the  frontier.  We 
were  transferred  to  the  military  department  altogether,  and  were 
placed  under  the  orders  of  the  Lieut-General  Commanding. 

The  President  :  Before  the  meeting  dissolves  I  have  a  matter 
of  some  importance  to  communicate,  and  that  is  in  connection  with 
the  Exhibition  of  Electrical  Apparatus  in  Paris,  which  you  are  all 
aware  is  to  be  held  this  summer.  It  has  been  decided  by  the 
Council  to  invite  members  to  attend  an  extra  meeting  of  this 
Society  in  Paris  during  the  Electrical  Congress  which  will  take 
place  in  September  and  October. 

What  is  at  present  proposed  is  that  the  Society  should, 
according  to  the  amount  of  business  forthcoming,  remain  in  session 
for  one  or  more  days  in  the  latter  part  of  September.  But 
detailed  arrangements  will  be  made  and  announced  to  members 
as  soon  as  possible. 

A  ballot  for  new  members  then  took  place,  at  which  the  follow, 
ing  were  elected,  and  the  ordinary  meeting  was  adjourned  until 
the  lOih  November,  1881  :— 


As  Foreign  Mewbera : 

Antoine  Breguet. 
Edouard  Hospitalier. 

As  Members : 

Alfred  Dillon  Bell. 

Charles  Curtoys. 

Warren  De  la  Rue,  D.C.L.,F.RS. 

John  Bapieff. 


As  Associates , 
Shelford  Bidwell. 
William  Blandford. 
Herman  Erichsen. 
John  J.  Gilbert. 
James  H^ig  D.  Jones. 
H.  C.  Wilson. 

As  Stvdent : 
Edwin  M.  Brooks. 
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ORIGINAL  COMMUNICATIONS. 


MAGNETO.ELECTRIC  CURRENT  GENERATORS. 
By  Oliveb  Heayisids,  Associate. 

Perhaps  the  simplest  specimen  of  a  magneto-electric  current 
generator  is  a  coil  rotating  with  imiform  velocity  in  a  uniform 
field  of  magnetic  force.  To  get  the  greatest  effect,  the  axis  of 
rotation  must  be  at  right  angles  to  the  lines  of  force.  The  varia. 
lion  of  the  amount  of  induction  through  the  coil  induces  a  simple 
harmonic  E.M.F.  in  it,  and  the  result,  when  the  initial  effect  has 
subsided,  is  a  simple  harmonic  current.  But  the  phsuse  of  the 
current  is  behind  that  of  the  E.M.F.,  owing  to  the  self-induction  of 
the  circuit,  which  also  diminishes  the  amplitude  of  the  current 
waves. 

Otherwise,  we  may  consider  the  current  at  any  moment  to  be 
that  due  to  the  actual  E.M.F.  round  the  circuit  at  that  moment, 
according  to  Ohm's  law,  remembering  that  the  actual  E.M.F.  is 
the  algebraical  sum  of  the  E.M.F.  due  to  the  motion,  and  that 
due  to  the  variation  of  the  current  itself. 

Symbolically,  let  M  be  the  induction  through  the  coil  when 
its  plane  is  at  right  angles  to  the  lines  of  force  of  the  external 
field,  CO  t  the  angle  turned  through  from  this  plane  at  time  ^,  the 
angular  velocity  of  rotation  being  to ;  then  M  to  sin.  to  t  is  the 
impressed  E.M.F.  in  the  coil.  And  if  R  is  its  resistance,  Ri  the 
external  resistance,  L  the  coefficient  of  self-induction  of  the  coil, 
Li  the  external  ditto,  the  equation  of  the  current  is 

M  to  sin.  w  «  =  (R  +  R,)  7  +  (L  +  Lj)  7 

consequently 

M  to  sin,  to  t R-fRi-(L-fLOD    ^      . 

'y  =  (R+R,)  +  (L+L,)D  -  (R  +  K,)^  +  (L-hL,/  ai«  ^^  ''''•  ^^ 

M  w  sin.  {tot—O) 


^(R+Ri)»+(L  +  LO'a>» 
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where 

The  amplitude  of  the  current  is  therefore 


and  the  angular  displacement  of  the  zero  is  0. 

The  above  is  applicable,  or  nearly  so,  to  any  magnetic  machine 
with  a  single  coil :  for  example,  a  Siemens'  armature  revolving 
between  the  poles  of  powerful  magnets,  the  effect  of  the  iron 
armature  being  in  the  main  simply  to  increase  M  and  L. 

By  reversing  the  connections  of  the  coil  with  the  external 
circuit  at  the  moments  of  zero  current, — that  is,  something 
between  0  and  ^  revolution  after  zero  E.M.F.,  according  to  the 
speed,  etc., — the  external  current  is  put  into  one  direction  ;  but 
since  the  current  varies  greatly  in  strength,  the  effective  E.H.F. 
of  the  machine  must  be  taken  as  the  product  of  the  mean  external 
current  into  the  resistance  of  the  circuit,  supposing,  of  course,  that 
there  are  no  other  E.M.F.'s  acting  in  the  circuit  than  already 
considered. 

If  r  is  the  mean  external  current. 


TT  {(R  +  Ri)«  +  (L  -h  L,y  oi'j* 

and  the  effective  E.M.F.  of  the  machine  is 

r  (R  +  R,) 

The  mean  current  increases  directly  as  the  speed  at  first,  bat 
afterwards  more  slowly,  and  its  limiting  strength  is 

2         M 
ir  ■  L  -f  Li 

that  is,  the  ratio  of  the  mean  amount  of  external  induction  through 

the  coil  to  the  self-induction  of  the  circuit  per  unit  current.     (To 

bring  into  webers,  multiply  by  10.) 

The  theory  of  multiple  coils  is  quite  similar,  and  resembles 

that  of  galvanic  cells  joined  up  in  series  or  in  multiple  arc.     If  any 

number  n  of  similar  coils  rotate  simultaneously  in  the  same 

magnetic  field,  and  are  equally  acted  upon  by  varying  induced 
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E.M.F.'89  all  in  the  same  phase,  the  coils  may  obviously  be  joined 
up  all  for  "quantity"  or  "intensity"  without  any  interference, 
a  simple  harmonic  current  resulting  equivalent  to  that  from  a 
single  coil  with  constants  71 M,  n  R  and  n  L  in  the  intensity  case, 

R  li 

and  M,   —  and  —  in  the  other.     And  reversing  the  coils  all  at 

the  same  moment,  the  external  current  is  put  in  one  direction,  as 
before,  though  of  very  varying  strength. 

With  only  one  coil,  we  cannot  get  rid  of  this  great  vacation, 
but  using  many  coils  we  may  reduce  the  variations  as  much  as  we 
please,  multiplying  their  frequency  at  the  same  time,  by  making 
the  phases  of  the  induced  E.M.F.'s  differ  by  equal  amoimts  and 
reversing  every  coil  at  the  moment  of  zero  current  for  that  coil, 
supposing  the  others  not  to  act.  And,  curiously  enough,  the  re- 
sultant mean  external  current  is  not  affected  by  the  changes. 

Thus,  to  fix  ideas,  suppose  we  have  any  number  of  coils 
arranged  at  equiangular  intervals  round  a  circle,  and  revolving 
together  in  a  uniform  field  of  force.  It  is  imnecessary  to  specify 
any  particular  form  of  machine.  The  two  coils  at  opposite  ends  of 
any  diameter  have  exactly  equal  E.M.F.'s  acting  on  them  at  any 
moment,  so  they  may  be  joined  together  permanently,  and  treated 
as  a  unit  in  the  arrangement.  Thus  we  have,  say,  n  pairs  of  coils, 
which  have  all  equal  simple  harmonic  E.M.F.  acting  on  them,  but 
at  different  times. 

Joining  them  up  in  series  by  means  of  an  nAold  commutator, 
which  reverses  the  coils  one  after  another  in  proper  order,  let  M, 
R,  and  L  be  the  constants  used  before,  but  now  referring  to  a  pair 
of  coils,  and  suppose  No.  1  pair  to  act  alone. 

We  have 

M  (u  sin.  cu  ^  =  (n  R  +  Ri)  7  +  (ti  L  +  Li)  7 

therefore 

_  Mo)  sin,  {(ot  —  0) 

where 

Here  7  is  the  current  in  No.  1  pair,  due  to  its  own  motion,  but 
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as  it  IS  reversed  at  the  moments  of  zero  cmrent  for  itself  the  mean 
external  current  dne  to  pair  No.  1  is 

2^   M« 

^  {(n  R  +  R,)*  +  (71  L  +  L,y  «*}* 

Now,  letting  all  the  coils  work,  and  superimposing  the  currents, 
we  have  a  mean  external  current  F,  where 


TT  {(tiR  +  Ri)*  +  {nL  +  LO'  «'}* 

the  same  as  from  a  single  coil  with  constants  n  H,  n  R  and  n  L, 
but  with  the  difference  of  having  many  small  variations  from  its 
mean  strength  in  place  of  few  large  ones. 

It  is  to  be  remarked  here,  that  although  every  pair  is  suc- 
cessively reversed  at  the  moments  when  its  own  current  is  zero, 
yet,  since  it  has  to  carry  the  currents  from  the  remainin;^  n—l 
pairs,  this  current  is  necessarily  reversed  suddenly :  so  that  whilst 
externally  we  have  a  nearly  steady  current,  and  also  in  the  coils 
in  series,  considered  as  a  whole,  yet  a  regular  succession  of  abrupt 
reversals  of  current  is  going  on  all  through  the  series. 

So  to  minimise  the  unavoidable  sparking,  we  should  theoreti- 
cally subdivide  the  coils  as  much  &s  possible,  thus  making  the 
inertia  of  the  currents  to  be  reversed  as  small  as  possible;  or 
make  the  reversal  a  continuous  operation,  instead  of  intermittent. 

Joining  the  circle  of  coils  iu  one  continuous  series,  and  putting 
the  external  circuit  on  between  opposite  ends  of  the  neutral  diameter, 
gives  an  external  current  equivalent  to  that  from  a  single  coil, 

with  constants  pr  M,  —  R,  -r  L. 

2         4         4 

Now,  arranging  the  commutator  to  connect  the  n  pairs  of  coils 

for  quantity,  we  have,  considering  the  first  pair  alone  to  act« 

M  6)  sin.  6)  ^  =  R  7  +  L  7  +  R|  7i  +  Lj  71 

and  also 

_  .  1 

Mci>sin.ci>^  =  R7  H-  L7  —      ^  ,  (R 7*  +  li 7O 

where  M,  L,  R,  L,,  Ri  are  as  before,  but  now  7  is  the  current  in 
No.  1  pair,  71  the  external  current  due  to  it,  and  7,  the  total  cur- 
rent in  the  remaining  71— 1  pairs  due  to  No.  1. 
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Also,  by  continuity,  7  -f  7j  =  71. 

Therefore 

M  0)  sin.  Q)  t 

'^'  "  rR~+~^RT+  ~(i^+  n L,)  1) ' 
7,  =  -  (u  -  1)  g^i^p   7i ;     7  =  71  -  7.- 

For  the  external  current  we  have 

M  6>  sin,  (o)  t  —  d) 


7i  = 


{(R  4-  71  R,)"  4-  (L  +  n  L,)"  g)»}* 
where 


5  =  tan-^^-±-^ 
•      R  +  71  Ri 


0) 


This  IS  due  to  pair  No.  1,  supposing  it  not  reversed.   But  reversing 

2 

it  at  the  proper  times,  we  have  a  mean  external  current  =  -<  x 

TT 

amplitude  of  71 ;  and  consequently  n  times  as  much  when  all  the 

coils  act,  or 

2 Mew 

R         L 

the  same  as  from  a  single  coil  with  constants  M,  —  and—,  with   of 

^  '  71,  71 

course  the  difference  of  being  nearly  steady. 

For  simplicity  of  expression  we  may  replace  a  multiple  coil 
machine  by  its  equivalent  single  coil  machine,  say,  with  constants 
M,  L,  R,  and  with  external  current : — 

p  _  2  M  6) 


7r{(R  +  RO"  +  (L  -h  L,yto'Y 

Varying  the  size  of  the  wire,  since  M  varies  as  the  number  of 
turns,  whilst  R  and  L  vary  as  its  square,  the  following  expression 
follows  as  the  condition  for  maximum  current  with  a  given  speed 

of  rotation : — 

R"  -h  L«  0)'  =  R.2  +  V  «' 

Neglecting  the  self-indaction  of  the  external  wire,  the  resist- 
ance of  the  machine  should  be  less  than  the  external  resistance,^ 
and  more  so  with  higher  speeds. 

Professors  Ayrton  and  Ferry  advocate  extremely  high  speeds. 
Only  make  the  speed  high  enough,  and  R  becomes  very  small.    At 
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the  same  time  a  couDterbalancing  factor  will  come  into  play, 
namely  Li.  Also  at  excessively  high  speeds  the  electrostatic 
capacity  of  the  line  and  other  things  would  need  consideration,  so 
that  on  the  whole  it  is  perhaps  premature  to  say  what  the  resist- 
ance  of  excessively  high  speed  machines  should  be.  But  as  the 
experiments  mentioned  in  Mr.  A.  Siemens'  paper  show  that  the 
current  is  nearly  proportional  to  the  speed,  it  is  possible  that  there 
is  still  left  a  wide  margin  for  further  increase. 

Note. — Since  the  above  was  in  print  there  has  appeared  in 
the  Electrician  (June  18, 1881,  p.  70)  an  article  on  **  The  Theory 
of  Alternating  Current  Machines,"  relating  to  M.  Joubert's  ex- 
periments  and  theoretical  conclusions.  Finding  experimentally 
that  the  current  from  an  alternating  current  machine  could  be 
represented  exactly  by  the  formula 

1  =  ? 

where  I  is  the  mean  current,  R  the  total  resistance,  a  a  constant 
proportional  to  the  speed,  and  e  a  constant  =  quotient  by  ^2  of 
the  maximum  E.M.F.  of  the  machine  with  open  circuit,  measured 
by  a  Thomson  portable  electrometer,  M.  Joubert  sought  to  justify 
it  by  theory,  and  gives  the  theory  of  a  revolving  coil,  similar 
to  that  on  the  first  page  of  the  above  paper.  There  is,  however, 
this  peculiarity,  that  although  M.  Joubert  assumes  the  existence 
of  a  simple  harmonic  induced  E.M.F.,  which  implies  a  uniform 
external  field  of  force,  he  only  brings  in  the  speed  as  a  factor 
afterwards  as  an  experimental  result,  whereas  it  is  a  necessary 
consequence  of  uniform  speed  in  a  uniform  field  ;  thus, 

E.M.F.  = 7-:  M  COS.  Q)  ^  =  M  0)  sin.  a>  t. 

*^-.  dt 

Also  M.  Joubert  employs  the  numerical  factor  —j=  instead  of  the 

2 

—  which  I  have  used. 
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Paddington  Station, 
June,  4th,  1881. 
To  the  Chairman  of  ike  Editifig  Committee. 

My  deab  Sib, — Referring  to  Mr.  A.  J.  S.  Adams'  paper  on 
earth  currents,  read  on  the  10  th  of  February  last,  and  the  discussion 
thereon,  in  which  the  question  '^  of  the  effects  of  the  flow  of  water 
against  or  under  an  insulated  wire  "  were  discussed,  I  gave  on  a 
previous  occasion  the  results  of  some  experiments  I  had  tried ; 
but,  as  they  were  not  to  my  mind  satisfactory,  I  had  further  tests 
made,  and  now  give  you  the  results  of  the  same,  which,  in  my 
opinion,  quite  disposes  of  the  question,  and  gives  an  instructive 
result. 

A  No.  7  G.P.  wire,  18  copper,  was  laid  across  the  Thames  at 
Beading.  The  current  at  this  spot  was  running  about  14  miles 
per  hour,  so  the  place  was  well  Felected  for  the  trial. 

Wire  in  the  Water, 

Deflection. 

Wrought  iron  earth  plates  at  both  ends 24^ 

Galvanised  „  ,,  ,,  15^ 

Copper  „  ,,  Nil. 

Wire  out  of  the  Water, 

With  the  same  earth  plates^  results  were  the  same  as  above. 

Again. 

Wire  in  Water, 

Deflection. 

With  a  wrought  iron  earth  plate  at  one  end  and  a 

galvanised      „  ,,  at  the  other  end  30^ 

Wrought  iron  at  one  end  and  copper  at  the  other...  75® 

Galvanised  iron        „  „  ,,  ...  79^ 

Wire  out  of  Water, 
and  with  the  same  arrangements  of  eart!^  plates,  results  the 
same  as  above. 

A  telephone  was  then  put  into  the  circuit,  and  a  faint  rum- 
bling noise  was  heard,  but  this  did  not  in  the  least  interfere  with 
the  transmission  of  articulate  sounds. 

Thinking  that  as  iron  earth  plates  always  produced  a  current, 
and  that  as  the  wire  on  which  the  foregoing  experiments  had  been 
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made  had  been  of  copper,  I  bad  a  No.  16  galvanised  iron  wire  ran 
up  about  70  yards  or  so,  well  insulated,  and,  on  trying  this  wire 
with  the  same  earth  plates  as  were  used  before,  the  following 
results  were  obtained,  the  same  astatic  galvanometer  being  used : — 

DeBectioii. 

With  copper  earth  plates  at  each  end     Nil 

Galvanised  iron  rods  at  each  end     54° 

Wrought  iron  rods  at  each  end 38° 

These  experiments  conclusively  show  no  electrical  current  is 
produced  in  the  wire  by  a  current  of  water  against,  over,  or  under 
it,  and  also  clearly  point  to  the  fact  that  copper  is  the  proper 
material  to  use  for  earth  plates,  whether  iron  or  copper  **  line 
wires  "  are  used.  Those  who  are  carefully  watching  the  effects  of 
earth  currents  should  use  no  other,  or  they  may  get  results  from 
chemical  action  which  may  very  easily  mislead,  and  be  mistaken 
for  natural  earth  currents. 

I  am,  my  dear  Sir, 

Yours  truly, 

C.  E.  Spagnolettl 
Prof.  Aybton. 


MEASUREMENT  OF  THE  ELECTROSTATIC  CAPACITY 

OF  CABLES  AND  CONDENSERS. 

By  J.  QoTT,  Member. 

The  following  method  of  comparing  the  electrostatic  capacity 
of  condensers,  or  long  cables,  gives  identical  results  with  the  valu- 
able  system  proposed  by  Sir  W.  Thomson,  and  is  sometimes  more 
convenient,  as  a  carefully  insulated  battery  is  not  required : — 

b 


C.  Coy. 


Gable. 

One  end  of  a  slide  or  adjustable  resistance  is  connected  to 
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earth,  the  other  to  a  battery  key  and  condenser  (whose  capacity 
in  microfarads  is  known).  To  the  opposite  sido  of  this  condenser 
is  connected  the  cable  or  condenser  which  we  desire  to  measure. 

A  galvanometer  or  electrometer  is  connected  to  the  sliding  con- 
tact, and  to  a  key  which  makes  contact  with  the  junction  of  the 
cable  and  standard  condenser. 

The  battery  is  now  to  be  applied,  and  after  an  interval  of  five 
seconds  the  galvanometer  key  is  closed.  If  a  deflection  is  observed 
on  the  galvanometer,  its  key  is  opened,  and  the  battery  key  put  to 
earth.  The  resistances  in  a  and  h  are  then  to  be  readjusted,  until, 
upon  successive  applications  of  the  battery,  no  deflection  is  observed, 
when,  if  c  =  capacity  of  the  standard  condenser,  the  capacity  of 

the  cable  will  be  =  — r— 

6 

If  an  electrometer  be  used,  an  approximate  balance  may  be 
obtained  without  removing  the  battery,  by  adjusting  the  slide 
until  the  electrometer  indicates  zero,  after  which  the  battery  key 
should  be  put  to  earth,  and  the  condenser  and  cable  recharged, 
until,  by  a  proper  arrangement  of  the  slide,  as  perfect  a  balance  is 
obtained  as  is  possible. 

A  very  short  time  suffices  to  measure  the  capacity  of  a  cable, 
and  the  method  will  be  found  particularly  handy  on  board  ship. 

If  the  experiment  be  made  with  a  Thomson's  electrometer,  the 

slide  resistance  is  not  absolutely  required.     Let  c{^=:the  potential 

of   the  battery  in  divisions  of  the  electrometer  scale,    d  =  the 

deflection  when  the  electrometer  is  connected  to  the  cable  side  of 

the  condenser   (the    other  electrode  being   to   earth),    then  the 

rd}       \ 
capacity  of  the  cable  =  f  ^—  1  j  x  cap.  of  condenser. 

St.  Pierre  Miquelon, 
May  1st,  1881. 
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A  SIMPLE  AND  EFFICIENT  LIGHTNING  CONDUCTOR. 

By  J.  QOTT,  Member. 

A  lightning  conductor  which  is  thoroughly  reliable  may  be 
made  as  follows : — 

Solder  a  smooth  metal  ball  about  half-an-inch  in  diameter,  or 
a  wedge-shaped  piece  of  met«'il  with  rounded  edges,  on  the  end  of 
a  piece  of  G.P.  covered  copper  wire.  This  wire  is  to  be  connected 
to  the  cable,  instrument,  or  line  it  is  desired  to  protect.  Stretch 
tightly  as  possible  a  piece  of  rubber  from  a  toy  balloon  over  the 
metal  ball,  and  tie  it  over  the  G.P. 

This  ball  is  then  to  be  immersed  in  mercury  contained  in  a 
metal  cup,  which  latter  is  connected  to  earth.  If  the  rubber  is 
punctured  by  a  flash  of  lightning,  it  contracts,  and  a  tolerably 
large  surface  of  the  metal  is  instantly  in  contact  with  the  mercury. 

A  spark  from  a  small  induction  coil  will  exhibit  the  action  of 
the  apparatus. 

8t.  Piekkb  MiquELOK, 
Ifav,  1881. 
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O.  FBdZJCE— T&ANSMISSION  OF  POWEB  BY  DYNAMO  MACHINES. 

(^Mcnatibevicht  dtr  Kdnigl,  AJcademie  der  WiBitfMehaiUn  %u  Berlin^ 

18i^  ITov.,  1880.) 

The  author  has  undertaken  an  exhaustive  series  of  experiments  on  the 
ahove  question,  which,  he  is  of  opinion,  has  not  been  fully  investigated,  and 
gives  an  account  of  his  results. 

I.  The  Oubsxnt  vrok  Btnaxo  Maohikbs. 

(a)  EqwAum  cf  Dynamo-deetrie  EquUibrium, 

Ohm's  law  as  applied  to  a  magneto  machine,  with  external  resistance  in 
circuity  takes  the  form 

•^  Tj  •••         •••         •••         •••        V  / 

in  which  I  is  the  current,  n  the  number  of  convolutions  on  the  armature,  v  the 
number  of  revolutions,  B  the  total  resistance  in  the  circuit,  M  the  ratio  of  the 
the  E.M.F  to  the  number  of  revolutions,  a  quantity  which  the  author  calls  the 
« effective  magnetism.'*  This  latter  quantity  is  the  sum  of  the  E.M.F.  which 
the  permanent  magnets  and  the  iron  core  of  the  armature  exert  on  one  convolu- 
tion of  the  armature  for  one  revolution.  The  same  equation  holds  for  dynamo 
machines,  but  in  this  case^  since  the  machine  excites  its  own  magnets, 

while  with  magneto  machines  M  is  nearly  constant.  Equation  (1)  when  written 

in  the  form 

lip 

nM    "  /(I)    "     B 

gives  the  important  law  that  the  current  is  only  a  function  of  the  ratio  of  the 
revolutions  to  the  total  resistance.  This  law  holds  for  all  dynamo  machines, 
and  for  any  position  of  the  commutator,  and  is  therefore  the  ftmdamental 
equation.  The  only  quantity  which  varies  with  different  machines  is  the 
product  n  M.  If  n  is  given,  and  M  is  known  for  any  one  machine,  and  for  a 
certain  position  of  the  commutator,  then  I  can  always  be  calculated  from  the 
number  of  revolutions  and  the  total  resistance.  If  the  effective  magnetism 
were  simply  proportional  to  the  current,  the  latter  would  increase  to  infinity. 
Hence  there  is  equilibrium  only  if  the  magnetism  diverges  from  proportionality 
with  the  current,  which  is  in  &ct  always  the  case.  If  we  call  this  divergenise 
^  (I),  then  equation  (1)  becomes,  putting  itM  i  cl ^ ^  (I), 

1*"       ♦a) 
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from  which  follows  that  for  a  certain  current  the  number  of  reToIntioni  is  ks, 
the  smaller  the  divergence  of  the  magnetism  from  the  proportionalitj.  A 
dynamo  machine  is  the  more  perfect  the  nearer  the  effective  magnetism  is  pre- 
portional  to  the  current. 

(h)  Proof  qf  the  Equation  cf  Equilibriuffi, 

Numerous  experiments  were  made  with  one  of  Siemens  and  Halske^s  lar^ 
Bq  dynamo  machines,  the  number  of  revolutions  and  the  external  resistancr 
being  varied.  The  machine  was  differently  constructed  in  the  several  seriei^u 
shown  in  the  following  table : — 


Series. 

ELBcnto-MAoiarrg. 

ASMATCKK. 

TOTAI. 

Mean  distance 

from 

Iron  Core. 

ConTolntions 

Besistanoe. 

CoDTolntions 

Reelstance. 

ReaSstaaet 

I. 

II. 

ITT. 

mm. 
10-6 
21 
14 

456 

856 

1,960 

S.U. 
0290 
0-580 
4-14 

288 

288 

1,296 

8.U. 
0145 
0-145 
300 

sx. 

0-4S5 
0-725 

7-1  iO 

The  current  was  measured  by  an  electro-dynamometer,  the  constant  of  which 
had  been  determined  by  electrolysis  of  copper.  The  external  resiatance  wii 
formed  of  long  strips  of  thin  sheet  iron,  which,  trom  the  large  surface  exposed, 
became  only  slightly  heated  by  the  passage  of  the  current.  The  brushes  oa 
the  commutator  were  placed  in  every  experiment  in  such  a  position  as  to  give 
a  maximum  current.  The  author  gives  tables  of  the  results,  which  are  too 
extensive  to  be  reproduced,  and  curves  were  plotted  from  them.  The  experi- 
ments showed  that  essentially  the  current  is  a  function  of  the  ratio  v  :  B,  ss 
equation  (2)  states.  If  I  were  really  a  function  of  v  :  B,  then,  if  for  a  certain 
position  of  the  bru8he.8,  and  a  certain  value  of  v  and  B,  a  certain  current  b 
obtained^  this  ought  not  to  alter  if  the  number  of  revolutions  and  the  tot&i 
resistance  are  changed  in  the  same  ratio.  This  is,  however,  not  ezacilj  the 
case,  but  if  v  and  B  are  both  proportionally  increased,  the  brushes  must  be 
advanced  slightly  in  the  direction  of  rotation  of  the  armature  to  obtain  th« 
same  current  as  before.  This  phenomenon,  due  to  the  displacing  of  the 
magnetism  of  the  armature  by  the  rotation,  is  practically  of  little  influence. 

Beferring  to  the  experiments  of  Meyer  and  Auerbach,  the  author  thinks 
that  the  deviation  of  their  results  fh^m  the  formula  was  due  to  the  brushes 
being  kept  always  in  the  same  position ;  still,  generally,  the  current  appears  as 
a  function  of  the  ratio  v  :  B.  With  the  currents  required  for  practical  use,  the 
curves  approach  so  nearly  to  straight  lines,  that  it  may  be  assumed  that  the 
current  is  a  linear  ftinction  of  the  ratio— number  of  revolutions  :  resistance. 
Accordingly,  both  in  magneto  and  dynamo  machines,  the  increase  of  the  current 
is  proportional  to  the  increase  of  the  ratio  v  :  B.  There  is  only  this  important 
difference  between  the  two  kinds,  that  the  magneto  machine  gives  a  corrent 
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irith  very  alow  revolationi,  while  the  dynamo  only  heg;ins  to  give  a  current  for 
a  certain  Talue  of  the  ratio  v  :  B. 

(c)  The  Ilffeetive  Magnetiim. 
The  eflfective  magnetimn  at  first  is  proportional  to  the  current^  but  then 
always  deviates  more  and  more  from  proportionality,  and  tends  to  a  mazimmn. 
For  still  more  powerful  currents  the  magnetism  must  gradually  diminish ;  for, 
if  the  electro-magnet  is  magnetised  to  a  maximum,  the  action  of  the  current  on 
the  magnetism  of  the  armature  must  increase,  and  therefore  the  whole  efiFective 
magnetism  must  decrease;  this,  however,  only  occurs  with  currents  much 
greater  than  those  likely  to  occur  in  practical  use.  Within  practical  limits, 
therefore,  we  may  assume  that  the  efiFective  magnetism  reaches  a  constant 


maximum.     If  we  put   ^    —  a  +  b  I,  then 


Kfi-0 


(8; 


-where  a  is  the  value  of  the  ratio  ^  for  which  the  machine  first  gives  a  current, 

1 

and  ^  is  the  factor  of  proportionality,  and  further, 

TIT  ^  I  ^ 


n        v^       a  +   6 1      (4) 

K 

in  which  —  is  the  factor  of  the  original  proportionality  between  M  and  I,  and 
a 

-    the  maximum  value  of  the  effective  magnetism. 
b 

The  curves  found  for  the  effective  magnetism  show  that  the  maximum  in 
reached  with  the  machines,  as  constructed,  at  a  comparatively  early  stage, 
and  the  causes  of  this  early  arrival  at  a  maximum  are  to  be  sought.  It  is 
probable  that  these  causes  lie  in  the  magnetic  action  of  the  current  in  the 
wires  of  the  armature.  For  this  action  is  opposed  to  that  of  the  electro- 
magnets, and  in  consequence  of  it  the  magnetic  axis  of  the  armature  is  rotated, 
at  the  same  time  that  the  force  producing  the  current  is  decreased,  therefore 
on  the  whole  the  effective  magnetism  is  diminished.  To  distinguish  between 
the  magnetising  force  of  the  electro-magnet  coils  and  that  of  the  armature 
wires,  the  current  from  a  second  dynamo  was  passed  through  the  magnet  coils, 
the  circuit  of  the  armature  completed  through  a  high  resistance,  and  the 
difference  of  potential  of  the  two  poles  was  measured  on  the  so-called  torsion 
galvanometer.  The  brushes  were  placed  at  the  position  of  maximum  effect, 
which  coincided  nearly  with  the  plane  passing  through  the  two  parts  of  the 
armature  which  were  out  of  the  magnetic  field.  'The  effective  magnetism  was 
obtained  by  dividing  the  potential  by  the  number  of  revolutions  and  by  the 
number  of  convolutions  on  the  armature.  The  curves  deduced  rise  more 
rapidly,  and  do  not  show  any  signs  of  approaching  a  maximum  value  at  an 
early  stage.  The  results  experimentally  obtained  can  be  readily  calculated 
from  the  formula  (4).  The  formulsB  of  interpolation  take  the  following  values 
for  the  three  constructions  as  given  at  the  commencement  for  the  three 
machines  :•« 
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M  is  the  effective  mag^netism  plus  the  current  in  the  armature ;  M|  the 
effective  magnetism  alone. 
I.  Constraction. 

*^  -  2-6SooT3^TTTf3^ '•"•«'<  ^  <  «»• 

^'  -34400  !  10401'  "l""*-  -  °-«»»«2 
n.  Constraction. 

^  -  smrizm  »  ^  max.  -  (HXWeS 

^'  -9100^101-01 '  "» '"'«•  -  ^"^^ 
m.  Construction. 

"  -  8200-^13801  J  M  m«.  -  0-000725 

"i  -  5lOir+-930l '  ^'  ""**•  -  0-°0'«» 
From  this  it  is  evident  how  much  the  action  of  the  current  in  the  armature 
diminishes  the  maximum,  viz.,  hy  ahout  ^  of  its  value.  These  results  can  also 
he  employed  to  estahlish  the  laws  of  the  effect  of  the  current  in  the  armature 
on  the  magnetism.  This  effect  is  equal  to  the  diffarence  Mi  —  M,  which  is 
proportional  to  the  numher  (n)  of  convolutions  on  the  armature,  increases  with 
an  increase  of  current  strength,  and  decreases  with  increasing  magnetism  (Mt ). 
Let 

Mi-M-ny-^ 

and  since 

^1  "       ^  h   f   Ml  —  M  -  nyiai  +  h  I) 

oi  +  Ol  1 

and 

M  -  _— ^-^_^-  «_n-y(ffi  +  6il)         (5) 

This  formula   has  been  compared  with    the   ahove-mentioned   formulas  of 

interpolation,  and  with  experiments,  and  was  found  to  agree  closely ;  the  value 

2  — »i 

of  y  in  these  experiments  was  ^  x  10     , 

Of  the  two  coefficients  in  formula  (5),  &i  is  independent  of  the  winding  of  the 

coils  of  the  electro-magnets.    Since  .—  means  the  maximtmi  value  of  the 

magnetism,  which  must  he  finally  reached  with  any  mode  of  winding,  on  the 
other  hand  ai,  the  reciprocal  factor  of  the  original  proportionality  between 
current  and  magnetism,  is  evidently  dependent  on  the  winding,  as  well  on  the 
numher  of  convolutions  as  on  their  distance  from  the  iron  core.    From  the 

experiments  it  was  found  that  ai  i-  — ,  where  m  is  the  numher  of  convolutions 
on  the  electro-magnets,  a  and  q  being  constants,  for  which  the  values 
a  -  126,000,  g  i-  0*729,  were  found.  Hence,  finally,  the  formula  for  calculating 
the  effective  magnetism  of  a  Siemens  machine  takes  the  form 


Mss ny  f-^  +  bi  l\ 


(6) 
+  5. 1  V""  J 
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(d)  Th0  Work  0/  Dynamo  Machin$$, 
From  Joole's  law  the  work  conBiuxied  by  the  machine  per  second  ii 
A  —  elsB  —  cIE,  where  e  —  0*00181  according  to  Kohhrauach,  if  the  work  it 
expressed  in  horse-power,  the  E.M.F.  in  Danieli's,  the  resistance  in  Siemens' 

nnits,  and  the  current  in        /   units.    If  account  is  taken  of  the  so-called 

Foucault's  currents  induced  in  Uie  iron  core,  the  formula  becomes 

A  -  cIE  +  p'E? f 

and  the  experiments  show  that  p  —  0-0009,  and  that  for  e  should  be  substituted 
a  constant  ci  -  0-00168.  The  following  table  contains  the  results  of  the 
experiments.  The  horse-power  required  to  rotate  the  machine  empty  is 
deducted : — 


Berol. 

Total  Batict. 

Current. 

B.M.y. 

Work, 

OJ.X. 

O1.I.B.+P.B*. 

129 

•  •  • 

14-5 

13*6 

0-21 

0357 

084 

141 

•  •  • 

20-5 

18-2 

062 

0676 

0-64 

187 

••• 

294 

249 

1-27 

1-32 

1-26 

1 

180 

••• 

82-5 

287 

1-60 

1-69 

1-59 

200 

•  •• 

877 

84^8 

227 

237 

2-25 

250 

•  •  • 

46-4 

421 

3-67 

3-54 

8-34 

298 

•  a. 

53-7 

47-7 

4*74 

4-64 

4-89 

350 

..■ 

599 

53-3 

609 

5-78 

5-46 

893 

•  .• 

65*6 

628 

7-86 

7-40 

7-01 

401 

•  •■ 

668 

62-4 

7-65 

7-54 

M4 

450 

■  •• 

72-8 

69-2 

9*26 

912 

864 

489 

... 

74-4 

71-8 

10-42 

9-67 

917 

168 

1-85 

17-8 

22-4 

068 

0-70 

0-74 

216 

••• 

28-5 

811 

1-33 

182 

1-40 

247 

••• 

27-9 

86-9 

189 

1-86 

1-97 

802 

... 

86*5 

49*8 

8-21 

8  26 

3-44 

851 

••• 

42-8 

581 

4-87 

450 

4-76 

401 

.■• 

480 

66-3 

5-53 

576 

6-11 

449 

*•. 

52-3 

734 

682 

6-95 

7-37 

508 

■■• 

57-2 

82*8 

889 

852 

9-85 

II.  Thk  Electrical  Transmissiok  ov  Powxb. 
If  it  is  assumed  that  the  brushes  in  the  two  machines,  the  generator  and 
the  motor,  are  in  the  same  positions,  since  the  same  current  exists  in  both,  the 
effective  magnetism  must  be  equally  strong  in  both.  With  this  proviso  the 
following  formulas  are  obtained  (E,  c  and  B  have  their  usual  meaning,  H  is 
the  effective  magnetism,  v  the  number  of  revolutions  per  mioute,  a  the  con- 
volutions on  the  armature,  A  the  work,  B  the  heat  produced  by  the  current^ 
N  the  useful  effect,  1  refers  to  the  generator,  2  to  the  motor)  :— 
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El  »  fiHvi ,  E|  —  fiMrj 

-        El  —  E2        -,  »i  —  Vf 
I g ^"B— 

Ai  «  cEi  I  -  cI'B — ?^, 

As  -  cEs  I  -cI'B— *^— 

B  «  cI'b,  A|  -  8  +  As 
A,       Vf       E, 

Ai        vi        El 

The  formulae  do  not  always  agree  with  the  experiments.  This  is  especially  the 
case  with  the  osefol  effect.  From  the  formulae  this  should  have  a  value  as 
high  as  90  per  cent.,  for  N  depends  only  on  the  ratio  of  the  two  velocities,  and 
the  velocity  of  the  motor  can  increase  until  it  reaches  the  di£Eerence  between  the 
velocity  of  the  generator  and  the  velocity  for  which  a  current  is  first  produced. 
In  practice,  the  useful  effect  reaches  40  to  60  per  cent.  Fa  rther,  the  work  As  comes 
out  smaller,  and  the  Es  greater  than  according  to  theory,  and  the  more  so  the 
smaller  the  work  A9  is.  The  explanation  of  this  decrease  is  to  be  found  in  the  so- 
called  Foucault's  currents,  which  are  induced  in  the  iron  core  of  the  armature. 
The  chief  cause  of  these  currents  lies  in  the  action  of  the  electro-magnets  on  the 
rotating  core  of  the  armature.  In  the  generator  these  induced  currents  are  in 
the  same  direction  as  the  currents  in  the  wires  of  the  armature ;  they  weaken 
the  effective  magnetism  and  the  E.M.F.,  and  increase  the  work  expended  A|. 
In  the  motor  the  converse  is  the  case.  If  ei,  C2  represent  the  Foucault  cur- 
rentSy  u  the  resistance  in  their  circuit,  Mi^  M9  the  effective  magnetism,  as  a  first 
approximation  we  obtain 

Ml  «  M  —  €  Ci ;  Ms  B  M  +  c  ct 
Ml  vi  1         El  ,  M,  vs        1         Es 

u  n         u  u  n         u 

M  is  here  the  effective  magnetism  which  would  obtain,  if  the  Foucault  cortents 
did  not  exist,  and  c  is  a  constant.    Putting 

—  -  ij,  Ml  «  M  (1  —  ijvi  ):  Ms  -  M  (1  -*•  ij  tJs  )     (9) 

El  —  fiMiVi  «-  nM(l  —  ijvi)vi  1 

Es  -  n  Ms  r,  =  n  M  (I  +  1,  «s  )  vs  J      ^^^ 

,       El  —  Efl        n  M    r  "> 

I  -      \        -  -^    [vi— «*  — 1?  (V?  +  I'D     j (11) 

The  expressions  for  the  work  become 

Ai  —  c  n  I  Ml  vi  -I-  6  ci  Ml  vi ;  As  ^    17 1  Ms  vs  —  0  cs  Ms  i*s 
e 


or  putting 


Ai  -  cIEi  +  jpEj;  As  -  cIEi— i)Ej  

^  "  a!  "  El   {  ^  —  n  (^1  +  ^  )}       

S-tfI(Ei-.B,),F,  -pEj,Ps  -iJl^Ai  -As  +  B  +  Fi  +F, 


(12) 
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By  introducing  the  values  for  Ii  Wi  vi  r%  these  fonnolflB  become 
A.  _  cfB  -'^   h  +  ,r, .  ^±±^-tB  .  _?»_  I 

Vl  —  V2     (  Vl  —  Va  C  Vl  —  Vj  > 

■w        *'8    f  1           .              V      P  B     Vl  +  ri  > 
N    --   -jl  +  u(vi  +  v«)— ^  •  -i -£>• 

Vl      i  C  Vl  —  t?|  ^ 


WIS) 


8  -  ciaB;  Fi  -pI«B3 


V? 


Ft  -  p  l'  Ba 


v« 


tl   —  V2  "  V|  1^ 

From  the  formulsB  (12)  the  work  can  be  calculated  from  Ei^E^^and  Ii,what. 
ever  may  be  the  position  of  the  brushes ;  but  in  using  formulae  (18)  to  deduce 
the  work  firom  the  current,  resistance  and  number  of  revolutions,  the  brushes 
must  be  in  the  same  position  on  both  machines.  A  full  series  of  experiments 
was  made,  the  work  being  measured  by  a  dynamometer,  the  current  by  a 
Siemens*  electro-dynamometer,  and  the  difference  of  potential  between  the  two 
poles  of  the  machines  by  a  torsion  galvanometer :  all  the  measurements  were 
taken  simultaneously  by  six  persons,  and  it  was  found  that  the  theoretical  and 
the  exjierimental  values  coincide  very  nearly.    A  few  examples  are  appended. 


V, 

V, 

'  Dan. 

Dan. 

1 

I 
Dftn. 
S.U. 

El— Ej 

A, 
H.P. 

Oalod. 
HP. 

A, 

H.P. 

Calod. 
H.P. 

N 

% 

60 

Calod. 
% 

B 
Dan. 

ti.U. 

608 

399 

931 

66*4 

30-2 

36-7 

5-22 

637 

812 

2-87 

54 

1,018 

537 

161 

105 

59-5 

60-6 

•  •• 

17-9 

9-44 

9-20 

••• 

51 

594 

452 

66 

45-8 

161 

15-1 

1-99 

201 

0-88 

0-94 

44 

47 

727 

464 

97-8 

73-3 

18-3 

18-4 

4-27 

3  68 

1*81 

171 

48 

46 

605 

343 

94-7 

65-9 

38-7 

31-4 

6*01 

601 

8-86 

8-28 

66 

54 

501 

358 

57-2 

870 

161 

15-1 

1-70 

1-70 

0-70 

079     41 

46 

C.  B.  AU)SB  WBXOHT^ON  THE  DETEBMINATION  OF  CHEMICAL 
AFFINITY  IN  TEEMS  OF  ELECTBO-MOTIVE  FOBCE. 

{Parts  in.  cmd  IT.  Phil.  Mag,,  Vol.  IL,  No.  67,  March,  pp.  169-196  ;  No,  68, 
April,  pp.  261-288,  and  No.  69,  May,  pp,  348-369.) 

The  author  first  discusses  the  most  recent  valuations  of  the  B.A.  unit  of 
resistance,  and  of  the  mechanical  equivalent  of  heat,  and  finally  concludes  that 
at  present  the  chances  of  the  B.A«  standard  ohm  being  below  the  true  theo- 
retical value,  100  C.G.S.  units,  are  about  equal  to  the  chances  that  it  is  above 
that  value ;  so  that  it  is  assumed  by  him  that  the  B.A.  standard  ohm  really 
possesses  its  nominal  value,  and  consequently  that  the  E.M.F.  of  Clark's  cell 
is  1*457  volts,  as  determined  by  Clark.  The  same  kind  of  reasoning,  however, 
indicates  that  Joule's  water  friction  values  of  the  mechanical  equivalent  of  heat 
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are  somewhat  too  low ;  the  value  42  x  10^  represents  pretty  nearly  the  most 
probable  value  of  J,  so  that  the  factor  for  reducing  gramme  degrees  to  E  JIF. 
units  (when  affinity  is  calculated  from  the  one  form  of  measurement  to  the 
other)  is  4,410-0—0.9.,  the  energy  measured  as  heat  by  10,000  gramme  degrees, 
is  measured  by  0*441  x  10^  E.M.F.  units  »  0*441  volts.  Clark's  cells  are  found 
to  remain  permanent  for  some  few  months,  especially  when  put  up  in 
hermetically  sealed  glass  vessels  rendered  vacuous  by  a  Sprengel  pump  instead 
of  the  ordinary  paraffin  wax- sealed  vessels. 

The  existing  state  of  knowledge  is  partly  discussed  as  regards  the  values  of 
the  counter  E.M.r.  set  up  during  electrolysis,  of  the  **  subsequent  polarisation  ** 
(E.M.F.  between  the  electrodes  after  rupture  of  the  current),  and  of  the  E  JSI.F.  of 
gas  batteries ;  and  it  is  shown  that  the  fluctuations  in  these  values  introduced 
by  varying  the  conditions,  and  various  other  facts,  as  also  the  results  of  a 
number  of  new  determinations  described  at  length,  are  all  in  accordance  with 
the  following  general  theory.  Let  it  be  granted  that  the  first  effect  of  electro- 
lysis is  to  break  up  the  electrolyte,  not  into  the  products  finally  formed,  but 
into  primary  « nascent "  products,  the  conversion  of  which  into  the  ultimate 
products  would  be  accompanied  by  heat  evolution  ;  then  the  E.M.F.  requisite 
to  break  up  the  electrolyte  wholly  into  nascent  products  would  be  a  fixed 
constant  amount  exceeding  that  requisite  to  break  it  up  into  the  ultimate 
products.  The  attractive  action  of  the  electrodes,  and  their  chemical  action 
upon  the  products  of  electrolysis,  however,  cause  more  or  less  of  the  *'  nascent " 
products  to  be  transformed  db  initio  into  other  bodies,  the  amount  of  such 
transformation  varying  with  the  rate  of  current  flow  and  other  conditions ;  so 
that  finally  the  counter  E.M.F.  set  up,  ».«.,  the  amount  of  work  actually  done  in 
breaking  up  the  electrolyte  at  the  moment,  is  variable,  being  less  than  the 
limiting  maximum  by  an  amount  dependent  upon  the  conditions  of  the  experi- 
ment.   This  theory  is  expressed  by  the  following  formula  : 

s  =  E  +  [S(l-n)H-2(n?i)-.S(H)]xJ, 

where  e  is  the  counter  E.M.F.  set  up,  E  the  E.M.F.  representing  the  work  done 
in  breaking  up  a  gramme  equivalent  of  electrolyte  into  final  products,  n  the 
fraction  of  a  gramme  equivalent  of  products  evolved  otherwise  than  as  nascent 
products  (at  either  pole,  severally),  H  the  heat  of  transformation  of  nascent 
into  final  product,  and  h  the  heat  evolved  by  the  condensation  of  the  product 

upon  the  electrode  surface,  X  (H)  being  the  algebraic  sum  of  the  beat  evolu- 
tions due  to  chemical  actions  between  the  electrodes  and  the  products, 
diffusion,  Ac. 

From  this  formula  and  the  results  of  a  large  number  of  experimental 
determinations,  it  results  that  the  E.M.F.  of  any  given  electro-motor  in  which 
a  gas  is  evolved  (like  Bmee's  cell),  or  a  metal  deposited  (as  in  DanielPs  battery), 
is  a  function  of  the  current  generated,  being  less  the  greater  the  current.  A 
number  of  experiments  in  proof  of  this  are  detailed,  as  are  also  many  others 
leading  to  the  following  general  results.  The  passage  of  a  given  quantity  of 
electricity  through  an  electrolyte  causes  the  decomposition  of  one  and  the  same 
amount  of  substance  irrespective  of  the  time  taken  in  its  passage ;  in  other 
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words,  conduction  without  electrolysis  does  not  take  place,  and  Faraday's  law 
is  true  for  excessively  minute  currents  as  Wdll  as  for  those  of  considerable  mag* 
nitude.  With  very  feeble  currents,  howeyer,  and  with  certain  electrolytes,  s^., 
water,  the  quantity  of  products  of  decomposition  actually  collected  after  a 
given  time  does  not  absolutely  correspond  with  the  quantity  of  electricity  that  has 
passed,  even  after  obvious  sources  of  suppression  have  been  eliminated,  especially 
occlusion  in  or  condensation  on  the  electrodes,  solution  in  the  fluid,  or 
suppression  by  the  chemical  action  of  dissolved  gases.  The  cause  of  this  is  the 
**  difftision  discharge  "  produced  (in  the  case  of  water)  by  the  diffusion  towards 
the  ^  electrode  of  water  containing  dissolved  oxygen,  and  towards  the 
-I-  electrode  of  fluid  containing  dissolved  hydrogen  (and  similarly  in  other 
cases),  thus  causing  an  unavoidable  suppression  by  chemical  action.  When  the 
amount  of  suppression  due  to  this  cause  is  determined,  and  added  to  the 
observed  amount  of  decomposition,  the  total  corresponds  exactly  with  the 
quantity  of  electricity  that  has  passed. 

In  the  electrolysis  of  acidulated  water,  until  the  sources  of  loss  of 
hydrogen  other  than  «  diffusion  discharge  "  are  eliminated  (viz^  solution  in  the 
fluid,  condensation  on  and  absorption  by  the  electrode,  and  action  of  dissolved 
oxygen  originally  present  in  the  fluid),  the  counter  E.M.F.  set  up  when  a  given 
steady  current  traverses  a  given  voltameter  is  short  of  its  maximum  value  for 
that  current.  Simultaneously  a  deflciency  in  the  amount  of  hydrogen  collected, 
as  compared  with  that  due  to  the  quantity  of  electricity  passing,  is  noticed 
(even  after  correction  for  diffusion  discharge),  whilst  on  breaking  circuit  the 
rate  of  fall  of  the  **  subsequent  polarisation  **  of  the  electrodes  is  more  rapid  than 
its  minimum  value  for  that  current.  On  the  other  hand,  as  soon  as  the  counter 
E.M.F.  reaches  its  maximum,  the  deflciency  in  hydrogen  disappears  (after 
correction  for  diffusion  discharge),  and  the  rate  of  fall  of  the  polarisation 
after  breaking  circuit  reaches  its  minimum.  The  more  nearly  completely  the 
sources  of  loss  are  eliminated,  the  more  nearly  does  the  counter  E.M.F.  set  up 
approach  its  maximum,  the  less  is  the  deficiency  in  the  hydrogen  collected, 
and  the  more  nearly  does  the  rate  in  fall  of  the  subsequent  polarisation 
approach  its  minimum. 

In  the  case  of  all  the  electrol3^te8  examined,  the  value  of  the  counter  E.M.F. 
set  up,  fi,  is  found  to  increase  as  the  current  increases,  but  at  a  less  rapid  rate, 
80  that  the  curves  traced  out  by  plotting  currents  as  abscissas  and  counter  £  Ji.F. 
values  as  ordinates  are  concave  downwards. 

So  long  as  the  rate  of  flow  per  unit  area  of  electrode  surface  remains  the 
same,  the  value  of  9  is  constant-^.d.,  if  the  electrode  surface  and  the  current 
vary  in  the  same  way,  so  that  the  "  density  of  the  current "  with  reference  to 
the  electrode  surface  is  constant,  then  «  remains  the  same.  With  a  given  cur- 
rent, increasing  the  electrode  surface  diminishes  the  value  of  «. 

The  values  of  0  depend  on  the  material  of  which  the  electrodes  are  made. 
Other  things  being  equal,  carbon  gives  higher  values  than  platinum,  and  plati- 
num than  gold. 

In  the  case  of  acidulated  water,  rendering  the  solution  more  dilute  increases 
the  value  of  e :  whilst  from  former  observers'  w  ork  it  results  that  increasing 
the  temperature  decreases  e. 
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By  means  of  the  above-cited  formula,  and  the  experimental  determination 
of  the  causes  which  make  e  to  vary,  etc.,  information  can  be  deduced  as  to  the 
amount  of  energy  with  which  gases  are  condensed  upon  the  surface  of  solids, 
and  in  particular  as  to  the  amount  of  energy  requisite  to  break  up  an  electrolyte 
into  « nascent"  products  solely.  By  conjoining  this  determination  with  the 
determination  of  the  methods  for  finding  the  E  Jf  .F.  corresponding  to  the  energy 
requisite  to  break  it  up  into  the  final  products  (described  in  Parts  L  and  JlJ)^ 
information  can  be  deduced  concerning  the  affinity  of  the  constituents  of  this 
electrolyte,  and  the  variations  of  that  affinity  according  as  the  constituents  are 
"nascent"  or  in  their  ordinary  free  state.  For  instance,  the  energy  given  out 
in  the  transformation  of  nascent  hydrogen  and  oxygen  into  the  ordinary  tree 
gases  exceeds  the  energy  that  would  be  developed  by  the  union  of  these  gases  to 
form  liquid  water,  i.e.,  exceeds  the  energy  equivalent  to  34,100  gramme 
degrees,  or  to  1*50  volt. 


XaOBD  BJLTUSLQK  AND  ASTHUB  SCHUSTSS— ON  THE  DETEB- 
MINATION  OF  THE  OHM  IN  ABSOLUTE  MEASUBE. 

{Royal  Society,  May  5th,  1881.) 

The  unit  of  resistance  in  general  practical  use  is  the  ohm,  which  was 
constructed,  by  a  Committee  of  the  British  Association,  to  represent  10"  C.G.S. 
units.  Kohlrausch  has  found  that  the  ohm  is  2  per  cent,  greater  than  it  was 
intended  to  be ;  Bowland,  that  it  is  1  per  cent,  too  small ;  and  Weber,  that  it  is 
correct.  Lord  Bayleigh,  having  possession  of  the  British  Association  apparatus, 
made  such  alterations  in  it  as  were  thought  necessary,  and  proceeded  to  make  a 
measurement  according  to  the  original  method,  which  has  been  employed  by 
no  subsequent  experimenter.  This  method  consists  in  causing  a  coil  of  insu- 
lated wire,  forming  a  closed  circuit,  to  revolve  about  a  vertical  axis,  and  in 
observing  the  deflection  of  a  magnet  suspended  at  its  centre  from  the  magnetic 
meridian,  the  deflection  being  due  to  the  currents  developed  in  the  coil  under 
the  influence  of  the  earth's  magnetism.  The  amoimt  of  the  deflection  la  inde- 
pendent of  the  intensity  of  the  earth's  magnetic  force,  and  it  varies  inversely  as 
the  resistance  of  the  circuit.  The  symbols  used  in  the  paper  to  explain  the 
theory  are  those  of  the  British  Association  Committee,  in  whose  i*eports  it  is 
fully  g^ven.  The  corrections  depending  on  irregularity  of  the  earth's  magnetism 
at  the  coil,  on  imperfect  adjustments  of  the  coil  and  magnet,  are  exceedingly 
small.  Lord  Bayleigh  considers  carefully  the  mathematical  expressions  for 
self-induction  of  the  coil,  and  for  the  fleld  produced  at  the  centre  of  the  coil  by 
unit  current.  These  expressions  involve  infinite  series,  and  care  must  be  taken 
that  in  the  working  formulas  all  important  terms  are  used.  He  also  corrects 
for  torsion  of  the  suspension  flbre,  and  alt-ers  very  much  the  nature  of  the  sus- 
pension of  the  magnet.  Insulating  pieces  were  inserted  in  the  frame,  and  tests 
were  made  as  currents  due  to  rotation  when  these  insulated  places  were  short- 
circuited  ;  short-circuiting  diminished  the  deflection  of  the  needle  by  the  one- 
six-hundredth  of  itself.  An  important  alteration  was  made  in  bringing  the 
mirror  and  the  magnet  close  together  in  the  centre  of  the  coi],  there  seeming  to 
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be  no  optical  necessity  for  Uie  old  arrangement  in  which  the  mirror  was  above 
the  coil,  since  only  very  rapid  eclipses  of  the  light  are  produced  by  the  rotation. 

Instead  of  driving  the  apparatus  by  hand  and  using  a  governor,  the  coil 
being  driven  for  ten  to  fifteen  minutes,  and  the  average  speed  being  taken,  a 
water  motor  was  employed,  driven  from  a  cistern,  and  the  speed  was  taken  at 
any  instant  by  a  tuning-fork  method.  The  author  gives  the  theory  of  water 
motors,  and  describes  his  method  of  speed  measurement  at  some  length.  His 
governor  was  the  friction  of  an  observer's  fingers  upon  the  cord  of  the  driving 
apparatUB.  Disturbances  of  the  magnet,  produced  by  rotation  of  the  coil  when 
it  was  not  closed,  were  shown  to  be  due  to  mechanical  vibrations  given  to  the 
air  in  the  box  enclosing  the  mirror.  In  taking  the  changes  of  the  earth's 
declination  during  the  experiment  the  simultaneous  Kew  observations  were  not 
used,  as  at  Kew  considerable  disturbances  arise  from  the  passage  of  steamers  on 
the.  river,  bat  a  separate  suspended  magnet  was  employed,  pilaoed  f^r  enough 
away  from  the  suspended  coil  to  be  sensibly  unaflSscted  by  it. 

It  was  found  that  at  constant  speeds  very  consistent  results  were  obtained^ 
but  the  defiection  fell  off  from  being  proportional  to  the  speed.  This  result 
gave  great  trouble,  the  coil  having  to  be  rewound,  and  the  whole  apparatus 
overhauled,  but  it  was  at  length  found  that,  although  inconsistent  witJi  the  B.A. 
reports,  the  inconsistency  was  due  to  an  error  in  the  statement  of  the  reports  of 
the  correction  for  self-induction. 

Into  this  question  of  the  correction  for  self-induction  of  the  coil^Iiord 
Bayleigh  enters  at  great  length.  He  measured  it  first  experimentally,  and  the 
theory  of  his  method  is  simply  given  as  follows.  L  is  the  coefficient  of  self- 
induction  of  a  coil  of  resistance  P  : — 

"  The  arrangement  is  identical  with  that  adopted  to  measure  the  resistance 
of  the  coil  in  the  usual  way  by  the  bridge.  If  P  be  the  resistapce  of  the  copper 
coil,  Q,  B,  S,  nearly  inductionless  resistances  from  resistance-boxes,  balance  is 
obtained  at  the  galvanometer  when  PS  —  QB.  This  is  a  resistance  balance,  and 
to  observe  it  the  influence  of  induction  must  be  eliminated  by  making  the 
battery  contact  a  second  or  two  before  making  the  galvanometer  contact.  Let 
us  now  suppose  that  P  is  altered  to  P  +  8P.  The  effect  of  this  change  would  be 
annulled  by  the  operation  of  an  electro-motive  force  in  branch  P  of  magnitude 
SP  .  0,  where  0  denotes  the  magnitude  of  the  current  in  this  branch  before  the 
change.  Since  electro-motive  forces  act  independently,  the  effect  upon  th« 
galvanometer  of  the  change  from  P  to  P  +  8P  is  the  same  as  would  be  caused  by 
8P  .  »  acting  in  branch  P  if  there  be  no  E.M.F.  in  the  battery  branch  at  all. 

<<  Betuming  now  to  resistance  P,  let  us  make  the  galvanometer  contact 
before  making  the  battery  contact.  There  is  no  permanent  current  through 
the  galvanometer  (G),  but,  at  the  moment  of  make,  self-induction  opposes  an 
obstacle  to  the  development  of  the  current  in  P,  which  causes  a  transient  cur- 
rent through  6,  showing  itself  by  a  throw  of  the  needle.  The  integral  mag^- 
tade  of  this  opposing  E.M.F.  is  simply  Tix,  and  it  produces  the  same  effect  upon 
G  as  if  it  acted  by  itself.  We  have  now  to  compare  the  effects  of  a  transient 
and  of  a  permanent  E.M.F.  upon  G.  This  is  merely  a  question  of  galvanometry. 
If  T  be  the  time  of  half  a  complete  vibration  of  the  needle,  6  the  permanent. 
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deflection  due  to  the  steady  E.M.F.^  a  the  throw  due  to  the  transient  EJCF^ 
then  the  ratio  of  the  electrc-motive  forces,  or  of  the  cnrrentsi,  is 

T  2  gin  \a 
V     tan  e  ' 
*  If,  instead  of  the  permanent  deflection  $,  we  olserre  the  first  throw  {$) 
of  the  galvanometer  needle,  this  hecomes 

T  a  sin  ^tt 
T   tan  (/3' 
*<In  the  present  case,  the  ratio  in  question  is,  by  what  has  been  shown, 
aboTe  aP.  s :  Lx  or  aP :  L ;  so  that 

L^aPT  2ainia 
"F^T*  tan  i/3 

a  formula  which  exhibits  the  time-constant  of  the  coil  P  in  terms  of  the  period 
of  the  galvanometer  needle.  Further,  to  deduce  the  value  of  L  in  absolute 
measure  fh>m  the  formula  requires  a  knowledge  of  resistances  in  absolute 
measure." 

[The  practical  rule  to  find  L,  the  coefiScient  of  self-induction  of  a  coil,  seems  to 
be !— Get  a  balance  in  the  Wheatstone  bridge  in  the  ordinary  way,  using  a  very 
delicate  galvanometer,  the  vibrations  of  whose  needle  are  not  damped.  In  this 
way  the  resistance,  P,  of  the  coil  is  known.  The  standard  coils  of  the  bridge 
are  supposed  to  have  no  self-induction.  Now  press  down  the  galvanometer  key 
before  the  battery  key,  thus  reversing  the  usual  process.  Observe  a,  the  tran- 
sient throw  of  the  galvanometer  needle.  Now  insert  an  additional  resistance, 
aP,  along  with  P,  and,  pressing  dovm  the  battery  key  before  the  galvanometer 
key  in  the  usual  way,  measure  the  first  throw,  /3,  of  the  needle.  Measure  also 
the  time,  T,  of  half  a  complete  vibration  of  the  needle,  and  use  the  measurements 
in  the  formula  which  has  been  g^ven.] 

The  value  of  L  originally  used  is  probably  too  small,  for  reasons  deduced 
from  10,  the  original  experiments;  2®,  these  new  experiments;  8^,  direct 
measurement  as  just  described ;  40,  Mr.  Niven*s  calculations  from  the  dimen- 
sions of  the  coil.  A  careful  examination  of  certain  errors  in  the  original  calcu- 
lations seems  to  point  to  the  cause  of  the  discrepancy,  and  the  value  for  L  which 
is  used  by  Lord  Bayleigh  is  451,000  metres,  instead  of  487,000  used  by  the 
Committee.  There  also  seems  to  have  been  a  discrepancy  in  the  determination 
of  the  field  at  its  centre,  due  to  unit  current  in  the  coil ;  but  at  this  distance 
of  time  it  is  difficult  to  discuss  the  question.  Prof.  Bowland,  in  ignorance, 
apparently,  of  Maxwell's  previous  calculation,  has  shown  that  if  in  the  original 
experiments  we  assume  an  unknown  cause  of  error  proportional  to  the  square 
of  the  speed,  and  eliminate  it,  we  shall  arrive  at  a  value  of  the  ohm  differing 
very  appreciably  from  that  adopted  by  the  B Jk..  Oommittee,  or 

0-9926  X  10*  O.G.S.  units. 

This,  then,  is  the  result  supported  by  the  original  experiments.  Bowland's  own 
experiments  give  the  value 

0-9911  X  10»  C.a.8.  units. 

The  paper  leaves  some  vagueness  as  to  the  kind  of  magnet  which  was  used. 
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The  Committee  had  used  a  spherical  magnet  ai^  when  uniformly  magnetised, 
this  is  known  to  act  like  an  infinitely  small  needle  at  its  centre.  Lord  Bayleigh, 
near  the  end  of  his  paper,  suggests  the  use  of  four  little  needles  placed  parallel, 
ag  at  the  comers  of  a  square  prism  whose  length  is  2*8  times  the  side  of  the 
square.  But  Mr.  Schuster,  in  his  part  of  the  paper,  speaks  as  if  this  magnet 
had  actually  been  used  in  the  investigation.  Lord  Bayleigh  finishes  his  part 
of  the  paper  by  referring  to  the  new  apparatus  which  has  been  ordered. 
^  With  the  new  apparatus,  and  with  the  precautions  pointed  out  by  experience, 
we  hope  to  arrive  at  very  accurate  results,  competing  on  at  least  equal  terms 
with  those  obtained  by  other  methods.  Most  of  the  determinations  hitherto 
made  depend  upon  the  use  of  a  ballistic  galvanometer,  and  the  element  of  time 
is  introduced  as  the  time  of  swing  of  the  galvanometer  needle.  There  is  no 
reason  to  doubt  that  very  good  results  may  be  thus  obtained ;  but  it  is,  to  say 
the  least,  satisfactory  to  have  them  confirmed  by  a  method  in  which  the 
element  of  time  enters  in  a  wholly  difl'erent  manner." 

Mr.  Schuster's  part  of  the  paper  deals  with  the  actual  methods  of  observa- 
tion and  necessary  corrections.  Examples  of  these  corrections  are  given,  and 
an  account  of  some  of  the  difficulties  introduced  by  variations  in  the  resistance 
of  the  coil  and  alterations  of  the  zero  of  the  deflections  due  to  convection  air- 
currents  inside  the  needle  case.  Four  different  speeds  were  generally  taken 
alternately  in  opposite  directions.  The  absolute  resistance  of  the  rotating 
coil  was  found  by  these  experiments,  and  from  this  was  determined  the  absolute 
resistance  of  a  certain  Grerman  silver  standard  at  8^*6  C.  Tour  different  ex- 
periments gave  for  this  coil,  4-5888,  4*5886,  4&878,  4-5885— mean,  4-5883.  With 
minor  corrections  the  mean  becomes  4-543  x  10^  C.G.S.  units,  and  the  coil  is 
found  to  have  4*591  ohms  when  that  one  of  the  stanoard  B.A.  coils  which  is 
supposed  to  have  remained  most  constant  is  called  the  ohm.  Hence,  the  final 
result  of  these  Cambridge  experiments  is  that 

One  ohm  =  0985  x  10»  C.G.S.  units. 


J.  J.    TKOmOir— ON    THE  ELECTRIC  AND  MAGNETIC   EFFECTS 
PRODUCED  BY  THE  MOTION  OF  ELECTRIFIED  BODIES. 

(Philosophical  Magazine,  Vol,  II.,  April,  1881,  pp.  229-249.) 

The  author  refers  to  the  experiments  which  have  been  made  by  Mr.  Crookes 
and  Dr.  Goldstein  on  the  behaviour  of  particles  of  matter  largely  charged  with 
electricity  and  moving  with  great  velocities.  They  have  an  action  on  one 
another,  and  they  are  infiuenced  by  the  presence  of  a  magnet.  He  proposes  to 
consider  mathematically  the  problem : — According  to  some  theory  of  electric 
action,  what  is  the  force  acting  between  two  moving  electri6ed  bodies,  what 
is  the  magnetic  force  produced  by  a  moving  electrified  body,  and  in  what  way 
is  the  body  affected  by  a  magnet  ?  He  assumes  Maxwell's  theory  to  be  true*~ 
that  variations  in  the  electric  displacement  in  a  dielectric  produce  effects 
analogous  to  those  produced  by  ordinary  currents  fiowing  through  conductors. 
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The  charged  bodies  ai*e  supposed  to  be  spherical  for  simplicity.  Th  proposi- 
tions proved  are  as  follow : — 

A  sphere  of  radius,  a,  moving  through  unlimited  space,  filled  with  a  medium 
whose  specific  inductive  capacity  is  k,  and  magnetic  permeability  /x,  experiences 

I 

a  resistance' to  motion,  because  at  any  instant  at  any  point  the  electrical  dis- 
placement in  the  dielectric  is  changing,  on  account  of  the  position  of  the  sphere 
changing.  A  changing  displacement  is  what  constitutes  a  current^  and  this 
current  is  an  evidence  of  energy  which  has  been  created  at  the  point.  Work 
must  have  been  done,  then,  upon  the  sphere,  if  it  started  from  rest,  greater  than 
the  mere  kinetic  energy  which  it  mechanically  acquires,  and  the  effect  is  the 
same  as  if  the  mass  of  the  sphere  had  been  increased  by  the  amount 

4      fie'* 
T5     ~a~ 

There  is  no  need  to  assume  waste  of  energy  in  heat,  because,  although  currents 

are  produced,  the  resistances  are  infinitely  small. 

In  the  case  of  the  earth,  assuming  an  electrical  charge  such  as  Dr.  Mac- 

farlaue's  experiments  allow  us  to  assume,  the  increase  in  mass  required  by 

the  formula  would  be  650  tons.    For  spheres  of  different  mass  the  greatest 

increase  in  mass  varies  as  the  cube  of  the  radius;  hence  the  ratio  of    this 

increase  to  the  whole  mass  of  the  sphere  is  constant  for  all  spheres  of  the 

same  material ;  for  spheres  of  different  materials  the  ratio  varies  inversely  as 

the  density  of  the  material.    He  also  finds  that,  if  v  is  the  velocity  of  the 

sphere,  it  produces  the  same  magnetic  effect  in  the  medium  as  a  unit  length 

of  the  current 

situated  at  the  centre  of  the  sphere,  the  direction  of  the  current  being  the 
same  as  the  direction  of  motion  of  the  sphere.  That  is,  the  resultant 
magnetic  force  at  any  place  is  fie  v  sin.  c  -^  rS  if  «  is  the  angle  between  the 
direction  of  motion  of  the  sphere  and  the  direction  of  the  line  of  length  r 
joining  the  point  in  question  with  the  centre  of  the  sphere,  and  the  force  acts 
at  right  angles  to  these  two  directions. 

An  explanation  of  the  phosphorescence  observed  in  vacuum  tubes,  different 
from  the  cause  assigned  by  Mr.  Crookes,  is  that  when  an  electrified  particle 
strikes  the  glass  it  changes  the  direction  of  its  motion,  and  therefore  there  is  a 
rapidly  varying  electro-motive  force  in  the  glass.  This  is  exactly  what, 
according  to  MaxwelPs  theory  of  light,  glass  is  subjected  to  when  a  beam  of 
light  falls  upon  it,  and  this  is  the  ordinary  method  of  exciting  phosphorescence. 
An  objection  to  this  theory  is  that  the  whole  tube  ought  to  phosphoresce,  but 
the  author  shows  that  Stokes'  law  of  phosphorescence  and  the  investigations  of 
Spottiswoode  and  Moulton  dispose  of  this  objection.  He  also  explains  an 
experiment  of  Goldstein,  which  showed  that,  if  the  particles  are  stopped  by  a 
very  thin  layer  of  collodion  covering  the  glass,  the  glass  does  not  phosphoresoe; 
the  calculated  varying  electro-motive  force  is  as  the  square  of  the  distance 
from  the  glass  of  the  screen  which  stops  the  particles. 

The  author  next  investigates  the  deflection  produced  by  a  magnet  on  the 
path  of  an  electrified  air  particle,  and  then  the  force  between  two  such  particles, 
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and  he  deduces  a  law  which  diflTers  materially  from  Weber's  law.  According  to 
Weber's  law,  the  force  between  two  i>articles  does  not  depend  on  the  actual 
velocities  of  the  particles,  bat  only  on  their  velocity  relative  to  each  other ; 
whereas,  according  to  the  theory,*  the  forces  depend  on  the  actual  velocities  of 
the  particles  as  well  as  on  their  relative  velocities :  thus  there  is  a  force  between 
two  charged  particles  moving  with  equal  velocities  in  the  same  direction,  in 
which  case,  of  course,  the  relative  velocity  is  nothing.  Of  course  the  actual 
velocity  of  a  particle,  as  taken  in  the  paper^  is  its  velocity  relatively  to  the 
medium  in  which  it  is  moving.  If  Clausius'  notion  of  a  current  is  accepted,  it 
follows  fh)m  Maxwell's  theory  that  the  electro-dynamic  phenomena  produced 
by  a  current  depend  on  the  magnetic  permeability,  but  do  not  depend  on  the 
specific  inductive  capacity  of  the  medium.  This  agrees  with  Faraday's  experi- 
ments. He  found,  using  media  whose  magnetic  permeabilites  were  all  nearly 
imity,  that  although  their  specific  inductive  capacities  were  very  difilerent,  they 
seemed  to  produce  no  change  in  the  magnetic  effects  produced  by  the  current. 


r— THE  THEOBY  OF  GAS  FRICTION.f 

(KcM&rliche  Akademie  der  WistenscJuxJien  in  Wieriy  Math.  Natu/rw,  Classe,  Jan»  15, 

1880,  pp.  11-13.) 

The  author  towards  the  end  of  his  memoir  shows  that  Mr.  Hairs  experi- 
mentst  enable  us  to  calculate  the  absolute  velocity  of  electricity  in  a  current. 
If  the  gold  leaf  of  length  Z,  breadth  h,  is  in  a  uniform  magnetic  field  of 
intensity  m,  the  electro-magnetic  force  acting  on  it  at  right  angles  to  the  lines 
of  force  is 

ml  J^ 
It  = 

V 

if  J«  is  the  current  in  electrostatic  measure,  and  v  is  the  ratio  of  electro- magnetic 

to  electrostatic  units.   If  in  time  t  a  quantity  of  electricity  e  passes  through  the 

e       0  c 
cross-section  of  the  gold  leaf  with  a  velocity  c,  then  J^  =  -  =  -y-  and  hence 


k  c. 


t 
m  e  c 


.  *  The  actual  retnlt  found  by  the  author  is  this  r—If  charges  on  the  spheres  are  $  and  f ',  M 
the  jnagnetic  permeability  of  the  medium,  B  the  distance  between  the  particles,  q  and  ^^  the 
Telocities  of  the  spheres,  and  c  the  angle  between  thoir  directions  of  motion,  if  g^  is  the 
acceleration  of  the  second  sphere,  then  the  forces  acting  on  the  first  sphere  are  an  attraction 

•j^  qqx  COS.  e, 
along  the  line  of  centres :  a  force, 

in  the  direction  opposite  to  acceleration  of  second  sphere;  a  force, 

/A^      _1   /.In 
a     ^^  dt  \U.) 

In  direction  opposite  to  direction  of  motion  of  second  sphere.   It  will  be  seen  from  this  that 

the  forces  acting  on  the  particles  are  not  equal  and  opposite. 

t  This  and  the  following  four  abstracts  relate  to  the  **  Hall "  efTeot. 

X  See  abstract^  Joum.  8oe.  Tel  £ng.,  Vol.  IX.,  1880,  p.  66. 
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If  now  there  is  a  difference  of  potential  p  at  two  places  whose  distance 
apart  is  6,  then  the  force  acting  on  the  quantity  of  electricity  « i»  -;^  •  Hence  in 

Hall's  experiment  li  -« ^-—  or «   — or  e  »  ^—r . 

Prom  this  formula  the  absolute  velocity  e  of  the  electricity  in  the  current 
may  be  determined.  It  is  the  velocity  with  which  a  wire  of  length  b  must  be 
moved,  perpendicular  to  itself,  in  the  field  to  generate  in  the  galvanometer 
circuit  the  actual  current  measured. 


E.  K.  HAilr-ON  BOLTZMANN'S  METHOD  FOE  DETERMININO  THE 

VELOCITY  OF  AN  ELECTRIC  CURRENT. 

(SrtZiman'«  American  JoumoZ,  Yol.  XIX.,  1880,  pp.  52-64.) 

The  author  refers  to  the  paper  of  which  an  abstract  has  just  been  glven»and 
thinks  that  there  is  a  fundamental  error  in  Boltzmann's  reasoning.  To  make  this 
error  clear,  he  shows  that  on  Boltzmann's  assumption  that  the  electro-magnetic 
force  acting  at  right  angles  to  the  lines  of  force  in  the  field  ought  to  be  equal 
to  the  force,  due  to  electrostatic  action,  acting  on  the  electricity  in  the  gold 
leaf,  the  amount  of  this  force  in  the  direction  of  the  primary  current  in  the  gold 
leaf  ought  to  be  exceedingly  great — 600,000  dynes  per  centimetre  of  gold 
leaf  strip  in  a  special  case  which  he  considers.  He  also  considers  that  bis  more 
recent  discovery  of  the  change  of  sign  of  the  observed  electro-motive  force  in 
iron  gives  another  objection  to  the  theory. 


BOWlfcAHD— PRELIMINARY  NOTES  ON  MB.  HALL'S  RECENT 

DISCOVERY. 

(iltnmran  Journal  of  Maihematict^  Vol,  11.^  pp.  854-356.) 

The  recent  discovery  by  Mr.  Hall  of  a  new  action  of  magnetism  on  electric 
currents  opens  a  wide  field  for  the  mathematician,  seeing  that  we  must  now 
regard  most  of  the  equations  which  we  have  hitherto  used  in  electro-magnetism 
as  only  approximate,  and  as  applying  only  to  some  ideal  substance  which  may 
or  may  not  exist  in  nature,  but  which  certainly  does  not  include  the  ordinary 
metals.    But  as  the  effect  is  very  small,  probably  it  will  always  be  treated  aa  a 
correction  to  the  ordinary  equations.    The  facts  of  the  case  seem  to  be  as 
follows,  as  nearly  as  they  have  yet  been  determined : — Whenever  a  substance 
transmitting  an  electric  current  is  placed  in  a  magnetic  field,  besides  the 
ordinary  electro- motive  force  in  the  mediam,  we  now  have  another  acting  at 
right  angles  to  the  current  and  to  the  magnetic  lines  of  force.    Whether  there 
may  not  be  also  an  electro-motive  force  in  the  direction  of  the  current  has  not 
yet  been  determined  with  accuracy,  but  it  has  been  proved  witliin  the  limits  of 
accuracy  of  the  experiment  that  no  E.M.F.  exists  in  the  direction  of  the  lines 
of  magnetic  force.    This  E.M.F.  in  a  given  medium  is  proportional   to  the 
strength  of  current  and  the  magnetic  intensity,  and  it  is  reversed  when  either 
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the  primary  current  or  the  magnetism  is  reyeraed.  It  has  also  been  lately 
found  that  the  direction  is  different  in  iron  from  what  it  is  in  gold  or  silver. 
The  author  shows  that  if  we  draw  a  line  AB  to  represent  the  original  current 
at  A,  and  that  AC  at  right  angles  to  AB  represents  the  new  effect,  then  AD, 
the  resultant  of  AB  and  AG,  is  tbe  total  resultant  effect,  which  is  really  the 
same  as  if  the  current  were  rotated  at  the  point  A  by  an  amount  proportional 
to  the  magnetic  force.  From  this  he  thinks  he  sees  an  explanation  of  the 
rotation  of  the  plane  of  polarisation  of  light  in  the  magnetic  field ;  and,  if  this 
is  true,  it  constitutes  a  much  needed  and  a  very  important  link  in  Maxwell's 
electro-magnetio  theory  of  light.  The  explanation  is  not  yet  complete,  for  two 
reasons:  Ist.  The  quantitative  law  of  Mr.  Hall  leads  to  the  rotation  of  the 
polarisation  plane  being  Inversely  proportional  to  the  wave  length,  whereas  it 
is  really  as  the  square  or  cube;  2nd.  Hall's  experiment  has  not  yet  been 
extended  to  displacement  currents  in  dielectrics.  He  will  have  to  show  that 
the  lines  of  electrostatic  action  are  rotated  round  the  lines  of  force  as  well  as 
the  electric  currents. 


B.  K.  KALL— ON  THE  NEW  ACTION  OF  MAGNETISM  ON 
A  PERMANENT  ELECTEIO  CUERENT. 

{Sillitnan's  American  Journal,  F»Z.  XX.,  1880,  pp.  161-1 8C.) 

In  his  former  paper*  the  author  had  confined  his  attention  to  experiments 
with  gold  leaf.  This  paper  is  mainly  devoted  to  experiments  with  other 
conducting  substances.  He  first  mentions  experiments,  which  suggested  them- 
selves, to  detect  whether  the  cross  electro-motive  force  set  up  by  the  magnetic 
field  increases  the  resistance  of  his  conductor,  but  which  have  not  yet  been 
tried,  or  else  have  led  to  inconclusive  results.  Professor  Rowland  suggested  an 
experiment  to  discover  whether  the  magnetic  field  affected  the  static  induction 
in  glass.  A  4  cm.  square  block  of  glass  had  a  depression  made  in  each  of  four  of 
its  flEU^  all  in  one  plane.  Into  these  depressions  plugs  of  brass,  A,  B,  C,  D,  were 
cemented.  A  and  0  were  maintained  at  a  very  considerable  difference  of 
potential ;  B  and  D  were  connected  with  a  quadrant  electrometer.  No  change 
in  the  deflection  of  the  needle  of  the  electrometer  was  observed  on  reversing 
the  nature  of  the  magnetic  field  in  which  the  glass  was  placed,  and  hence,  if 
there  is  any  action  of  this  kind,  a  change  of  potential  of  B  and  D,  it  must  be 
less  than  one  forty- thousandth  of  the  difference  of  potential  of  A  and  C. 

The  author  now  goes  on  with  an  account  of  the  development  of  his  former 
investigation.  If  E  is  the  difference  of  potential  per  centimetre  in  the  longi- 
tudinal direction  in  his  strip,  and  Ei  in  the  transverse  direction,  M  being  the 
strength  of  the  magnetic  field,  he  thought^  from  his  former  experiments,  that 
£  M  H-  ^  would  be  constant,  not  only  for  different  strips  of  the  same  metal,  bat 
for  all  conductors.  This  is  not  the  case,  and  he  prefers  to  use  the  term 
M  V  -f-  £1  where  Y  is  the  primary  current  divided  by  the  area  of  cross-section 
of  the  strip.    But  he  is  dissatisfied  with  the  employment  of  this  function  in 

*  Bee  abstxaot,  Joum.  Soe,  Tel,  Sng,,  Vol.  IX.,  1880,  p.  66. 
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campaiing  different  metals.  Y  is  of  course  the  quantity  of  electricity  passing 
through  unit  area  of  the  cross-section  per  second.  He  finds  perfect  uniibnnity 
as  to  the  direction  of  the  derived  current  in  different  strips  of  the  same  metal, 
a  fact  of  fundamental  importance.  In  accordance  with  Rowland's  prediction, 
the  direction  in  an  iron  strip  is  opposite  to  what  it  is  in  gold  and  silver. 
Nicke],  which  ought  to  act  like  iron,  hehaves  like  gold.  The  author  descrihes 
fully  his  experiments  with  each  metal,  his  difficulties  in  making  measurements 

of  thickness  of  the  metal,  etc.,  hut  his  results  may  he  briefly  given.    In  seven- 

M  V 

teen  experiments  with  four  gold  specimens,  he  gets  values  of  -^^-~  ranging 

from  164  X  10^*  to  128  X  lo".  He  made  fewer  experiments  with  the  other 
metals,  hut  the  average  proportional  values  for  — -r-  are  m  follows :— 


Xxon  ...         a..         ...         ...         ...         ...         ...         ...  ^"^  #o 

iSlAVcX^  a*.  ...  ...  ...  ...  ...  ...  O  O 

vTOACL    ...  ...  •••  ...  ...  ...  ...  ...  V  o 

Jtiatinum     ««.        ...        ..•        ...        ...        ...        •••         ^s** 

JL-IU        ...  «((  ...  t«.  ...  ..«  ...  ...  \fm  yf  J 

There  seems  to  he  no  connection  in  proportional  magnitude  between  the 
effect  discovered  by  Mr.  Hall  and  any  other  physical  phenomenon.  The  fact 
that  nickel  and  platinum,  magnetic  bodies  like  iron,  behave  in  an  opposite 
way,  is  a  remarkable  anomaly,  of  importance  in  connection  with  the  rotation 
of  the  plane  of  polarisation  of  light  on  Maxwell's  theory ;  and  it  was  suggested 
that  there  might  be  a  similar  difference  from  iron  in  the  behaviour  of  nickel  in 
its  reflection  of  polarised  light,  but  this  he  found  not  to  be  the  case.  He 
suggests  a  mechanical  illustration  of  his  notion  of  the  action.  He  also  gives  at 
the  end  of  his  paper  the  previous  history  of  the  subject — ^a  history  quite 
unknown  to  him  when  he  began  his  experiments.  Feilitzsch  got  no  result  when 
he  tried  if  a  third  coil  with  a  current  flowing  in  it  produced  any  permanent 
effect  on  the  current  in  one  of  two  other  coils  which  already  had  currents 
flowing  in  them  balanced  in  a  differential  galvanometer.  Mach  tried  whether 
the  current-stream  lines  in  a  disc  of  silver  leaf  were  altered  in  shape  or  position 
by  a  magnetic  field.  In  1874,  Oore  tried  to  increase  the  current  through  one 
limb  of  a  partly  bifurcated  wire  by  means  of  a  magnet,  and  failed  to  get  any 
result.  Wiedemann,  in  his  Qalvaniimust  describes  the  very  apparatus  which 
Mr.  Hall  uses,  as  a  means  of  showing  that  no  such  action  occurs.  The  same 
plan  was  devised  by  Bowland  in  1876. 


J.  K0PKZV80V— KOTE  ON  MB.  E.  H.  HALL'S  EXPEBIMENT8. 

(Philosophieal  Magazine,  Vol.  X.,  1880,  pp.  430,  431.) 

The  author  calls  attention  to  the  fact  that  Prof.  Clerk  Maxwell,  in  Ms 
treatise  on  electricity  (Vol.  I.,  p.  349),  has  introduced  the  term  T,  which  he 
calls  the  rotatory  coejSicieni  of  a  substance,  in  his  equations  expressing  the 
currents  which  flow  in  any  conductor  under  the  action  of  an  electro* 
motive  force.    Maxwell  had  reason  to  believe  that  it  did  not  exist  in  any 
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known  subitance,  but  we  now  Me  that  it  does  exist ;  and  the  results  of  Hall's 
experiments  are  perfectly  expressed  by  sa3ring^  that  there  is  a  direct  action  of  a 
magnetic  field  upon  the  conductor  itseif  changing  its  coefficients  of  resistance, 
instead  of  saying  that  the  effect  is  produced  on  a  steady  current  itself,  as 
distinguished  from  the  conductor. 


CASL  FBOBEMS  -E.M J.  OF  YAEIOnS  CELLS  WITH  ZINC  AS 

NEaATIVE  PLATE. 

(Annalen  der  PhysiTc  und  Chemiey  B.  XII.,  H,  8,  No.  8, 1881,  pp.  399-425.) 

1.  The  author  was  led  to  undertake  an  extended  course  of  experiments  on 
the  E.M.F.  of  cells  consisting  of  zinc,  Hj  SO4  and  some  other  metal,  from 
a  consideration  of  Exner's  conclusions  from  his  experiments. 

2.  The  E.M.F.  of  the  various  combinations  were  compared  with  that  of  a 
standard  Daniell  cell,  containing  5  per  cent,  solution  of  Zn  BO4  and  11*5  per 
cent,  solution  of  Cu  SO4,  the  measurements  being  taken  on  a  Kirchho£rs 
quadrant  electrometer  with  telescope  and  scale.  The  standard  cell  was  made 
up  by  placing  a  copper  and  a  zinc  cylinder  in  two  glass  tubes,  drawn  out 
below  to  a  point,  the  one  filled  with  Cu  SO4,  the  other  with  Zn  BO4.  These 
tubes  are  passed  air-tight  through  the  cover  of  a  beaker  glass,  and  dipped  into 
a  solution  of  Zn  8O4.  Copper  leading  wires  were  soldered  on  to  the  two 
cylinders.  Connection  with  the  electrometer  was  made  by  a  mercury  com- 
mutator. The  metals  Pt,  Au,  Ag,  Cu,  and  gas  coke  were  severally  used  in 
combination  with  Zn  and  H2  BO4. 

8.  The  experimental  cell  was  used  in  two  forms :  either  each  metal  was  in 
a  separate  vessel,  the  two  being  connected  by  a  syphon,  or  both  metals  were 
in  the  same  glass.  Gold,  silver,  and  copper  were  used  only  in  the  form  of  wires, 
platinum  as  wire  and  in  thin  sheets,  carbon  in  small  rods.  The  zinc  was 
always  amalgamated,  and  in  form  of  a  cylinder.  With  the  first  form  of  cell, 
the  following  values  were  obtained  as  mean  of  all  the  observations,  the  E.M.F. 
of  a  Daniell  being  taken  as  unit: — Zn-Pt,  1*607;  Zn-Au,  1*486;  Zn-C, 
1-874;  Zn-Ag,  1-814;  Zn-Cu,  0-977.  This  value  for  the  combination  Zn-Pt 
can  only  be  obtained  by  most  careftilly  cleaning  the  platinum,  and  freeing  it 
fhnn  all  hydrogen,  which  may  be  -most  effectually  done  by  heating  it  to 
redness  in  the  flame  of  a  spirit-lamp.  The  author  considers  that  the  low  yalue 
(1*16)  obtained  by  Exner  fbr  a  Smee's  element  was  due  to  unclean  platinum  : 
Beetz  found  1-62.  Similarly,  Beetz's  value  for  Cu  (0-98)  agrees  with  the  above, 
while  Exner  found  0*827.  The  values  for  Ag  and  carbon  also  agree  closely  with 
those  found  by  Beetz.  These  experiments  show  that  while  each  metal  has  a 
constant  E.M.F. ,  which  is  independent  of  the  quantity  of  oxygen  dissolved  in 
the  liquid,  the  E.M.F.  of  the  various  metals  varies  from  0*977  to  to  1*507. 

4.  In  the  second  arrangement,  where  both  metals  were  in  the  same  vessel, 
the  same  values  were  found  for  carbon,  Ag  and  Cu,  but  lower  ones  for  Au  and 
Pt  This  is  due  to  the  presence  of  hydrogen  set  free  by  the  gradual  solution  of 
the  zinc.    The  hydrogen  has  the  greatest  effect  on  platinum,  as  has  long  been 
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knoin..le8»  on  gdd,  and  appatentiy  none  on  c»rlx>n,  •d«r,  and  copper  By 
direct  experiment  it  wa.  found  that,  if  hydrogen  were  electrolyticaUy  *t  free 
in  a  Zn-Pt  ceU  by  means  of  a  second  pair  of  electrodes,  the  E  JI.F.  sank  to 
0708 D  This  minimnm  Talue  depends  on  the  area  of  the  plate  used:  the 
nnaUer  the  area  the  more  surely  is  the  minimum  reached.  It  foUows  that,  jf 
it  is  found  that  a  cell,  Zn-Pt,  has  an  E.M.F.  of  0708  ».  the  pUtinum  has 
taken  up  the  maximum  quantity  of  hydrogen.  ^         ,,        i 

6  Further  experiments  were  made  by  short-circuiting  the  ceU,  and 
measiirinK  the  E.SLF.  after  the  current  was  broken.  In  every  case  the  «mc 
had  stood  for  12  hours  in  the  dUnte  acid.  The  following  table  gives  the 
values  obtained :— 




BafoTO 

10" 

20" 

80" 

40" 

eo" 

80" 

100" 

Shori^lrouiting. 

After  Interrupting  Current. 

Pt  wire    ... 

Sc.85  5 

(0-71  D) 

... 

33-2 

••• 

33-6 

339 

... 

*•• 

Ptwire    ... 

Be.  350 
(0-70  D) 

*•• 

33-8 

• . . 

34-0 

... 

.*• 

.•• 

Ptwire    ... 

Sc.34r5 
(0^9  D) 

••■ 

830 

83-2 

33-3 

••• 

33-4 

... 

An  wire  ... 

8c.  688 
(1-876  D) 

••• 

24-8 

25*6 

26-2 

280 

29-5 

30-5 

Ag  wire   ... 

Be.  68-4 
(1-168  D) 

••• 

38-7 

420 

43-8 

46-4 

••• 

••• 

Ou  wire    ... 

8c.  49-0 
(098  J>) 

190 

33-5 

••• 

43-5 

•  •  • 

« • . 

••• 

Carbon 

8c.  114rO 
(1-380  D) 

■  •. 

295 

84-0 

87-0 

46-5 

••■ 

••• 

It  is  to  be  remarked  that  in  the  case  of  platinum  the  Brst  throw  of  tae 
needle  was  more  (86-87  So.),  and  that  after  a  few  swings  it  settled  at  a  oonsUnt 
!^  Tth  Au,  Ag.  and  cLrbon.  the  needle  came  back  very  Uttle,  and  then 
was  fiirther  and  further  deflected,  while  with  Cu  there  was  a  continual  mcrMS 
^  the  beginning.  It  appear,  from  this  that  in  *he  case  of  platmwa  either 
the  polarisation  U  small,  or  it  disappear,  very  quickly ;  while  with  <^^'^ 
Ag  Md  Ou,  the  B.M  J.  in  the  closed  ceU  is  small  in  comparison  with  that 
obtainable  some  Uttle  time  after  interrupting  the  current. 

6  The  author,  not  being  satUfled  with  this  method,  sought  for  some  meHii 
of  muring  the  EJO".  whilst  the  cell  was  short-circuited.  In  a  wide  glas> 
^.  A,  w«  a  zinc  cylinder,  and  outside  of  this  the  metal  to  be  expenmentad 

InA  glass  syphon  drawn  out  to  a  point  connected  a  second  vessel,  B,  wUh  A 
^'the  .Light  line  joining  the  rinc  and  the  metel.  and  on  the  side  nea««t  to 
Se  latter  •  in  B  was  also  a  xinc  cylinder ,  the  vessels  and  syphon  were  ilUed 
"Ih  dUu4  H,  S04.  The  two  metaU  in  A,  e.y.,  Zn  and  Pt,  can  be  connected  u. 
the  circuit  through  a  rheostet.    The  Pt  is  in  connection  with  the  earth  and  one 
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pair  of  quadrants  of  the  electrometer,  the  Zn  in  B  with  the  other  pair.  By  this 
arrangement  the  difference  of  potential  between  the  Pt  or  other  metal  in  A  and 
the  Zn  in  B  could  be  measured  while  a  current  circulated  in  A.  To  pioye  the 
correctness  of  this  arrangement,  the  Zn  in  A  was  put  to  earth,  while  a  copper 
wire  was  in  B;  the  difference  of  potential  between  the  Zn  and  Gu  measured 
0-98  D.  If  now  the  Zn  and  Pt  in  A  were  connected  up,  the  deflection  on  the 
electrometer  should  remain  the  same  in  spite  of  the  current  in  A  if  the  arrange- 
ment were  right  and  the  Zn  remained  unpolarised.  It  was  found,  however,  that 
on  closing  the  circuit  the  deflection  decreased :  this  was  due  only  to  the  polari- 
sation of  the  zinc,  and  not  to  any  faultiness  in  the  method.  The  following  was 
the  course  of  experiment : — ^Both  yessels  were  filled  fresh,  and  the  two  zinc 
cylinders  and  the  other  metal  put  in.  The  E.M.F.  between  the  latter  and  the 
ziqc  in  B  was  then  measured,  first,  when  no  current  passed  in  A ;  the  two  plates 
in  A  were  then  joined  successively  through  resistances  from  0  to  9,000  B.U.,  and 
the  deflection  read  for  each  resistance ;  finally,  the  current  was  interrupted  and 
farther  readings  taken.  The  results  are  tabulated  below.  The  second  series 
were  taken  on  another  day,  when  the  sensitiveness  of  the  electrometer  was  dif- 
ferent. Pti  and  Ptf  were  naked  wires ;  Pts,  Pt^,  and  Pt^,  wires  fused  into  glass 
tubes ;  Pte  was  a  platinum  plate. 


Znand 

Area 

Immersed 

R  =  oc. 

R  =  0. 

R=500. 

R  =  J,000. 

R  =  4,000. 

•  •• 

U=  CO 

20"            40" 
after  Interriipting. 

Pt, 

tiq.  mm. 
90 

1-515 

0-175 

••• 

0-673 

0  854 

0868 

Pt, 

110 

1-434 

0188 

*•• 

0664 

•  •  « 

0-844 

0-858 

Au 

110 

1-423 

006  ii 

... 

0-273 

0-395 

0-807 

0-971 

Cui 

100 

09SX) 

0071 

... 

0-844 

0-402 

0.967 

0-981 

C 

••• 

1-362 

0169 

0-586 

•.• 

••• 

0-638 

0-660 
0-789 

Pta 

9 

1-52G 

0-lCO 

0-584 

0-654 

0775 

Pt4 

37 

1-475 

0-153 

0-650 

0-698 

0-822 

0-840 

Pts 

1 

1-397 

0-025 

0-253 

0-894 

0-801 

0-851 

Ptc 

4,600 

1-483 

0-395 

0-772 

0-817 

0-830 

0-888 

Cu, 

40 

0-982 

0035 

0-268 

0-378 

0-951 

0-961 

Ag 

110 

1-218 

0-163 

0-514 

0-682 

0-989 

1-047 

7.  The  £.M.F.,  before  making  circuit  for  Au,  Ag,  Cu,  and  carbon,  agree 
well  with  the  means  given  in  section  8.  The  differences  in  the  case  of  the 
platinum  were  due  to  the  polarisation  with  liydrogen.  For  any  resistance 
the  E.M.F.  of  the  Zn-Pt  element  is  less,  the  smaller  the  surface  of  the  platinum. 
If  the  current  is  broken,  E.M.F.  are  momentarily  obtained  which  are  almost 
equal  for  large  and  small  surfaces.  The  double  alternative  mentioned  in  section 
5  is  therefore  settled,  that  the  E.M»F.  of  a  Zn-Pt  element  is  smaller  when  the 
circuit  is  closed  than  when  open,  but  on  breaking  circuit  it  increases  rapidly. 
The  difference  between  1*607,  the  mean  value  for  a  Zn-Pt  element  when  the 
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circuit  is  open,  and  the  yalues  when  it  is  closed  through  a  resistance  i-  0  gives 
for  Pte  1112,  for  Pt,  1-407,  for  Pt^  1-482,  which  are  the  E.M.F.  due  to  the 
hydrogen  polarisation,  but  are  not  the  maximum  values  of  the  same.  The 
author  concludes  that  the  maximum  value  is  higher  than  has  hitherto  been 
assumed,  and  it  is  necessary  to  measure  the  polarisation  whilst  the  current 
still  passes,  owing  to  the  rapidity  with  which  it  disappears,  as  shown  in  the 
following  table : — 


B  =  0. 
0-93 

20"  after 
intarrapting. 

40"  after 
interrnpting. 

Vfll           •••                           *..                          !•• 

0-02 

001 

Ag          (t*                          •••                          ••< 

108 

0-23 

017 

Carbon 

•        ••• 

119 

0-72 

0-70 

^M    •••        •••        ••• 

1-33 

0-69 

0-67 

*mXL     •••            •••            ••• 

1-86 

0-61 

0*45 

From  a  consideration  of  the  curves  plotted  from  the  values  he  has  found, 
the  author  is  of  opinion  that  the  E.M.F.  increases  in  greater  ratio  to  increasing 
resistances,  the  greater  the  surface  of  the  metal ;  and  that  for  the  same  external 
resistance  the  £.M.F.  approach  more  and  more  the  same  value  with  increasing 
i-esistance ;  or,  in  other  words,  the  E.M.F.  decreases  with  the  smallness  of  the 
surface,  therefore  the  polarisation  increases. 

8.  In  section  3,  the  author  has  defended  the  view  that  if  Pt  is  brought  into 
Hs  SO4  containing  hydrogen,  the  hydrogen  is  condensed  on  the  platinum,  and 
the  potential  between  the  Zn  and  Pt  decreases.  The  following  experiment  does 
not  seem  at  first  sight  to  be  in  accord  with  this  view : — Two  vessels,  A  and  B, 
were  connected  by  a  syphon ;  both  contained  H]  SO4.  A  was  8atui*ated  with 
hydrogen  and  held  a  cylinder  of  zinc,  B  was  free  from  hydrogen  and  had  in  it 
a  platinum  wire.  In  this  arrangement  the  potential  measured  1-507  D.  The 
platinum  was  then  brought  into  A  with  the  zinc,  and  the  potential  measured  only 
0-70  B,  but  on  restoring  the  Pt  to  B,  a  value  r^ither  above  1-5  was  again  obtained. 
Supposing  that  the  E.M.F.  remains  constant,  this  may  be  explained.  The 
platinum  condenses  the  hydrogen  in  the  vessel  A,  but  only  to  a  small  extent 
Moreover,  the  condensation  is  only  a  surface  one,  and  does  not  extend  into  the 
substance  of  the  metal.  On  removal  to  B,  oxygen  is  condensed,  and,  combining 
with  the  hydrogen,  does  away  with  the  polarising  action  of  the  latter. 

9.  The  differences  obtained  in  the  experiments  described  in  section  3  are 
too  great  to  be  accounted  for  by  errors  of  observation,  but  may  be  due  to  the 
different  degrees  of  concentration  of  tlie  sulphuric  acid.  The  author  has  insti- 
tuted a  series  of  i-esearches  into  the  question  of  the  influence  of  concentration  of 
the  acid  on  the  E.M.F.  A  cylinder  of  zinc  stood  in  one  vessel  of  dilute  Hi  SO  4, 
connected  by  a  syphon  with  another,  which  could  be  replaced  at  pleasure 
without  disturbing  the  apparatus,  and  which  contained  the  solution  to  be 
experimented  on.  A  drop  of  concentrated  H3  SO4  was  taken  up  on  a  glass  rod, 
and  then  the  rod  stirred  in  a  vessel  containing  ^  litre  of  water. 
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With  this  extremely  dilute  solution  the  E.M.F.  changt^d  as  shown  ^- 

Por  Zn-Pt  from  1-347  to  1-608 

„    Zn-Au    „     1-800  „  1^2 

„    Zn-Ag    „      1-334  „   1-262 

„  Zu-Cu  „  1095  „  1-016 
"With  a  trace  of  acid  the  E.M.F.  of  Pt  and  Au  reaches  a  mATimnm  value,  at 
which  it  remains  on  farther  addition  of  Hg  804  5  it  then  fietUs  to  a  minimum 
value;  increases  rapidly  again  with  further  concentration;  and  finally  fiJls 
off  again  a  little.  For  Cu  and  Ag  the  case  is  different :  with  Ag  the  E.M.F. 
continually  decreases  as  the  concentration  increases ;  with  Cu  the  mitiim^Tn 
value  is  reached  with  a  degree  of  concentration  of  60-70  per  cent.,  and  rises 
slightly  again  afterwards. 

10.  The  author  recurs  to  Exner's  experiments.  The  latter  has  stated  that 
any  combination  gives  an  B.M.F.  of  0-782  D  if  the  Hj  BO4  is  free  from  air. 
Exner,  however,  not  only  got  rid  of  all  air  from  his  cells,  but  he  charged  them 
with  hydrogen,  which  falsified  the  results.  The  author  points  out  that  Exner's 
results  do  not  agree  with  his  own  and  those  of  Beetz.  He  is  of  opinion  that 
the  differences  observed  in  the  case  of  Pt  are  due  to  the  differing  densities  of 
the  hydrogen  condensed  on  the  metal. 


W.  BBBTZ— OK  THE  CONCEPTION  <*  GALVANIC  POLASISATION." 

(Amuden  d&r  Phyiik  und  Ckemie^  B.  XZI.,  H.  8,  Ifo.  8, 1881,  pp.  474-477.) 

The  following  remark  occurs  in  the  treatise  by  Ayrton  and  Perry  «on 
Exner's  works  in  contact  electricity"  {PhU,  Mag,,  4,  11,  p.63»  1881):— "The 
word  polarisation  is  used  in  England  in  the  most  indefinite  way  to  express  an 
alteration  of  the  current,  whether  this  arises  from  an  alteration  of  E.M.F.  or 
of  the  resistance,  but  in  Germany  many  physicists  unite  a  distinct  conception 
with  it.'*  However  strange  this  remark  may  sound,  there  is  real  ground  for  it. 
For  instance,  the  definition  of  polarisation  in  Fleeming  Jenkin's  «  Electricity  and 
Magnetism  "  is  given  in  the  following  terms : — «  The  expression  polarisation  is 
sometimes  very  vaguely  employed,  but  apparently  here  it  means  that  the  plates 
become  coated  with  the  products  of  the  decomposition  of  the  electrolyte,  and 
that  this  coating  produces  a  diminution  of  current.  This  diminution  does  not, 
however,  appear  to  be  due  to  an3rthing  analogous  to  resistance.  The  effect  in  ques- 
tion is  due  to  something  in  the  nature  of  a  reciprocating  force  by  which  energy  is 
stored  up,  t.e,,  when  the  original  current  ceases;  a  current  in  the  opposite 
direction  is  set  up  at  these  surfaces  of  passage  from  liquid  to  solid  by  a  kind  of 
rebound.  It  appear*,  therefore,  that  the  current  has  been  diminished  by  the 
creation  of  an  opposing  E.M.F.  due  to  the  arrangement  of  the  elements  into 
which  the  electrolyte  has  been  decomposed.  The  term  resistance  is,  however, 
conHntMlly  applied  to  this  cause  of  the  diminution  of  a  current,  even  by  those 
who  are  convinced  that  the  diminution  is  not  due  to  a  true  resistance."  This 
uncertain  mode  of  definition,  with  its  **  appears  "  and  its  incorrect  conclusion,  is 
the  more  strange,  since  Jenkln  immediately  goes  on  to  give  the  well-known 
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experiment  that  the  existence  of  a  secondary  after  breaking  the  primary  current 
undoubtedly  points  to  electro-motive  force.  Moreover,  that  this  uncertainty  is 
not  general  even  in  England,  is  shown  by  the  law  with  which  Clerk  Maxwell 
introduces  his  chapter  on  polarisation : — <^  If  an  electric  current  lias  passed 
through  a  liquid  between  metal  electrodes,  the  accumulation  of  the  ions  causes 
the  phenomenon  called  polarisation,  which  consists  in  an  E.M.F.  which  acts  in 
the  opposite  direction  to  the  current,  and  produces  an  a^pparent  increase  of  the 
I'esistance."  Jenkin  means  the  same  thing,  but  Maxwell  has  expressed  himself 
so  clearly  as  to  leave  no  room  for  doubt.  In  fact,  this  view  of  polarisation  is 
not  dependent  on  any  theory ;  and  it  is  only  the  causes  of  it  which  admit  of 
discussion  by  the  partisans  of  the  chemical  or  contact  theories.  It  is  much  to 
be  wished  that  in  England,  as  elsewhere,  the  term  <' polarisation "  should  no 
longer  be  used  '*  in  the  vaguest  way  "  for  every  sort  of  diminution  of  current, 
but  only  for  the  secondary  E.M.F.  at  the  electrodes. 

That  new  resistances  are  formed  during  electrolysis  is  a  distinct  fact,  which 
should  not  be  confounded  with  the  production  of  a  secondary  E.M.F.  Ayrton 
and  Perry,  also,  do  not  hesitate  to  regard  polarisation  as  an  alteration  of  the 
electro-motive  condition  of  the  electrodes.  After  referring  to  the  author's  ex- 
periments as  described  in  the  Aniuden  (10,  p.  868, 1880),  they  go  on  to  say :  «  The 
nature  of  the  negative  metal  must  always  have  a  great  influence  on  the  original 
E.M.F. ;  yet  we  are  surprised  that  Prof.  Beetz  has  found  so  great  diflerenoea  in 
the  columns  headed  <  closed.'  Our  impression  has  always  been  that  if  the  nega- 
tive metal  is  sufficiently  covered  with  hydrogen,  the  contact  between  the  thin 
conducting  layer  of  gas  and  the  metal  was  equivalent  to  that  of  a  pair  of  metali, 
and  if  this  is  the  case,  then  H  |  Pt  +  Pt  |  Zn  is  the  same  as  H  |  Cu  +  Cu  |  Zn  ; 
and  almost  eveiy  negative  metal  would  eventually  act  like  a  conducting  plate 
of  hydrogen."  The  author  agi*ees  with  this  view ;  but  even  this  sufficient 
covering  with  hydrogen  does  not  result  in  such  a  manner  as  though  one  had  to 
do  with  a  simple  plate  of  hydrogen.  Buff  has  said :  "  Through  the  layer  of 
hydrogen  on  the  negative  platinum  plate,  as  well  as  through  the  layer  of  oxygen 
on  the  positive  plate,  the  same  result  is  reached,  as  though  not  two  strips  of 
platinum,  but  a  strip  of  fixed  hydrogen  and  a  strip  of  fixed  oxygen  had  been 

dipped  in  the  acid This  limit  will  always  be  approached  more 

closely,  the  more  thoroughly  the  immersed  plates  are  able  to  condense  the 
gases,  and  the  more  thoroughly  the  immediate  contact  of  the  metallic  and  liquid 
conductors  is  avoided.  If  the  immersed  plates  could  be  entirely  insulated  from 
the  liquid,  the  chemical  nature  of  the  metals  would  be  Indifierent."  While  the 
author,  in  his  work  on  the  E.M.F.  of  gases,  followed  this  view,  he  adds :  «*  But, 
because  even  with  the  maximum  of  polarisation  the  metals  are  not  equivalent, 
a  complete  covering  of  the  plates  with  the  gases  must  not  be  assumed,  and  the 
values  of  the  polarisation  must  not  be  considered  as  the  true  E.M.F.  of  the  gases 
concerned." 
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E&ASXXrS    SZTTLEB— BIFFERENOES   OF   POTENTIAL  BETWEEN 

FLUIDS  IN  CONTACT. 

(AnndlM  dw  Phuaik  und  Chemie,  B,  X77.,  H,  4,  No,  4, 1881,  pp.  572-580.) 

The  experiments  which  have  been  made  by  Fechner,  Wild,  Da  Bois- 
Beymond,  and  others,  have  usaally  been  carried  out  in  the  following  way  t— Of 
four  veaselB,  A,  B,  0,  D,  which  can  be  connected  by  Byphoni,  the  two  outer 
ones,  A  and  D,  are  filled  with  the  same  liquid  F,  while  B  and  C  are  filled  witli 
different  liquids,  Fi,  F|,  In  A  and  D  dip  plates  of  similar  metal  in  circuit 
through  a  galvanometer.  If  there  is  a  current,  it  follows  that  the  liquids 
F,  F|,  Fs  act  electrically  on  one  another,  and  at  the  same  time  that  they 
are  not  arranged  in  an  electro*motive  series  ;  but  if  the  electricity  remains  in 
equilibrium,  either  there  is  no  difference  of  potentiaI|  or  they  follow  Yolta's 
law  of  tension. 

The  investigation  may  be  made  in  another  way.    Suppose  three  liquids, 

F],  Ffl,  Fa,  which,  in  combination  two  at  a  time  with  a  metal  M|  give  the  E.M.F., 

a,  b,  c-  viz, — 

M  I   Fi  +  Fi   I   Fs  +  Fs  I   M  «  a 

M   I   Fa  +  F,   I   Fs  +  Fa  I   M  -  6 

M  I   Fi  +  Fi   I   F,  +  Fg  I  M  =  c 

If  now  the  experiment  shows  that  a  —  &  »  e,  then  Fi,  F^,  Fs  form  an  electro* 
motive  series.    In  this  case 

a  — b  -  M  I  Fi  +  Fi  I  F,  +  Fa  I  Fi  +  Fa  I  M 
=  c  «  M  I  Fi  +  Fi  I  Fa  +  Fa  I  M 
therefore  Fi  |  Fa  +  Fa  |  F,  =  Fi  |  Fa 

But  if  a  —  h  does  not  »  e,  the  three  liquids  do  not  form  an  electro-motive 
series. 

The  author  carried  out  this  method  of  investigation  with  solutions  of 
various  chlorides,  which  were  brought  into  contact  among  themselves,  or  with 
distilled  water,  copper  sulphate,  or  dilute  acid.  The  E.M.F.  were  measured  by 
comparison  with  a  Daniell's  cell  by  means  of  a  quadrant  electrometer  by 
Edelmann.  The  needle  was  charged  by  a  small  Zamboni's  pile,  which  remained 
constant  for  months.    The  Daniell's  cell,  of  the  following  construction : — 

Amalg.  Zn  I  Ha  BO4  +  Ha  BO4  I  Ou  SO4  +  Cu  8O4     Cu 

I  A    «  1*074  I    cone. 

gave  as  a  mean  a  deflection  of  90  to  91  mm.  on  the  scale  used  for  reading  the 
deflections  with  a  telescope.  Every  care  was  used  to  obtain  the  chemicals  as 
pure  as  possible,  and  in  the  making  of  the  solutions,  the  densities  of  which 
were  exactly  determined,  and  the  percentage.  For  experiments  in  the  same 
series,  distilled  water  from  the  same  bottle  was  always  used,  as  it  was  found 
that,  when  different  samples  were  employed,  incorrect  results  were  obtained. 
The  chief  diflSculty  was  in  electrodes.  In  the  first  experiments,  rods  of  carbon 
were  used ;  afterwards  plates  of  silver  and  copper  wires  $  occasionally  zinc  rods, 
which  were  always  freshly  amalgamated.  The  liquids  were  contained  in 
glasses  6  cm.  high  and  4*5  cm.  wide,  which  could  be  put  in  communication  by 
syphons  closed  with  parchment  jMiper.   In  each  experiment  the  whole  apparatus 
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was  renewed.  Before  and  after  each  series  of  observations,  the  deflection  with 
a  Baniell's  cell  was  determined,  the  copper  pole  being  put  to  earthy  and  the 
zinc  connected  to  the  electrometer. 

The  numerous  experiments  made  by  the  author  lead  to  the  following 
laws:— 

1.  The  solutions  in  water  of  the  chlorides  NH4  CI,  K  CI,  Na  CI,  Ni  CI2, follow 
very  nearly  Yolta's  electro-motive  series,  whether  dilute  solutions  of  different 
metals  are  in  contact^  or  solutions  of  different  strength  of  the  same  chloride. 

2.  The  same  holds  good  when  the  chlorides  are  in  contact  with  distilled 
water  or  solution  of  copper  sulphate. 

3.  To  the  difference  of  potential  expressed  by 

M  I  Li  +  lii  I  L2  +  Ls  I  M  s  +  6 
corresponds  a  current  in  the  direction  from  Li  to  L2.  (a)  If  Li  and  Iq  are  solu- 
tions of  the  same  chloride,  but  Ls  of  less  specific  gravity,  the  current  goes  from 
the  heavier  to  the  lighter  solution,  (b)  If  Li  is  replaced  by  distilled  water  or 
Cu  SO4,  the  current  is  from  the  chloride  to  the  water  or  Cu  8O4.  (e)  The 
direction  of  the  current  is  the  same,  whether  the  electrodes  are  of  silver,  copper, 
or  zinc. 

4.  The  above  chlorides  in  contact  with  acids  do  not  follow  Yolta's  electro- 
motive series. 

5.  In  the  combination 

^  J    L  +  L  I  H,S04  +  H2SO4    1^8^  -  s 

the  current  goes  from  the  chloride  to  the  acid ;  and  a  is  a  maximum  when  L 
is  concentrated.  But  with  the  zinc  electrodes,  the  current  is  from  acid  to 
chloride,  and  while  0  is  small  for  a  concentrated  solution,  it  increases  on 
dilution. 

6.  The  combination 

^8}    L  +  L  I  HCl  +  HCl    {^«-.e 

gives  a  current  from  chloride  to  acid  when  the  chloride  is  concentratedj  and  in 
the  opposite  direction  with  a  dilute  solution. 

7.  The  law  of  electro-motive  series  holds  for  various  solutions  of  zinc 
sulphate  in  contact  with  water. 

8.  In  the  combination 

Zn  I  L|  +  Li  I  Ii|  +  L,   I  Zn  «  +  e 
the  current  is  from  the  dilute  to  the  concentrated  solution ;  in  the  combination 

Zn|L  +  L|W  +  W|Zn 
from  the  zinc  sulphate  to  the  water. 

9.  ai  +  l»i  »  El,  observed  90*2,  calculated  90*0. 
ol  +  b{  =  E2         „         867  „  87*2. 

10.  El  —  Ea  (3-5)  »  Zn  |  La  +  Ls  |  Li  +  Li  |  (3-9).  From  this  follows  that 
the  law  of  electro-motive  series  holds  for  solutions  of  zinc  and  copper  sulphates. 

11.  The  potential  of  the  combination 

Zn  I  Zn  SO4  +  Zn  SO4  |  Cu  SO4  +  CUBO4  |  Cu 
increases  on  diluting  the  zinc  sulphate. 
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B.  CLAUSnrS— ON  some  BEMABKS  of  0.  NEUMAKN  ON 

ELECTBO-DTNAMIOS. 

(AnnokUn  der  Fhysik  und  Cheniie,  B.  XIL,  E,  4,  No,  4, 1881,  pp.  639.643.) 

In  the  introduction  to  a  publication  in  the  Mathemaiitehen  Annalen,  Neu- 
mann mentions  that  Biemann,  in  order  to  deduce  the  explanation  of  electro- 
dynamic  forces  from  the  already  known  forces  of  electrostatics,  has  made  the 
assumption  «that  the  potential  of  these  forces,  just  like  light,  propagates 
itself  ivith  a  certain  constant  velocity  through  space."  The  author  has 
inyestigated  the  point,  whether  this  explanation  of  the  electro-dynamic  forces 
can  really  be  brought  to  an  issue;  and,  from  calculations  he  has  made,  be 
arrives  at  other  formulae  which  do  not  represent  the  electro-dynamic  forces. 
The  result  of  these  calculations  he  sums  up:  «From  this  it  appears  to  me 
undoubtedly  to  follow,  that  the  assumption  of  Neumann  (given  above),  by 
means  of  which  he  obtains  his  formula  for  potential,  cannot  be  considered  as 
correct  on  all  points :  whether  the  same  formula  may  not  be  arrived  at  by 
other  hypothesis  as  to  the  mode  of  propagation  of  the  potential,  cannot  yet  be 
decided."  Neumann  raises  no  objection  to  the  author's  mathematical  theory, 
bat  withdraws  part  of  his  statement^  since  he  says  that  the  comparison  with 
light  was  only  accidental,  and  not  essential.  In  place  of  the  above  mode  of 
motion,  which  is  an  absolute  motion  in  space,  he  puts  a  relative  motion,  which 
he  defines  in  these  terms  :  "  The  radius  vector,  which  is  the  path  of  the 
potential,  is  itself  in  motion."  After  this  alteration,  which  is  in  the  direction 
the  author  had  pointed  out  in  his  criticism,  Neumann  has  stated  that  he 
cannot  agree  with  the  latter.  As  therefore  some  doubt  might  arise  in  the  mind 
of  a  reader  of  Neumann's  article,  whether  Clausius  had  not  advanced  incorrect 
statements,  he  feels  himself  called  upon  to  reassert  what  he  formerly  stated. 

In  conclusion,  he  offers  a  few  words  on  the  influence  of  this  explanation  on 
the  hypothesis.  If  the  electro-dynamic  forces  could  be  deduced  from  electro- 
static potential,  through  the  hypothesis  that  the  path  of  electricity  thi*ough 
space  is  similar  to  that  of  light,  a  supposition  fii-st  brought  forward  by  Gauss  in 
a  letter  to  Weber  in  the  year  1845,  an  advance  of  great  importance  would  be 
made,  since  a  deeper  insight  would  be  obtained  into  the  nature  of  electricit}-, 
and  its  connection  with  light  would  be  still  further  confirmed.  But  if  a  mode 
of  motion  has  to  be  assumed  which  differs  from  the  simple  wave  motion  of 

light,  in  order  to  obtain  coincidence  with  the  electro-dynamic  formulae, such 

assumption  having  no  other  ground  than  that  it  does  show  such  a  coincidence,— 
the  hypothesis  assumes  quite  another  character,  and  the  same  physical  pro- 
bability can  no  longer  be  ascribed  to  it  as  in  the  former  case.  Neumann  has 
also  said  that  he,  independently  of  Weber  and  Biemann,  has  assisted  in  intro- 
ducing the  conception  of  electro-dynamic  potential  into  electricity,  and  he 
complains  that  the  author  in  one  of  his  publications  takes  no  notice  of  his 
work.  The  latter  explains  that  he  wished  to  compare  the  formula  he  had  him- 
self obtained  with  those  formerly  obtained ;  and  since  Neumann*8  formula  is 
exactly  similar  to  that  of  Weber,  which  cei-tainly  had  the  priority,  while 
Biemann's  is  different,  he  mentioned  these  two  by  name,  while  not  speaking  of 
Neumann. 
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W.  HOLTS— ON  AN  ABTHldALLT  MADE  BODY  WHICH  SHOWS 

POLAE  ATTBAOTION  AND  REPULSION. 

(AnfiaZ«n  der  Phyiik  wid  Chmief  B.  Xlly  H.  8,  Ko.  S,  1881,  pp.  477-480.) 

The  author  thought  that  the  lo-called  unipolar  conductivity  of  certain 
bodies,  which  has  lately  been  denied,  might,  after  all,  have  an  existenoe,  and 
be  caused  by  the  fact  that  the  molecules  of  such  bodies,  unequally  arranged 
in  different  directions,  or  unequally  constituted,  experience  a  certain  direction 
by  the  action  of  electricity  at  a  distance  (electrical  far-working),  in  consequence 
of  which  they  might  oppose  a  greater  resistance  to  the  passage  of  electricity  of 
one  sign,  and  would  give  appearances  of  polar  attraction.  To  test  this 
ezperimentaUy,  the  author  constructed  the  following  apparatus : — ^He  cemented 
a  plane  piece  of  glass  on  to  one  end  of  a  short  glass  rod,  and  on  to  the  plane 
of  glass  a  short)  very  narrow  glass  tube  in  a  line  with  the  rod,  in  such  a  way 
that  the  end  of  the  tube  was  closed  by  the  glass  plate,  and  not  by  the  cement. 
In  the  small  tube  he  placed  a  sewing  needle,  which  projected  slightly  beyond 
the  tube,  and  had  stuck  on  it  a  thin  cardboard  disc  (22  mm.  in  diameter)  which 
was  free  to  revolve.  One-half  of  the  periphery  had  a  strip  of  cardboard  glued 
on  to  it»  about  10  mm.  wide,  and  passing  beyond  the  upper  and  lower  surfaces. 
Opposite  to  the  cardboard  strip  on  one  surface  of  the  disc  was  fastened  a  small 
projecting  point  of  tinfoil.  Hollow  discs,  100  mm.  in  diameter,  were  placed  as 
far  apart  as  possible  on  the  discharge  rods  of  a  Holtz  machine,  and  the  appa- 
ratus brought  between  them,  so  that  the  axis  of  the  small  disc  was  exactly  at 
right  angles.  On  working  the  machine  and  reversing  its  poles,  it  was  found 
that  the  tinfoil  point  always  turned  to  the  positive  pole. 

The  author  then  hung  a  light  glass  tube  about  800  mm.  long  in  a  loop  of 
cardboard  by  two  parallel  cocoon  fibres,  about  40  mm.  apart.  To  one  end  of 
this  tube  the  apparatus  was  cemented,  so  that  the  little  disc  could  not  only 
rotate,  but  was  capable  of  lateral  motion.  On  bringing  the  apparatus  between 
the  two  hollow  discs  on  the  machine,  and  working  the  latter,  the  disc  first 
placed  itself  in  position,  and  was  then  attracted  to  the  negative  pole.  It  did  not 
matter  whether  the  tinfoil  point  was  directed  forwards  or  backwards.  It  has 
long  been  known  that  particularly  formed  bodies,  if  directed  in  a  particular 
way,  tend  more  towards  one  electrode  than  the  other.  The  so-called  gold  fish 
depends  on  this  fact.  Still  more  simple  is  a  cork  disc,  one  of  the  surfaces  of 
which  is  famished  with  a  needle.  It  sticks  fast  if  pressed  against  one  of  the 
metallic  plates,  because  it  loses  more  electricity  by  discharge  than  it  receives 
by  conduction.  The  above  body  also  adheres  to  that  electrode  to  which  it  is 
attracted,  and  it  might  not  be  unlikely  that  many  substances  which  have  distinct 
polarity  might  show  a  similar  behaviour.  It  might  be  possible  to  employ  such 
a  body  to  show  the  direction  of  the  current,  at  any  rate  for  the  electricity 
produced  by  machines. 
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An  Extraordinary  General  Meeting  of  the  Society  was  held  on 
Thursday,  September  22nd,  at  8.30  p.m.,  in  the  Electrical 
Exhibition,  Palais  de  I'lndastrie,  Paris — Professor  Q.  0. 
FOSTEB,  F.B.S.,  President,  in  the  Chair. 

The  Secbbtaby  announced  the  names  of  the  new  candidates 
approved  by  the  Ciouncil  for  ballot,  and  that  the  following 
Associates, 

H.  Edmunds,  junior, 

E.  W.  Paesonb, 

had  been  transferred  to  the  class  of  Members. 

M.  le  Fbesidekt  :  M.  le  Ministre,  avant  de  se  livrer  k  Texamen 
des  matieres  scientifiques  qui  vont  occuper  la  seance  que  votre 
bienveillance  a  permis  k  la  Society  des  Ingenieurs  T^iegraphistes  et 

Electriciens  de  tenir  ici  ce  soir,  nous  avons  le  devoir  et  le  plaisir 
de  profiter  de  cette  occasion  pour  vous  ofi&ir  leurs  felicitations  les 
plus  sinceres  au  sujet  de  la  collection  vraiment  remarquable 
d'instruments  electriques  qui  se  trouvent  reunis  en  ce  moment  dans 
le  Palais  de  Tlndustrie. 

En    meme    temps.    Us    desirent    ajouter    h  ces  felicitations 

Texpression  de  leurs  remerciements  les  plus  empresses  pour  le 

bienveUlant  accueil  qu'ils  ont  reju  de  vous  aussi  bien  que  de  la 

part  de  M.  le  Commissaire-General  de  TExposition,  M.  Berger^  qui 
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a  si  puissamment  contribue  h  la  realisation  de  la  bien  heareuse  idee 
d'exposition  interaationale  d*electricit^. 

Comme  t^moignago  de  I'appr^ciation  profonde  des  beinfaits 
pour  la  science  d*electricite  qui  ne  pourront  pas  manquer  de  uattre 
de  Texposition  par  suite  de  la  directions  h,  la  fois  energique  et 
navante  qui  a  preside  ii  un  si  beau  succes,  le  Conseil  de  la  Societe 

des  Ingenieurs  Tel^graphistes  et  Electriciens  m'a  autorise  k  vous 
prier,  M.  le  Ministre,  de  bien  vouloir  lui  permettre  d*inscrire  voire 
nom  sur  la  liste  des  nxembres  honoraires  de  la  Society.  La  pie. 
sence  de  ce  nom  comme  le  cinquieme  dans  la  liste  des  membres 
honoraires  sera  pour  nous  un  souvenir  des  plus  agreables  de  cette 
memorable  seance. 

M.  LB  MiNiSTBE :  Je  voudrais  dire  k  la  Society  qu'elle  n'a 
pas  k  nous  remercier ;  c'est  k  nous,  au  contraire,  k  lui  temoigner 
notre  gratitude  pour  le  grand  bonneur  qu'elle  a  bien  voulu  nous 
laire  en  acceptant  de  tenir  sa  seance  dans  le  sein  mSme  de  notre 
Palais  de  I'Industrie.  Je  lui  en  temoigne  toute  notre  reconnais- 
sancOy  et  je  oomprends  parfaitement  qu'elle  s*est  rendue  compte 
du  but  que  nous  nous  sommes  propQs&  en  prganisant  cette 
grande  exposition  et  en  organisant,  en  ouvrant  surtout,  le  Congres 

Electrique.  .    . 

Yous  avez  parfaitement  compria  que  ce  que  nous  voulions,  c'etait 
de  constituer  au  milieu  de  toutes  les  nations  une  grande  famille 
scientifique,  qui  s*achamat  uniquement  k  dev^lopper  la  science 
et  \  augmenter  les  produits  de  I'industrie.  Je  vous  en  temoigne 
au  nom  de  la  France  toute  notre  reconnaissance,  et  vous  nous 
trouverez  toujours  devours  k  marcher  dans  c^tte  voie. 

H.  Bebgeb  (Commissaire-Oen^ral  de  TExposition) :  Je  tiens 
\  remercier  Thonorable  professeur  Foster  d'avoir  bien  voulu 
m'associer  aux  eloges  qu*il  k  decemes  \  M.  le  Ministre.  Si  nous 
n'avons  pas  autant  de  merite  que  M.  Foster  a  bien  voulu  le  dire, 
nous  avons  su  profiter  du  bonheur  rare  que  nous  avons  eu  de 
trouver  dans  tons  les  pays  des  coUaborateurs  eminents  et  dispoe^ 
h  reconnaitre  le  but  que  s'etait  propose  mon  pays.  Sans  la 
Societe  des  Ingenieurs  T^egraphistes,  Texposition  ne  serait  pas 
ce  qu'elle  est,  c'est-a-dire  que  la  participation  anglaijse  n'aurait 
pa3  et^  aussi  complete. 
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A  noire  premier  appel,  votre  Societe,  Messieurs,  a  tendu  la  main 
h,  1 'administration  fran^aise;  elle  a  provoqae  en  Angleterre  le 
grand  mouvement  qui  a  decide  le  gouvemement  de  sa  Majesty 
Britannique  h,  mettre  k  la  tete  du  commissariat  anglais  des 
hommes  tels  que  lord  Crawford,  que  Sir  Charles  Bright,  que  le 
professeur  Hughes,  mon  ancien  ami  de  1878,  le  colonel  Webber 
qui  honorent  leur  pays  et  le  pays  oh  ils  se  rendent  pour  honorer  la 
science, 

Je  serais  injuste  si  je  ne  9itais  pas  i^i  le  uom  de  M.  Aylmer, 
qui  h,  itt  poor  nous  le  coUaborateur  des  la  premiere  heure.  On 
peut  dire  que  M.  Aylmer,  votre  sympatbique  secretaire  parisien 
iL  ete  la  cheville  ouvriere  de  Tifxposition  anglaise  des  la  premiere 
heure;  il  k  it6  le  trait  d'union  necessaire  entre  les  exposants 
anglais  et  Tadministration  fran9aise,  et  ce  n'est  que  justice  de 
prononcer  son  nom,  en  rendant  k  votre  soci^te  I'hommage  de 
reconnaissance  que  je  lui  dois  personnellement. 

The  Pbbsidsnt  announced  that  the  first  Paper  to  be  taken  was 
a  resume  of  the  earlier  days  of  Electric  Telegraphy,  by  Mr. 
Willoughby  Smith. 

Mr.  Alymeb:  Messieurs, — M.  Willoughby  Smith  me  prie 
d'exprimer  ses  regrets  de  ne  pouvoir  pas  prendre  la  parole  en 
fran^ais.  II  me  charge  de  vous  dire  qu'  il  avait  ^rit  son  rapport 
dans  rid^  qu'il  n*y  avait  eu  qu'un  nombre  restreint  de  rapport* 
h  Stre  soumis  k  la  Soci^t^  ce  soir;  mais,  comme  le  temps  dont 
nous  disposons  est  limite,*  et  comme  plusieurs  de  nos  confreres 
firan^ais  ont  promis  de  nous  lire  des  rapports  tr^s  interessants, 
M.  Smith  croit  qu'il  vous  sera  plus  agreable  de  les  ^couter,  et  il 
vous  propose  de  vouloir  bien  consid^rer  son  rapport  comme  ayant 
et4  lu. 

.  A  la  fin  de  cette  seance,  des  exemplaires  de  ce  travail,  ^crit  en 
frangais  et  en  anglais,  seront  distribu^  aux  membres  du  Congriss 
qui  nous  ont  honores  de  leur  presence.  Les  membres  de  notre 
Socidte  recevront  communication  du  rapport  par  la  voie  ordinaire 
du  compte  rendu  public  dans  notre  JourDal. 
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TELEGRAPHY. 
By  WiLLOUGHBY  SfflTH  (Vice-President). 

When  it  was  finally  settled  that  we  should  hold  an  Extraordinary 
General  Meeting  in  Paris  on  the  occasion  of  the  Exposition  Inter- 
nationale d'Electricite^  it  occurred  to  me  that  it  would  he  a  fitting 
time,  whilst  in  the  midst  of  such  a  wonderful  collection  of  electrical 
appliances  gathered  under  one  roof,  for  us  to  pause,  look  back,  and 
contemplate,  for  the  mutual  instruction  of  all  who  chose  to  avail 
themselves  of  the  opportunity,  tb^  way  in  which  such  great  and 
successful  results  have  been  achieved.  Cionsequently  my  purpose 
in  this  necessarily  short  paper  is  to  pass  in  brief  review  some  of 
the  most  important  incidents,  many  of  which  have  come  under  my 
own  personal  experience,  in  connection  with  the  earlier  days  of 
Electric  Telegraphy.  Of  all  the  modern  applications  of  electricity, 
one  of  the  most  important  is  its  adaptation  to  telegraphic 
purposes. 

No  account  of  a  practical  electric  telegraph  had  been  published 
prior  to  the  date  of  Messrs.  Cooke  and  Wheatstone's  patent  of 
June,  1837.  I  say  practical,  because  Ronalds,  as  early  as  1823, 
published  a  description  of  an  electrical  telegraph  of  originality 
and  merit ;  but  as  he  proposed  to  use  static  electricity  in  connec- 
tion  with  a  wire  enclosed  in  a  glass  tube,  his  telegraph  was  not 
adapted  for  practical  use. 

In  the  September  following  the  date  of  their  patent,  Messrs. 
Cooke  and  Wheatstone  made  their  first  practical  experiment  on  the 
London  and  Birmingham  Railway,  and  demonstrated  beyond  all 
doubt  that  as  beacon  fires  and  torches  had  been  superseded  in 
1792  by  the  atrial  or  semaphore  telegraph,  so  now  the  latter 
would  have  to  succumb  to  a  far  more  important  rival.  But 
incredible  as  it  may  appear  at  the  present  time,  the  contest  was 
long  and  fierce,  and  not  until  1852  did  the  final  defeat  arrive,  as 
far  as  England  was  concerned,  when  the  Electrical  Telegraph 
superseded  the  Semaphore  which  had  so  long  done  duty  between 
Liverpool  and  Holyhead. 
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On  Jane  12tb,  1837,  Messrs.  Cooke  and  Wbeatstone  patented 
*' improvements  in  giviug  signals  and  sounding  alarums  in  distant 
places  by  means  of  electrical  currents  transmitted  through  metallic 
circuits."  This  patent  included  the  fivo^needle  instrument, 
requiring  five  line  wires ;  a  four.needle  instrument  on  the  same 
principle,  also  requiring  five  line  wires ;  methods  of  insulating  and 
supporting  the  line  wires  by  covering  them  with  cotton  and  varnish 
and  placing  them  in  a  resinous  cement,  in  troughs  or  tubes ;  and 
also  methods  for  localising  faults  in  the  same. 

On  April  18th,  1838,  Mr.  Cooke  obtained  a  patent,  the  title  of 
which  was  precisely  the  same  as  the  first  patent,  and  contained  no 
additional  matter  worthy  of  note. 

On  the  21st  January,  1849,  Messrs.  Wheatstone  and  Cooke 
obtained  a  patent,  the  tiUe  of  which  was  similar  to  the  two  already 
mentioned,  and  in  it  are  described  a  signal  apparatus  by  which 
the  letters  of  the  alphabet  are  presented  at  an  opening  in  a  dial- 
plate  by  means  of  an  electro-magnet  in  the  circuit,  which  acts 
upon  the  pallets  of  an  escapement  put  in  motion  by  an  independent 
clock-work ;  an  electric  alarum ;  a  magneto-electric  machine  to  be 
used  in  connection  with  the  apparatus  above  described,  etc. 

On  the  8th  September,  1842,  Mr.  Cooke  obtained  a  patent  for 
stretching,  suspending,  and  insulating  wires  on  posts  erected  at 
suitable  distances  in  the  manner  now  so  familiar  to  all  of  us  both 
across  the  country  and  parallel  with  railways.  This  patent  also 
mentions  that  '^  the  wires  so  stretched,  suspended,  and  insulated, 
may  be  used  for  one  half  the  circuit,  in  conjunction  with  the 
earth  for  the  other  half." 

On  the  6th  May,  1845,  Messrs.  Wheatstone  and  Cooke  secured 
a  patent  for  "  Improvements  in  Electrical  Telegraphs,  and  in 
apparatus  relating  thereto,  part  of  which  improvements  are  appli. 
cable  to  other  pu]*pd8es.*'  In  this  patent  it  is  proposed  to  give 
audible  signals  at  the  same  time  that  visible  signals  are  made  by  a 
needle  or  pointer,  a  distinct  and  different  sound  being  given 
for  each  direction  or  deflection  of  the  pointer.  This  was  to  be 
done  by  either  the  pointer  itself  striking  a  bell,  or  by  alarum 
mechanism.  Also  by  using  the  "  derived  current,''  a  short  branch 
circuit,  or  what  we  should  now  term  a  shunt,  taken  from  the  main 
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wire  without  disturbing  its  continuity,  to  communicate  to  a  sensi. 
tive  signal  apparatus  the  signals  passing  through  the  main  wire. 
This  patent  includes  eleven  other  suggestions  or  improvements^ 
which  I  think  we  need  not  stop  to  investigate. 

Who  really  invented  the  Electric  Telegraph  is  a  problem  as 
impossible  to  solve  definitely,  as  who  invented  railways  or  steam 
navigation.  I  therefore  mention  these  patents  simply  because,  soon 
after  the  date  of  the  last  named,  the  first  Electric  Telegraph 
Company  in  England  was  formed  for  the  purpose  of  working  them 
more  for  the  general  use  of  the  public  than  Messrs.  Cooke  and 
Wheatstone  had  hitherto  done,  they  having  principally  confined 
their  attention  to  applying  the  telegraph  to  the  use  of  railway 
companies  as  an  adjunct  to  their  several  systems  of  signalling. 

Although  one  could  loiter  and  note  many  points  of  interest 
which  occurred  in  the  history  of  Electric    Telegraphy  from  its 
commencement  in  1845  to  1850, 1  fear  time  will  not  allow  of  our 
doing  so ;  let  us  therefore  pass  to  the  year  1850,  and  obsenre  what 
progress  had  been  made  to  that  date.    In  England  the  "  Electric 
Telegraph  Company  "  had  extended  their  wires  to  2,215  miles, 
and  were  using  double  and  single  needle  instruments,  an  import, 
ant  modification  of  the  five  and  four  needle  instruments  patented 
by  Messrs.  Cooke  and  Wheatstone  in  1837.    In  Ireland  they  had  not 
yet  realised  the  value  of  the  Electric  Telegraph,  for  although  they 
had  500  miles  of  railway,  they  had  not  five  miles  of  telegraph 
wire.    But  in  America  they  had  12,000  miles  of  wire,  and  were 
using  the  Morse,  Bain,  and  House  instruments,  all  on  the  perma- 
nent recording  principle.     The  only  reasons  I  can  assign  for  the 
more  rapid  progress  which  had  been  made  in  America,  are  their 
low  charges  and  rivalry  resulting  from  competition,  as  there  were 
no  less  than  twenty  different  Companies  at  work,  who  did  not 
confine  their  lines  to  the  railways,  but  erected  them  on  public 
roads  or  private  property  as  occasion  required ;  whilst  in  England 
one  Company  had  the  monopoly,  and  erected  their  wires  on  the 
property  of  the  Railway  Companies  only ;  but  as  there  were  5,447 
miles  of  railway  open  at  the  time,  their  powers  of  extension  were 
not  limited  in  that  direction.     In  France  there  were  only  620  miles 
of  wire  in  operation,  suspended  similarly  to  those  in  England,  the 
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instruments  used  being  what  were  termed  revolving  pointers.  In 
Prussia  they  had  2,468  miles  of  wire,  mostly  subterranean,  and 
similar  instruments  were  used  to  those  worked  by  the  French 
Oovemmeht. 

In  America  they  were  also  at  this  date  employing  the  Electric 
Telegraph  in  their  meteorological  observations,  and  had  commenced 
a  system  of  storm  warnings  along  many  parts  of  their  coast,  similar 
to  that  we  are  now  so  familiar  with  in  England.  It  has  been  said 
that  to  predict  an  eclipse  is  an  object  merely  of  curiosity,  but  to 
predict  an  approaching  storm  would  be  of  iuconceivable  benefit: 
It  is  true  we  have  a  considerable  acquaintance  with  the  miture  of 
heat,  water,  air,  and  electricity ;  but  when  these  four  ingredients 
of  nature,  in  a  compounded  state,  are  floating  round  our  globe» 
and  producing  all  those  various  agitations  and  combinations  known 
under  the  general  denomination  of  ''weather,''  we  are  puzzled 
and  perplexed,  and  although  Electric  Telegraphy  has  done  much 
to  enlighten  us,  still  there  is  much  more  to  be  learnt.  No  doubt 
if  the  information  which  is  being  daily  recorded  by  patient 
observers  in  all  parts  of  the  civilised  world  were  readily  and 
quickly  communicated  to  one  centre,  great  advancement  in  our 
meteorological  knowledge  would  soon  follow,  and  I  hope  the  day 
is  not  far  distant  when  such  a  system  will  be  an  accomplished  fact. 

Electric  Telegraphy  having  made  such  satisfactory  progress,  it 
became  absolutely  necessary  that  England  (the  island  centre  of 
the  commerce  of  the  world)  should  no  longer  remain  in  her 
isolated  position,  but  be  put  into  direct  telegraphic  communication 
with  other  nations.  Consequently,  in  1850,  a  company  was 
formed  in  connection  with  the  concession  just  obtained  from  the 
French  Qovemment  by  Mr.  Brett  for  the  sole  right  to  establish 
telegraphic  communication  between  England  and  France.  Itfr. 
Brett  had  guaranteed  that  with  his  instrument,  which  was  a  modi- 
fication of  House's  step-by-step.motion  printer,  one  wire  and  tw6 
persons  only,  the  one  stationed  in  France  and  the  other  in  England, 
one  hundred  messages  of  fifteen  words  each,  printed  in  clear 
Ronian  type,  should  be  sent  ready  for  delivery  in  one  hundred 
consecutive  minutes.  That  was  a  bold  undertaking  on  the  part  of 
Mr.  Brett,  considering  the  various  opinions  held  in  those  days  as 
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to  the  practicability  of  ever  being  able  to  either  lay  or  work  a 
submarine  line. 

It  was  arranged  that  25  miles  of  copper  wire  '083  of  an  inch 
in  diameter  should  be  covered  with  gutta  percha  (at  that  time  a 
material  of  comparatively  recent  importation,  the  mechanical  and 
electrical  properties  of  which  were  just  developing  themselves)  to 
half-an-inch  in  diameter.      The    copper  was    unannealed,   and 
covered  to  the  full  gauge  with  one  covering  of  gutta  percha,  in 
100-yard  lengths.      The  copper  was  joined  by  what  is  termed 
a  bell-hanger's  twist,  and  then  further  secured  with  soft  solder. 
Gutta  percha  in  a  plastic  state  was  then  applied  and  pressed  into 
shape  in  a  wooden  mould,  the  diameter  of  the  finished  joint  being 
about  two  inches.    Of  course  in  those  days  the  joints  were  not 
tested  separately,  nor  was  any  notice  taken  of  the  resistance  or 
conductivity  of   the  copper,  or  the  resistance  or    electrostatic 
capacity  of  the  gutta  percha.     The  coils,  when  joined  into  suitable 
lengths  for  carriage,  were  simply  immersed  in  water,  at  no  specific 
temperature,  and  if  no  serious  deflection  was  obtained  on  a  very 
sluggish  vertical  galvanometer  from  24  cells  of  the  old  form  of 
sand  battery,  they  were  pronounced  good,  and  joined  to  the  length 
which  was  being  coiled  on  to  a  large  iron  reel  constructed  to  hold 
the  25  miles  in  one  continuous  length.     This  drum  or  reel  was 
placed  amidships  on  the  deck  of  a  steam-tug.     Owing  to  the  great 
number  and  size  of  the  joints,  to  place  the  wire  on  the  reel  with 
the  required  uniformity  the  inequalities  were  filled  in  with  cotton 
waste,  and  when  thought  necessary  thin  wooden  laths  were  laid 
longitudinally  the  whole  length  of  the  reel,  between  the  layers  of 
the  wire. 

Previous  to  the  submersion  of  the  main  wire  the  shore  ends 
were  laid,  one  from  a  horse-box,  which  was  to  serve  as  the  shoie 
station,  in  the  yard  of  the  Bailway  Company  at  Dover,  to  the'  far 
end  of  the  staging  erected  in  connection  with  the  new  harbour 
which  was  then  being  constructed.  The  other  was  laid  a  consider* 
able  distance  beyond  low  water  mark,  over  the  rocks  into  the 
lighthouse  on  Cape  Grisnez.  These  shore  ends  coz^ted  of  a 
copper  wire  *065  diameter  covered  only  with  cotton  and  a  solution 
of  india-rubber,  and  enclosed  in  a  very  thick  tube  of  lead.    Early 
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on  the  momiBg  of  the  23rd  August,  1850,  the  tug  steamed  out  of 
Dover  harbour  to  the  end  of  the  shore  length.  The  end  of  the 
main  vdre  was  then  passed  into  a  boat  where  it  was  joined  to  the 
shore  end,  and  the  laying  of  the  main  wire  was  commenced, 
H.iI.S.  "  Widgeon  "  leading  the  way.  As  every  110  yards  left  the 
tug  a  leaden  weight  was  attached  to  the  wire,  varying  from  14  to 
24^1b8.,  according  to  the  depth  of  water  or  nature  of  the  bottom. 
At  first  it  was  attempted  to  fix  the  weights  without  easing  the 
speed  of  the  tug  or  the  egress  of  the  wire,  but  as  each  weight  was 
in  two  halves,  and  had  to  be  placed  on  the  wire,  and  then  fastened 
by  hammering  the  two  studs  of  the  bottom  half  which  came  through 
corresponding  holes  in  the  top  half,  it  was  soon  found  that  the  twp 
men  so  employed  struck  each  other  more  often  than  they  did  the 
desired  object,  consequently  it  was  found  necessary  to  stop  the 
vessel  while  each  weight  was  being  attached.  The  weather  was 
all  that  could  have  been  desired,  and  with  the  exception  of  the 
confusion  caused  at  times  by  the  lashing  effect  of  the  wooden  laths 
as  they  became  partially  released  from  the  drum,  all  went  well, 
and  at  six  the  same  evening  the  anchor  was  dropped  from  the 
steam-tug  close  under  the  inhospitable-looking  shore  of  Cape 
Qrisnez,  and  at  the  position  of  the  buoy  attached  to  the  shore  end. 
The  end  of  the  main  wire  was  then  passed  into  the  cabin,  where  it 
was  connected  to  the  printing  instrument.  But  it  was  soon 
apparent  that  either  the  orthography  of  the  sender  at  Dover  was 
very  far  from  correct,  or  that  the  instrument  was  not  working  as 
it  was  contemplated  it  would.  Letters  in  "  bold  Roman  type  " 
were  certainly  received,  but  it  required  great  ingenuity  to  arrange 
them  in  their  proper  order.  As  the  evening  was  fast  approaching, 
too  much  time  could  not  be  given  to  the  experiments  on  board, 
consequently  the  end  of  the  main  wire  had  to  be  passed  into  a  boat 
in  which  the  shore  end  had  previously  been  secured ;  there  the 
splice  was  made  and  then  passed  overboard  with  the  sincere  wish 
that  the  communication  that  evening  effected  between  England 
and  France  might  serve  to  still  further  establish  the  two  nations 
in  unity  and  love.  All  then  landed  and  made  the  best  of  their 
way  to  the  lighthouse  on  the  top  of  Cape  Orisnez,  where  a  single- 
needle  instrument  was  placed  in  circuit  with  Dover,  but  although 
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many  anxious  hours  were  passed  in  endeavouring  to  get  signals 
from  Dover,  none  came.  The  trials  of  the  next  day  were  equally 
unsuccessful,  and  then  it  became  apparent  that  the  line  must  have 
broken  down ;  and  as  all  the  attempts  made  to  lift  the  wire  at  or 
near  the  splice  failed,  the  line  was  eventually  abandoned.  Had 
the  main  wire  been  used  instead  of  the  heavy  lead-covered  shore 
end,  I  believe  better  results  would  have  followed.  But  criticism 
can  now  only  be  made  through  the  light  of  experience,  which 
would  not  be  just.  Let  us  rather  award  all  honour  to  those 
gentlemen  who  devoted  their  money,  time,  and  energy  to  a 
practical  demonstration  of  the  feasibility  of  submarine  telegraphy. 
From  that  moment  it  became  simply  a  question  as  to  the  best  way 
to  protect  the  conductor  and  its  insulator  during  the  laying  and 
after  submersion. 

After  careful  consideration,  it  was,  in  1851,  finally  agreed 
that  instead  of  one  wire  of  the  size  used  in  the  experimental  line 
of  the  previous  year,  four  copper  wires  '065  diameter,  covered 
separately  with  two  coverings  of  gutta  percha  to  '25  inch  diameter, 
should  be  twisted  together  and  well  protected  with  thick  iron 
wires  laid  spirally  around  them.  Yarns  saturated  with  tar  were 
laid  in  the  interstices  of  the  twisted  conductors,  and  designated 
the  **  wprming,"  and  the  whole  covered  with  similar  yarns  laid  on 
at  right  angles  and  designated  the  "  serving."  Twisting  the  gutta 
percha  wires,  the  worming,  and  the  serving,  were  all  done  at  one 
operation  in  one  machine,  and  the  wire  thus  covered  was  desig- 
nated the  *'  tfore."  The  whole  was  then  passed  through  the  lay- 
plate  of  an  ordinary  wire-rope-twisting  machine,  where  ten  gal- 
vanised iron  wires  '25  diameter  were  laid  round  it,  and  as  it 
passed  from  the  machine  it  was  coiled  in  the  factory  yard.  The 
copper  conductors  were  insulated  by  the  Gutta  Percha  Co.,  and 
forwarded  in  suitable  lengths  to  a  small  wire-rope  manufactory  in 
High  Street,  Wapping,  where  it  was  twisted,  wormed,  served,  and 
covered  with  iron  wires  as  described.  Owing  to  litigation  as  to 
patent  rights,  the  manufacture  of  the  cable  was  seriously  delayed, 
and  not  finally  completed  until  the  17th  September,  1851.  Pre- 
parations were  at  once  made  to  coil  the  cable  in  one  length  on 
board  the  "  Blazer,"  a  hulk  lent  by  H.M.  Government,  and  on  the 
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24th  September  all  was  coiled,  and  the  "  Blazer,"  in  charge  of  two 
steam-tugs,  started  for  the  South  Foreland,  where  on  the  following 
day  one  end  of  the  cable  was  landed  and  the  laying  commenced, 
H.11S.  "Fearless*'  showing  the  coarse,  and  the  '^ Blazer"  being 
towed  by  two  tugs,  with  a  third  tug  in  attendance.  To  enumerate 
the  many  exciting  incidents  which  occurred  on  board  the  "Blazer" 
that  day  would  occupy  too  much  of  our  time.  Owing  to  the  unfor- 
tunate  delays  during  the  manufacture  of  the  cable,  the  laying  was 
obliged  to  be  undertaken,  to  save  the  concession,  during  the  pre- 
valence of  equinoctial  gales  and  the  period  of  the  strongest  tides. 
Although  the  weather  was  fine  at  starting,  it  soon  changed,  and 
before  noon  it  was  blowing  a  gale,  and  the  **  Blazer,"  helpless  old 
hulk  as  she  was,  rolled  and  pitched  most  unmercifully.  The  con- 
trivances employed  to  retard  the  egress  of  such  a  heavy  cable 
were  insufficient,  consequently  during  the  two  stoppages  which 
occurred — one,  when  from  some  cause  on  shore  there  was  a  total 
cessation  of  signals,  and  the  other  from  the  breaking  of  the  tow. 
rope — ^much  cable  was  wasted,  and  eventually  the  expedition 
arrived  off  Sangatte  late  in  the  evening,  with  insufficient  cable  to 
reach  the  shore.  Never  had  there  been  such  a  continuous  struggle 
between  mind  and  matter  as  there  had  been  tbe  whole  of  that 
eventful  day,  and  it  was  to  be  regretted  that  matter  for  the  time 
gained  the  victory.  But  nothing  daunted,  a  sufficient  length  of 
cable  to  reach  the  shore  was  at  once  ordered ;  and  in  the  meantime 
three  wires  were  twisted  together,  and,  without  any  protection, 
laid  to  the  beach,  and  there  connected  to  the  wires  already  laid  to 
a  room  at  the  railway  station  at  Calais.  Thus  on  the  30th  Sep* 
tember,  1851  (or  within  a  few  days  of  thirty  years  ago),  was 
telegraphic  communication  established  between  England  and 
France.  On  the  19th  October  the  additional  length  of  new  cable 
replaced  the  three  wires,  and  on  the  13th  November  the  cable  was 
first  used  for  the  transmission  of  public  messages,  and  with  slight 
interruptions  has  continued  to  do  so  to  the  present  time. 

The  possibility  of  submarine  telegraphy  having  been  so  satis- 
factorily demonstrated,  it  was  but  natural  that  many  and  various 
schemes  should  have  been  immediately  devised  for  its  further 
development.     But,  unfortunately,  owing  to  the  great  haste  and 
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total  disregard  of  even  ordinary  precautions,  some  of  the  schemes 
proved  lamentable  failures.  For  instance,  in  the  June  of  the 
following  year  an  attempt  was  made  to  connect  England  and 
Ireland  by  means  of  a  line  from  Holyhead  to  Howth.  In  this 
instance  one  gutta  percha  covered  copper  wire,  similar  to  those  in 
the  Dover  and  Calais  cable,  was  covered  with  No.  8  iron  vnre  for 
shore  ends,  then  with  twelve  No.  14  iron  wires  for  a  few  miles,  but 
the  greater  portion  of  the  core  was  only  partially  covered,  bird, 
cage  fashion,  with  six  No.  14  galvanised  iron  wires,  consequently 
through  the  core  having  no  serving  or  hemp  covering,  the  gutta 
percha  was  much  exposed.  When  completed  it  was  coiled  on 
trucks  and  taken  by  railway  to  Whitehaven  ;  but,  as  the  steamer 
which  was  to  receive  it  could  not  enter  the  harbour  there,  it  had 
to  be  re-coiled  and  forwarded  to  Maryport,  where  it  was  coiled  on 
board  a  paddle  steamer  and  taken  to  Holyhead.  There  it  was 
electrically  tested  for  the  first  time,  and  fouod  to  be  faulty.  As  it 
had  never  been  immersed  in  water,  and  was  then  perfectly  dry  in 
the  holds  of  the  steamer,  of  course  only  faults  of  a  very  serious 
character  could  be  detected  and  rectified,  which  was  done  at  the 
cost  of  much  time  and  trouble.  Had  it  been  covered  with  water, 
its  imperfect  electrical  condition  would  have  been  discovered,  and 
most  likely  it  would  not  have  been  laid  at  all.  All  attempts  to 
repair  this  line  after  it  was  laid  proved  fruitless,  for  the  simple 
reason  that  the  necessary  strain  to  lift  it  drew  the  iron  wires 
together,  cutting  through  the  gutta  percha  as  they  forced  the  core 
from  the  centre. 

Later  in  the  same  year  an  attempt  was  made  to  lay  from 
Fortpatrick  to  Donaghadee  a  three-strand  hemp  rope  about  two 
inches  in  diameter,  in  the  interstices  of  which  was  laid  a  copper 
wire  which  had  first  been  covered  with  india-rubber,  and  then 
with  gutta  percha.  But,  owing  to  the  inadequate  means  provided 
for  sinking  such  a  rope,  the  strong  currents  carried  it  far  from  the 
proposed  course,  and  eventually  the  attempt  was  abandoned. 

Later  still  in  the  same  year  another  attempt  was  made 
between  the  same  points,  with  a  cable  similar  in  construction  to 
that  laid  in  the  previous  year  across  the  English  Channel,  but 
owing  to  unfavourable  weather  and  inadequate  means  for  stopping, 
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or  even  letardingi  the  egress  of  such  a  heavy  cablei  the  length 
provided  proved  too  short,  and  eventually  this  expedition  returned 
also  unsuccessful.  Thus  had  three  cables  been  lost  in  attempting 
to  electrically  connect  England  and  Ireland ;  but  in  the  following 
year  a  heavy  multiple  cable  was  successfully  laid  from  Portpatrick 
to  Donaghadee.  Four  light  cables  were  also  laid  in  that  year 
between  England  and  Holland,  and  a  heavy  multiple  one  between 
Dover  and  Ostend. 

The  year  1853  was  also  notable  for  the  large  amount  of 
subterranean  wires  laid  in  England  by  several  of  the  then  existing 
telegraph  companies ;  but  as  I  went  somewhat  into  detail  on 
that  subject  in  my  paper  on  "  Underground  Wires,'*  which  I  read 
before  the  members  of  this  Society  on  the  28th  March,  1877,  and 
which  was  published  in  Vol.  VI.  of  the  Journal  of  the  Society's 
Proceedings,  it  is  unnecessary  for  us  to  go  over  the  same  ground 
again. 

From  1831  to  1856  there  had  been  successfully  laid,  not  in 
connection  with  England  only,  but  in  various  parts  of  the  world, 
about  1,600  miles  of  cable,  and  it  was  thought  that  sufficient 
experience  had  been  obtained  to  bring  to  a  successful  issue  the 
long-cherished  scheme  of  laying  a  cable  from  Ireland  to  New- 
foundland,  and  thus  bring  America  into  direct  telegraphic 
communication  with  England.  Soundings  were  taken,  and  it  was 
asserted  that  although  rough  and  jagged  rocks  did  project  high 
above  the  bottom,  still  there  was  a  level  plateau,  or  smooth  path, 
between  the  two  islands,  as  though  nature,  anticipating  the  wants 
of  man,  had  prepared  a  resting  place  for  telegraph  cables,  where, 
if  properly  placed,  they  would  lie  in  perfect  peace,  and  where  the 
ooze,  which  it  was  alleged  was  constantly  descending  through  the 
water,  resembling  the  fall  of  snow  through  our  atmosphere,  would 
effectually  cover  and  protect  the  cable  to  the  end  of  time. 

Experiments  were  made  with  long  lengths  of  submarine  and 
subterranean  wires,  and  the  results  stated  to  be  highly  promising 
as  to  a  remunerative  speed  being  obtained  through  an  Atlantic 
cable  2,000  miles  in  length,  using  a  comparatively  small  con. 
ductor.  The  mechanical  properties  of  various  specimens  of  what 
were  considered  suitable  cables  were  fully  tested,  and  finally  the 
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choice  fell  on  one  in  which  the  conductor  consisted  of  a  seven- 
wire  strand  of  copper,  weighing  107  lbs.  per  knot,  trebly  covered 
with  gutta  percha,  the  weight  of  which  was  261  lbs.  per  knot,  the 
external  diameter  being  |  of  an  inch.  Around  the  gutta  percha 
were  spirally  laid  hemp  yarns  saturated  with  a  composition  of  tar, 
pitch,  and  tallow,  over  which  were  also  spirally  laid  eighteen  iron 
wire  strands,  each  strand  being  composed  of  seven  wires  of  the 
same  diameter  as  those  used  in  the  conductor.  The  weight  in  air 
of  the  completed  cable  was  20  cwt.,  and  in  water  13*4  cwt.  per 
knot,  its  breaking  strain  being  about  3*25  tons.  The  final  selec- 
tion of  this  cable  was  not  made  until  late  in  the  year  1856,  and,  as 
it  was  stipulated  that  2,500  miles  must  be  shipped  and  ready  for 
laying  in  the  June  of  the  following  year,  it  allowed  only  six 
months  for  all  the  work  to  be  done.  In  that  short  space  of  time 
116  tons  of  copper  had  to  be  prepared  and  drawn  into  17,500 
miles  of  wire,  which  had  to  be  twisted  into  2,500  miles  of  strand ; 
250  tons  of  gutta  percha  had  to  be  >what  is  termed  "  manufactured," 
and  placed  around  the  conductor  in  three  separate  coverings; 
1,687  tons  of  charcoal  iron  had  to  be  specially  prepared  and  drawn 
into  315,000  miles  of  wire,  from  which  45,000  miles  of  strand  had 
to  be  twisted,  and  then  laid  around  the  core.  Add  to  all  this  the 
fact  that  ships  had  to  be  selected  and  got  ready  to  receive  the 
cable,  machines  both  for  manufacturing  and  laying  had  to  be 
constructed^  and  no  surprise  need  be  expressed  that  experience 
soon  taught  that  so  short  a  time  was  totally  inadequate  for  such 
an  important  work  to  be  executed  in  a  proper  and  efficient 
manner. 

Lengths  of  the  core  varying  from  1,600  to  2,400  yards  were 
inunersed  in  water  at  no  fixed  temperature,  and  shore  tested  for 
insulation  with  504  cells  of  the  old  form  of  sand  battery,  and  a 
horizontal  galvanometer.  If  the  deflections  of  the  coils  of  each 
batch  were  constantly  uniform,  their  electrical  condition  was 
certified,  and  each  coil,  woimd  on  a  wooden  reel,  was  forwarded  to 
the  cable  factory. 

Soon  after  the  commencement  of  the  manufacture  of  the  cables 
frequent  want  of  continuity  in  the  conductor  occurred  through 
imperfections  in  the  copper,  from  improper  annealing  and  other 
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causes.  Unfortunately  several  hundred  miles  of  the  core  were 
manufactured  before  the  machines  were  ready  to  cover  the  same 
with  the  serving  and  iron  strands ;  the  fatal  edict  therefore  went 
forth  that  all  the  core  in  stock  should  be  submitted  to  tensile 
strain  as  it  passed  over  a  barrel  of  small  diameter,  to  develop,  if 
possible,  any  defects  in  the  conductor  before  it  passed  the  wire- 
covering  machine.  Now  when  a  wire  or  strand  of  copper  covered 
with  gutta  percha  is  stretched,  the  metal  becomes  permanently 
elongated  and  holds  the  elastic  material  in  that  position  until  a 
favourable  opportunity  occurs  for  the  gutta  percha  to  return  to  its 
normal  state,  distorting  the  wire  in  so  doing.  Unfortunately  it 
was  not  long  before  such  an  opportunity  occurred ;  the  cable  as 
manufactured  was  coiled,  not  in  tanks  where  it  could  be  kept 
under  water,  but  where  it  was  exposed  to  the  powerful  effects  of 
the  sun's  rays.  The  consequence  was  that  the  gutta  percha 
became  plastic  in  parts,  and  the  conductor,  being  forced  out,  came 
into  direct  contact  with  the  serving,  which,  being  dry,  acted  the 
part  of  an  insulator,  and  thus  prevented  detection  while  the  cable 
was  in  a  dry  state.  It  was  to  be  regretted  that  the  manufacture 
of  the  cable  was  too  far  advanced  for  advantage  to  be  taken  of  Sir 
William  Thomson's  discovery  of  the  great  variation  in  the  electrical 
conductivity  of  conmiercial  copper,  especially  in  that  then  being 
used  for  the  conductor  of  the  Atlantic  cable.  The  importance  of 
that  discovery  has  since  been  fully  realised,  not  only  in  every 
branch  of  electrical  science,  but  by  also  enabling  a  purer  copper  to 
be  obtained,  for  whatever  purpose  required;  for,  as  is  now  generally 
known,  the  higher  its  electrical  conductivity  the  purer  the  copper* 

It  was  not  until  the  5th  of  August  that  one  end  of  the  cable 
was  landed  at  Yalentia  and  the  laying  of  the  cable  commenced; 
but  soon  after  starting,  difBculties  began  to  manifest  themselvejs, 
and  when  335  miles  were  laid  the  cable  broke  just  astern  of  the 
paying-out  machine,  and  the  expedition  was  abandoned  for  that 
year.  The  remaining  portion  of  the  cable  was  coiled  in  the  dock, 
yard  at  Plymouth,  where  it  was  overhauled,  but  not  immersed, 
and  passed  through  a  hot  insulating  mixture,  then  spliced  to  700 
miles  of  new  cable,  making  the  total  length  about  3,000  miles* 

In  the  following  June,  the  cable  having  been  re-coiled,  half  on 
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board  the  ^'  Niagara"  and  half  on  board  the  ^'Agamemnon,"  vaiions 
experiments  were  made  in  the  Bay  of  Biscay,  the  results  of  which 
were  considered  satisfactory  to  the  proposal  of  splicing  the  cable 
in  mid-ocean  and  both  ships  paying  out  cable  at  the  same  time, 
one  towards  Ireland  and  the  other  towards  Newfoundland.  On 
the  26th  of  June  the  splice  was  made  in  mid-ocean,  but  after 
paying  out  three  miles  from  each  ship  the  cable  broke  at  the  stem 
of  the  **  Niagara."  The  ships  at  once  returned  to  their  former 
positions  and  re-spliced,  but  when  about  forty  miles  had  been  laid 
from  each  ship  a  total  cessation  of  signals  occurred,  and  those  on 
board  each  ship,  supposing  an  accident  had  happened  on  the  other 
(an  incident  which  shows  one  of  the  disadvantages  of  this  mode  of 
laying  cables),  they  each  returned  to  the  position  where  the  splice 
had  been  made,  and  on  meeting  anxiously  inquired  one  of  the 
other,  ''How  did  the  cable  part?"  The  cause  of  rupture  this 
time  proved  to  be  a  profound  mystery,  for  all  was  proceeding 
satisfactorily  on  both  ships  when  the  apparent  want  of  continuity 
occurred.  The  cable  was  again  spliced,  and  about  200  miles  laid 
when  it  broke  close  to  the  stem  of  the  ''  Agamemnon,"  and  the 
ships  returned  to  Ireland.     » 

On  the  29th  July  they  returned  again  to  mid-ocean  and  spliced 
the  cable  there  once  more,  but  had  not  proceeded  far  in  x>&ying 
out  before  there  was  reported  a  want  of  continuity.  Fortunately 
they  continued  to  pay  out  slowly  from  both  ships,  and  after  two 
hours*  anxious  suspense  the  signals  reappeared  as  mysteriously  as 
they  had  previously  disappeared.  Such  incidents  frequently 
occurred  again,  but  no  actual  rupture  took  place,  and  on  the  5th 
August  each  ship  had  completed  its  task,  the  ''Niagara"  having  laid 
1,030,  and  the  "Agamemnon"  1,020  knots.  It  was  true  the  cable 
was  laid,  but  its  electrical  state  must  have  been  in  a  most  deplor. 
able  condition,  for  nothing  but  what  was  analogous  to  brute  force 
could  produce  spasmodic,  emaciated  shadows  of  the  intended 
signals,  and  in  twenty-four  days  it  was  unable  to  produce  those 
results,  the  whole  being  pronounced  a  failure.  It  was  a  failure  in 
one  sense  of  the  term,  but  it  should  not  be  forgotten  that  much 
valuable  experience  had  been  obtained,  and  that  the  problem  was 
eolvjdd  as  to  the  feasibility  of  laying  and  working  ati  Atlantic  cable. 
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About  this  period,  time  began  to  develop  the  fact  that  the 
system  of  using  such  a  strong  solvent  of  gutta  percha  as  coal-tar 
naphtha  between  each  separate  covering,  with  a  view  to  causiDg 
more  perfect  adhesion,  had  very  prejudicial  effects  on  the  gutta 
percha,  consequently  I  began  to  experiment  with  a  view  to 
obtaining  an  adhesive  solution  or  compound  which  would  in  no 
way  injuriously  affect  the  gutta  percha,  and  soon  found  that  suit- 
able  proportions  of  Stockholm  tar,  resin,  and  gutta  percha  pro- 
duced a  compound  suitable  for  the  parpose.  Not  only  did  this 
oompound  possess  good  adhesive  qualities,  but  it  was  also  a  good 
insulator,  and  when  applied  between  each  alternate  covering  of 
gutta  percha,  improved  the  insulation  threefold.  This  compound 
has  done  and  is  still  doing  service,  and  its  qualities  are  so  well 
known  that  no  further  notice  need  be  taken  of  it  here. 

It  was  about  this  time  a  cause  for  surprise  and  regret  that  the 

English  Government  should  have  financially  connected  itself  with 

such  a  gigantic  scheme  as  that  of  laying  a  cable  from  Egypt  to 

India  while  the  success  or  failure  of  the  Atlantic  cable  was  still  in 

the  balance.     Had  they  awaited  the  result  of  the  Atlantic  expedi- 

tion,  perhaps  the  lamentable  failure  which  so  soon  followed  might 

have  been  avoided.     The  cable  of  the  Red  Sea  and  Indian  Tele- 

graph  Co.  consisted  of  a  core  containing  180  lbs.  of  copper,  in  the 

form  of  a  seven-wire  strand  doubly  covered  with  212  lbs.  of  gutta 

percha  per  mile,  served  with  tarred  yarns  and  covered  with  eighteen 

iron  wires.     The  gross  weight  per  knot  was  about  twenty-one  cwt. 

It  was  laid  in  six  sections,  from  Suez  to  Kurrachee.    To  give  the 

history  of  the  manufacture,  laying,  and  ultimate  failure  in  working, 

would  only  be  to  repeat,  with  unsatisfactory  additions,  what  has 

already  been  said  concerning  the  Atlantic  cable.     Suffice  it  to  say 

that  the  4,000  miles  were  manufactured  and  laid  by  the  contractor 

in  the  short  space  of  fifteen  months,  and  during  the  same  time  the 

same  contractor  was  experimenting  in  laying  hemp-covered  cables 

in  the  Levant,  where  about  800  miles  were  lost. 

These  serious  failures,  involving  as  they  did  the  loss  of  about 

8,000  miles  of  cable,  in  so  short  a  time,  naturally  suggested  a 

thorough  investigation  of  the  whole  matter ;   therefore  a  joint- 

committee,  appointed  by  the  Lords  of  the  Committee  of  Privy 

YOL.  X,  23 
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Council  for  Trade  and  the  Atlantic  Telegraph  Co.,  was  formed  to 
inquire  into  the  construction  of  submarine  cables ;  and  I  believe 
the  arduous  labours  of  that  committee  did  much  for  the  ultimate 
success  of  submarine  telegraphy. 

In  June,  1859,  the  English  Government  ordered  1,200  nautical 
miles  of  cable  to  be  laid  between  Falmouth  and  Gibraltar. 
Engineers  and  electricians  were  appointed  to  inspect  the  manufac 
ture  of  this  cable.  Tlie  core  consisted  of  equal  weights  of  a  seven- 
wire  copper  strand  trebly  covered  with  gutta  percha  and  coropoimd, 
weighing  altogether  800  lbs.  per  mile.  This  core  was  covered  with 
tarred  yams  and  solid  iron  wires  in  the  ordinary  way.  Instruments 
were  practically  employed  for  measuring  the  electrical  qualities  of 
the  copper  and  gutta  percha  at  a  uniform  temperature,  and  the 
results  were  recorded  in  electrical  units.  That  is  to  say,  the 
specific  resistance  of  the  copper  and  gutta  percha  was  so  noted  that 
the  measurements  would  be  comparable  with  the  results  obtained 
during  manufacture  and  after  submersion.  The  core  in  suitable 
lengths  was  submitted  to  a  pressure  of  600  lbs.  to  the  square  indi, 
and  it  was  invariably  found  that  the  resistance  of  the  gutta  peroha 
increased  when  so  circumstanced.  The  gutta  percha  on  one  of 
the  coils  having  been  by  accident  pierced  through  to  the  conductor 
while  placing  it  in  the  pressure  tank,  it  was  found  that  the 
water  was  forced  along  the  strand  and  out  of  the  ends  which  were 
brought  through  stuffing-boxes  for  testing  purposes.  To  obviate  this 
in  future,  I  had  the  centre  wire  of  the  strand  passed  through  the 
compound  before  the  other  six  wires  were  laid  around  it.  This  had 
the  desired  effect,  as  water  at  a  pressure  of  1,000  lbs.  per  square 
inch  could  not  be  forced  through  six  inches  of  a  core  containing  a 
strand  so  constructed.  This  cable  was  also  coiled  into  water* tanks 
as  manufactured  ;  but  the  ships  engaged  to  lay  it  were  not  fitted 
with  tanks,  consequently  soon  after  shipmetit  of  the  tirst  section  an 
increase  in  the  resistance  of  the  conductor  denoted  an  increase  in 
the  temperature  of  the  cable,  which  was  found  to  arise  from  fermen- 
tation, but  whether  caused  by  the  hemp  serving  or  the  oxidation  of 
the  iron,  opinions  differed.  By  thermo-electric  measurements  it 
was  found  that  the  temperature  varied  from  84  to  62®  Fahr.  in 
different  parts  of  the  same  coil,  while  the  external  temperature 
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kepi;  uniform  at  60^.  It  was  thought  that  the  high  temperature 
might  have  permanently  injured  the  gutta  percha,  but  a  length  of 
core  taken  from  the  hottest  part  showed  no  signs  of  deterioration. 

Owing  to  the  delay  of  the  ships  the  season  was  too  far  advanced 
to  lay  it  where  first  intended ;  it  was  therefore  arranged  to  lay  it 
between  Bangoon  and  Singapore.  But  the  ship  carrying  the  first 
portion  came  to  grief  in  the  English  Channel,  and  eventually  it 
was  laid  in  three  sections  between  Malta  and  Alezaudria,  where, 
owing  to  the  shallowness  of  the  water  in  which  parts  of  it  were 
laid,  and  the  light  character  of  its  construction,  it  was  frequently 
out  of  order,  and  had  to  be  superseded  by  a  cable  which  was  laid 
direct  from  Malta  to  Alexandria  in  1868. 

In  December,  1860,  I  first  caUed  attention  to  the  fact  that 

mechanical  injuries  to  the  core  of  a  cable,  from  accident  or  other*' 

wise,  were  often  concealed  by  the  insulating  properties  of  the 

tarred  serving,  and  that  according  to  the  nature  of  the  fault  and 

the   amount  of  tar  so  was  the  period  of  the  concealment — a  fact 

sufficient  to  account  for  the  failure  of  insulation  of  so  many  cables 

after  they  have  been  laid  in  apparently  perfect    condition.     To 

obviate  this  I  advised  that  the  serving  should  be  saturated  with  a 

conducting  instead  of  an  insulating  preservative  fluid,  and  that  the 

core  should  be  always  kept  in  water  and  passed  direct  from  the 

same  to  the  iron-covering  machine,  where  the  presence  of  the 

wires  at  the  lay  plate  would  compress  the  serving,  and  force  the 

fluid  into  any  defect  in  the  gutta  percha,  and  immediately  develop 

the  same.    The  suggestion  was  readily  adopted,  and  soon  proved 

effective ;  since  then  tarred  serving  has  been  the  exception,  not 

the  rule. 

On  the  completion  of  the  first  Malta  and  Alexandria  cable,  the 
Government  ordered  one  to  be  laid  in  the  Persian  Gulf ;  but  before 
deciding  on  the  form  of  cable,  a  great  many  experiments  were 
made,  especially  on  the  electrical  and  mechanical  properties  of 
various  cores  consisting  of  gutta  percha  or  india-rubber,  pure  and 
simple,  or  compounded  with  other  substances.  Eventually  the 
one  selected  was  to  consist  of  a  segmental  copper  wire,  weighing 
225  lbs.  per  knot,  insulated  by  four  coverings  of  gutta  percha,  with 
the  compound  already  referred  to  applied  in  the  ordinary  way, 
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weighing  273  lbs.  per  knot,  the  total  weight  of  the  core  being  500 
lbs.  per  knot.  A  strand  and  solid  wire,  of  the  same  copper  and  of 
equal  weights,  under  the  same  conditions,  conduct  precisely  the 
same ;  but  in  lateral  induction  there  would  be  a  slight  dis* 
advantage  in  using  a  strand,  and  it  was  therefore  to  obtain  the 
mechanical  advantages  of  the  strand  and  the  electrical  advants^es 
of  a  solid  that  a  segmental  wire  was  proposed,  which  was  con- 
structed  of  four  copper  wires,  each  forming  the  segment  of  a  circle, 
drawn  into  one  copper  tube ;  but  the  mechanical  difficulties  in  the 
manufacture  were  so  great  that  it  was  abandoned  for  a  solid  wire 
before  the  completion  of  the  cable.  The  electrical  qualities  of  the 
core  were  tested  in  suitable  lengths  at  a  uniform  temperature  of 
75^  Fahr.,  while  under  a  pressure  of  twenty  atmospheres  per 
square  inch,  and  the  electrical  resistance  of  the  gutta  percha  in- 
invariably  increased  about  40  per  cent,  under  such  conditions,  but 
returned  to  its  normal  resistance  when  the  pressure  was  removed. 

The  now  well-known  accumulation  method  was  for  the  first 
time  applied  to  test  the  joints  in  this  core.  The  serving  was 
saturated  with  tan  water  instead  of  tar,  tallow,  etc.,  as  heretofore 
used,  and  the  served  core  was  coiled  in  water-tanks.  Twelve  iron 
wires  of  the  required  diameter  to  envelop  the  serving  when  laid 
helically  around  it  were  then  covered  with  two  layers  of  yams 
wound  in  opposite  directions. 

A  hot  bituminous  compound,  composed  of  Stockholm  tar, 
ground  silica,  and  pitch,  wajs  applied  with  each  covering  of  yam ; 
the  whole  passing  through  powerful  compressed  grooved  rollers, 
which  gave  it  a  smooth  black  surface.  As  manufactured,  it  was 
coiled  into  water-tight  tanks,  and  under  the  same  conditions  the 
1,450  knots  were  transported  in  four  sailing  vessels  and  laid  in  four 
sections  between  Kurrachee  and  Faa,  the  intermediate  stations 
being  Qwadir,  Mussendom,  and  Bushire.  The  very  satisfactory 
results  on  the  completion  of  this  cable  certainly  compensated  for 
the  great  amount  of  care  and  attention  which  had  been  bestowed 
on  its  selection,  manufacture,  and  laying. 

During  the  time  occupied  in  the  manufacture  and  laying  of 
the  last-mentioned  cable,  two  attempts  to  lay  specially-constructed 
cables  were  made  in  the  Mediterranean.     It  had  been  proved,  by 
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a  aeries  of  well-conducted  experiments,  that  if  hemp  yams  were 
placed  around  an  iron  or  steel  wire  at  a  certain  angle,  and  in 
certain  proportions,  the  breaking  strain  of  the  two  would  be 
greater  than  the  sum  of  their  separate  breaking  strains;  conse- 
quently an  ordinary  gutta  percha  core  was  surrounded  with  wires 
so  covered  with  hemp,  to  be  laid  between  Toulon  and  Algiers,  but 
owing  to  the  "springy"  character  of  the  cable,  and  the  incom. 
pleteness  of  the  paying.out  arrangements,  the  cable  broke  while 
being  laid,  and,  having  to  manufacture  new  cable  to  replace  the 
portion  lost,  it  took  twelve  months  to  complete  the  undertaking. 
The  other  experiment  was  with  130  knots  of  an  ordinary  gutta 
percha  core,  covered  with  yams  saturated  with  a  conducting  fluid, 
put  on  at  a  uniform  tension,  with  a  slight  twist,  and  then  covered 
with  a  continuous  tubular  metallic  casing,  which  was  applied  by 
winding  a  flat  ribbon  of  copper  in  a  helical  direction  around  it  in 
such  a  manner  that  the  edge  of  each  convolution  overlapped  that  of 
the  preceding  one.    The  whole  length  was  coiled  round  a  cone  on  a 
revolving  disc,  or  turntable,  fixed  in  the  hold  of  a  steamer,  and 
attempts  were  made  to  submerge  it  between  Oran  and  Carthagena, 
but  its  construction  proved  totally  unsuited  for  the  purpose,  as  did 
also  the  arrangements  of  the  revolving  disc  or  table,  and  the 
expedition  was  abandoned  after  having  lost  about  half  the  cable. 

Notwithstanding  these  and  other  failures,  sufficient  had  been 
successfully  accomplished  to  warrant  another  attempt  to  connect 
Ireland  and  Newfoundland,  for  during  the  five  years  which  had 
elapsed  since  the  last  attempt  great  improvements  had  been  made 
in  every  branch  of  submarine  telegraphy.  It  was  accordingly 
decided  to  manufacture  2,300  knots  of  cable,  consisting  of  a  core 
containing  a  seven-Mrire  strand  of  copper  weighing  300  lbs.  per 
knot,  covered  with  four  coverings  of  gutta  percha  and  four  of 
compound,  applied  alternately  to  a  diameter  of  *464,  and  weighing 
400  lbs.  per  knot,  the  total  weight  of  the  core  being  700  lbs.  per 
knot.  The  serving  was  ordinary  hemp  saturated  with  tan  liquor. 
The  external  protection  consisted  of  ten  solid  iron  wires,  each  sur- 
rounded  separately  with  Manilla  yams  covered  with  a  preservative 
compound  of  tar,  india-rubber,  and  pitch.  The  whole  cable  was 
coiled  in  three  separate  tanks  on  board  that  marvellous  conception 
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of  Brunei,  the  ^'Gvea4^  Eastern,"  and  the  expedition  started  in  the 
fummer  of  1865.  From  the  extraordinary  care,  even  to  the 
minutest  detail,  bestowed  on  all  connected  with  this  cable,  it  was 
believed  that  success  wcmld  be  the  reward  ;  but  during  the  mann. 
&cture,  coiling  on. board,  and  the  laying,  faults  occurred  in  the 
insulation  which,  wfaeii'faund,  suggested  the  horrible  thought  that 
the  hands  c^:  some  evihdisposed  person  or  persons  had  been  at 
work)  as  there,  was  the  undeniable  tact  that  some  blunt  instrument 
had  been  fenoed  between  the  wires  of  the  outer  covering,  through 
the  gutta  pescha  to  the.  conductor,  and  then  withdrawn.  One 
sach  faults  occurred  when  seventy.nine  knots  had  been  laid,  and 
ten  knots  had  to  be  pioked  up  to  remove  the  same.  Another 
similar  fault  developed  itself  when  750  knots  had  been  submerged, 
and.  thi^ -knots  had  to  be  picked  up  from  2,050  fathoms  to  remove 
it*  Another  fault  appeared  in  2,200  fathoms,  when  1,214  knots 
had  been  t  successfully  laidi;  but  this  was  never  found,  for  after 
picking  up  three  knot9  the  cable  parted,  and  the  end  of  the  sea 
portion  was  lost*  After  various  unsuccessful  attempts  to  recover 
it,  the  expedition  returned  home,  the  season  being  too  far  advanced 
to  allow-of  any  further  attempts  being  made  that  year. 
t  It  was  generally  admitted  that  had  not  those  mysterious  faults 
occurred  in  the  way  and  at  the  time  they  did,  there  would  have 
been  no.  difficulty  in  successfully  laying  the  cable  ;  and  therefore 
it  was  decided  that  1,(300  knots  of  new  cable  should  be  manufac. 
tured,  and  in  the  following  year  (1866)  another  trial  be  made 
to^onneet  Yalentia  and  Newfoundland,  and  that  then  an  attempt 
flbould  be  made  to  pick  up  the  lost  end  of  the  previous  year's  cable, 
aad'  complete  the  laying  of  that  cable  also.  The  1,600  knots  of 
new  cable  diffened  somewhat  from  the  former  one.  The  iron  wires 
were  mote  pliable,  were  galvanised,  and  no  compound  used  on 
them  or  their  jute  covering. 

■i  .The  core  of  these  cables  was  not  submitted  to  pressure  during 
the  electrical  tests,  for  in  no  instance  had-  pressure  developed 
&ttlts;  but  actual  experiments  proved  that  faults  which  would  be 
detected  under  pressure  .of  one  atmosphere  became  more  or 
less  concealed  according  .to  the  amount  of  pressure  applied.  The 
lesults  of  an  experiment  with  a  faulty  coil  is  given  in  the  following 
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tablOi  from  which  jou  will  more  easily  see  the  proportion  in  which 
the  resistance  increased  with  an  increase  of  pressure : — 

1     atmosphere  =  49  megohms  per  knot. 


17-5 

99 



51 

>> 

>* 

35 

»> 

= 

53 

99 

>l 

52-5 

J» 

= 

54 

»> 

M 

70 

>l 

= 

55 

>> 

9» 

87-5 

» 

^ 

57 

99 

>l 

105 

>» 

— 

58 

» 

If 

122-5 

>» 

= 

58 

>» 

>» 

140 

»> 

= 

63 

J> 

}t 

157-5 

1 

= 

64 

t« 

>» 

175 

» 

= 

90 

t» 

99 

183-5 

99 

=  ; 

115 

f* 

J> 

On  removal  of  the  pressure  the  resistance  suddenly  increased 
to  178y  then  gradually  began  to  fall»  and  at  the  end  of  seventeen 
hours  had  returned  to  its  normal  condition^  or  49  megohms.  If 
the  pressure  be  allowed  to  decrease  very  gradually,  it  is  very 
interesting  to  note  the  gradual  increase  in  the  resistance  until  the 
pressure  is  entirely  removed,  and  then  the  resistance  begins  to 
decrease ;  but  if,  as  stated,  the  pressure  be  suddenly  removed,  the 
resistance  as  suddenly  increases. 

Owing  to  the  hardness  of  the  iron  wire  used  in  the  cable  of 
1865,  its  adhesive  compound,  and  the  long  time  it  had  been  lying 
coiled  in  the  tanks  on  board  the  "  Great  Eastern,"  several  exciting 
scenes  occurred  while  submerging  that  portion,  from  the  layers  of 
cable  in  the  tank  sticking  together  and  becoming  entangled,  thus 
causing  what  are  technically  known  as  '*  foul-flakes;  "  but  with 
these  exceptions  nothing  could  have  progressed  more  favourably 
than  did  everything  connected  with  the  work  ;  and  after  fourteen 
days  and  nights  of  care  and  anxiety,  all  engaged  had  the  satisfaction 
of  knowing  that  their  labours  had  been  crowned  with  success. 
After  necessary  preparations  the  expedition  started  to  recover  the 
lost  end  of  the  1865  cable,  and  after  twenty  days  and  nights'  hard 
struggle  with  the  elements,  the  end  was  recovered.  After  speaking 
with  Valentia  and   ascertaining  the  electrical  condition  of  the 
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whole  length  to  be  perfect,  the  end  was  spliced  to  the  cable  on 
board,  and  paying  out  towards  Newfoundland  commenced.  All 
proceeded  well  until  within  a  few  hours  of  completing  the  laying, 
when  at  six  a.m.,  while  receiving  from  Yalentia  a  summary  of  the 
news  from  the  Times  of  that  morning,  a  sudden  fault  in  insulation 
occurred.  This  was  soon  found  to  be  on  board,  so  the  cable  was  cut 
and  respliced,  and  to  the  credit  of  all  be  it  recorded  that  in  less 
than  two  hours  the  fault  had  been  removed  and  paying  out 
recommenced.  At  five  p.m.  the  same  day  the  laying  of  this  cable 
was  also  successfully  completed.  It  was  fortunate  that  the  fault  of 
the  morning  had  been  detected  before  it  passed  out  of  the  ship,  for 
on  careful  examination  it  showed  that  one  end  of  a  broken  wire  in 
the  top  coil  had  by  some  means  got  bent  at  right  angles  and  had 
entered  the  coil  beneath,  and  the  pressure  caused  by  one  of  the 
tank  men  stepping  on  it  forced  the  wire  through  the  gutta  percha 
to  the  conductor.  As  this  fault  was  precisely  of  the  same 
character,  and  occurred  in  a  portion  of  the  same  cable,  as  those  of 
the  previous  year,  it  was  but  fair  to  assume  that  they  were  caused 
in  a  similar  way,  and  not  maliciously,  as  at  first  supposed. 

The  particulars  of  my  system  for  testing  and  working  these 
cables,  which  I  employed  during  the  laying  and  after  submersion, 
I  gave  in  the  paper  which  I  read  at  this  Society's  meeting  on  the 
12th  February,  1879,  and  which  is  published  in  the  Journal  of  our 
proceedings,  and  therefore  I  need  not  notice  it  further  here.  No 
doubt  the  laying  of  the  one  cable,  and  the  recovery  and  completion 
of  the  other,  were  the  crowning  achievements  in  submarine 
telegraphy,  and  gave  to  that  branch  of  our  science  an  impetus  that 
knew  no  bounds  until  all  civilised  countries  were  connected  tele- 
graphically as  one  nation.  At  the  present  time  there  are  at  work 
in  all  no  less  than  70,000  miles  of  submarine  telegraph  cables. 
Thirty-three  years'  experience  has  taught  us  that  neither  the 
electrical  nor  mechanical  qualities  of  either  gutta  percha  or  copper 
deteriorate  by  long  working  or  submersion,  and  also  that  the  iron 
wires,  when  properly  protected  from  oxidation,  retain  all  their 
original  qualities ;  consequently  the  best  form  of  a  submarine 
telegraph  cable  will  be  that  in  which  these  conditions  are  fulfilled. 

The  progress  in  the  perfection  of  all  instruments  and  appliances 
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connected  with  electric  telegraphy  is  so  well  shown  in  the 
Exhibition  which  has  brought  ns  together  here  that  I  need  not 
refer  to  them  now.  Although  I  have,  I  fear,  encroached  somewhat 
too  long  upon  jour  time,  I  feel  sure  you  will  in  conclusion  allow 
me  to  embrace  this  fitting  opportunity  of  acknowledging  the 
uniform  kindness  I  have  always  experienced  in  this  country, 
whenever  I  have  visited  it  upon  either  business  or  pleasure.  My 
first  visit  was  when  I  landed  at  Cape  Grisnez  on  the  completion  of 
the  experimental  line  in  1850,  after  an  exciting  day's  work  and 
eighteen  hours'  fasting.  I  have  at  the  present  time  a  vivid 
recollection  of  the  kindness  of  the  lighthouse  keeper,  who  not  only 
shared  with  me  his  frugal  meal,  but  rendered  all  the  assistance  he 
could  to  my  personal  wants. 

A  vote  of  thanks  having  been  accorded  to  Mr.  Willoughby 
Smith,  the  President  called  on  M.  Mercadier  for  his  paper. 

RADIOPHONIE. 
Par  M.  Mebcadieb  (Foreign  Member). 

M.  le  Ministre,  Messieurs, — J'ai  d'abord  i  adresser  un  double 
remerciment  h  la  Societe  des  Ingenieurs  electriciens  de  Londres^ 
pour  avoir  bien  voulu  me  demander:  d'abord  de  prendre  la  parole 
dans  une  pareille  assemblee,  et,  en  second  lieu,  de  trailer  ici  un 
sujet  se  rapportant  directement  aux  derniers  travaux  que  j'ai 
effectues,  et  qui  sont  relatifs  h  la  radiophonie.  Permettez  moi  de 
m'excuser  d'avoir  pris  ce  mot  que  j'ai  propose  il  y  a  quelque  temps, 
et  que  je  ne  me  serais  pas  permis  de  mettre  en  t^te  de  cette 
conference,  s'il  n'avait  ete  accepte  par  les  principales  personnes 
qui  se  sont  occupees  de  ce  sujet ;  en  particulier  et  tout  d'abord  par 
les  inventeurs  mdmes,  MM.  Q.  Bell  et  Tainter,  et  ensuite,  par 
M.  Preece,  autrefois  President  de  cette  Societe. 

Disposant  de  tres  peu  de  temps,  et  ne  voulant  pas  abuser  de 
celui  qui  m*est  accorde,  il  m'a  paru  impossible  de  traiter  ce  sujet 
en  le  developpant  historiquement,  ce  serait  trop  long ;  il  me  suffira 
de  dire  que  les  faits  dont  je  vais  parler,  en  les  resumant,  resultent 
des  travaux  qui  ont  ete  faits  simultanement  ou  presque  simultan^. 
ment  dans  plusieurs  pays.  Je  citerai  parmi  les  principaux  de  ces 
travaux : — 
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En  Amerique,  ceux  de  G.  Bell  et  Tainter,  qui  ont  cree,  on 
peut  le  dire,  cette  nouvelle  branche  de  la  physique ; 

En  Angleterre,  ceux  de  MM.  Tyndall,  Preece,  Sjlvanos 
Thompson,  Moser,  etc. ; 

En  Danemark,  ceux  de  M.  Rongten ; 

En  Suisse,  ceux  de  M;  Henri  Dufour. 

J'ajottterai  h  cette  liste,  si  vous  voulez  me  le  permettre, 

En  France,  les  quelques  travaux  que  j*ai  pu  effectuer  moi 
mtone. 

Depuis  environ  une  annee,  il  s'est  accumule  un  nombre  de  faits 
assez  grand  pour  qu'on  puisse  essayer  des  a  present,  h.  ce  qu'il  me 
semble,  d'en  faire  une  classification  au  moins  provisoire. 

J'ai  essaye  d'indiquer  cette  classification  sur  ce  tableau,  et  je 
vais  en  donner  les  bases.     D'abord,  la  definition  du  mot  lui  m£me. 

Classification  des  Phenomenes  Radiophoniques. 
/'Therinique    Thennophones  :  air  et  gaz,  vapeurs. 
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,  Si  on  veut  definir  scientifiquement  et  aussi  brievement  que 
possible  le  mot  "  Radiophonie,"  on  peut  dire,  que  ce  mot  comprend 
les  phenomenes  relatifs  ^  la  transformation  d'energie  radiante  en 
energie  mecanique  sous  forme  sonore.     C'est  je  crois  la  definition 

la  plus  breve  qu'on  puisse  en  donner,  mais  il  faut  Texpliquer.  A 
cet  effet,  si  Ton  considere  ce  qu'on  appelle  habituellement  une 
source  lumineuse,  cette  source,  qu'on  devrait  appeler  d'une 
maniere  plus  ^enerale  une  source  radiante,  est  gencralement  tres 
complexe :  elle  est  formee  ordinairement  d*une  infinite  de 
radiations,  dont  les  unes  sont  colorees  et  visibles  pour  Toeil, 
exer^ant  une  certaine  action  sur  la  retine,  et  dont  les  autres  ne 
sont  pas  colorees,  mais  n'en  existent  pas  moins. 

(On  projete  un  spectre  sur  un  ecran.) 
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II  y  a  (je  rappelle  ce  fait  bien  connu)  ^  gaudie  du  spectre 
d'une  source  des  radiations  invisibles  qui  out  des  proprietes  toutes 
specialeSy  il  y  en  a  ^  droite  egalement.  Chacune  de  ces  radiations 
▼isibles  ou  invisibles  (je  le  rappelle  rapidement)  possede  trois 
propriety  principales :  elle  est  chaude,  elle  est  lumineuse  et  elle 
peut  produire  des  effets  chimiques  ou  actiniques. 

Chacune  de  ces  radiations  visibles  ou  invisibles  est  donee  de 
ces  proprietes ;  mais  il  est  certain  que  les  effets  thermiques  sont 
concentres  dans  les  radiations  qui  avoisinent  le  rouge,  et  princi- 
palement  dans  les  radiations  invisibles  au  delh  du  rouge. 

Tout  le  monde  sait  qu'un  thermometra  promene  le  long  de  ce 
spectre  donne  un  maximum  dans  le  partie  invisible,  h  peu  pr^s  k 
I'endroit  que  j'indique  ;  d'autre  part,  les  radiations  visibles 
produisent  leur  effet  sur  la  rctine,  avec  un  maximum  qui  est  dans 
les  environs  de  Torange. 

Les  radiations  violettes  et  ultra. violettes  produisent  principale* 
ment  des  effets  chiminiques  ou  actiniques  avec  un  maximum  qui 
se  trouve  dans  le  spectre  invisible ;  de  telle  sorte  qu'on  peut 
adopter  au  moins  provisoirement  la  classification  suivante. 

Si  un  effet  quel  qu'il  soit,  je  ne  le  definis  pas  davantage  pour  le 
moment,  est  produit  principal  ement  par  les  radiations  rouges  et 
infrii-rouges  avec  un  maximum  i!i  Tendroit  que  j'ai  fixe  tout  h 
rheure,  on  peut  dire  que  cet  effet  est  un  effet  iJiermique;  si,  au 
contraire,  I'effet  auquel  je  fais  allusion  est  produit  principalement 
par  les  radiations  visibles  avec  un  maximum  aux  environs  de 
I'orange  et  du  jaune,  on  pourra  dire  quo  c'est  un  effet  lumineux, 
ou  ce  qui  vaudra  mieux  photique.  Enfin,  si  le  pheDomene  est 
produit  principalement  par  les  radiations  violettes  ou  ultr^-violettes 
avec  un  maximum  dans  la  region  invisible,  on  pourra  dire  qu'on 
aura  affaire  h  un  effet  chimique  ou  actinique.  Au  point  de  vue 
qui  nous  occupe,  si  on  peut  produire  de  la  radiophonie  ii  Taide  des 
rayons  dits  thermiques,  on  pourrait  appeler  provisoirement 
I'instrument  ou  appareil  qui  produirait  I'effet  radiopbonique, 
un  ^rmophone.  Si  I'appareil  produit  son  effet  dans  les  rayons 
lumineux,  on  pourra  Tappeler  photophone,  Enfin,  si  cet  appareil 
produit  ses  effets  radiophoniques  dans  la  partie  actinique  ou 
chimique,  on  pourra  Pappeler  actmophone. 
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Del^,  la  classification  que  voici.  Mais  cette  classification  ne 
comporte  pas  seulement  les  termes  dont  je  viens  de  parler.  En  effet, 
d*apres  I'examen  rapide  que  nous  ferons  des  ph^nom^nes,  nous 
verrons  que  la  transformation  d'energie  radiante  en  ^nergie  sonore 
qui  constitue  la  radiopbonie  pent  s'operer  de  deux  manieres ;  ou 
bien  directement  sans  intermediaire  d'oil  un  premier  genre  de  ph^no- 
menes  et  d*appareils  qu'on  pent  appeler  radiophones  directs. 
Mais  il  7  a  aussi  des  appareils  qui  produisent  la  radiopbonie 
iruUrectemeTitf  avec  la  necessite  d'intermediaires.  Ces  inter, 
mediaires,  on  pent  concevoir  qu'ils  soient  variaUes,  mais  actuelle- 
ment  on  n'en  connait  qu'un,  c'est  Tenergie  electrique. 

On  connait  des  appareils,  des  instruments  qui  transforment 
Tenergie  radiante  en  energie  sonore  par  Tinterm^diaire  de  I'eneigie 
electrique,  d'un  courant  electrique.  II  est  possible  qu'on  decouvre 
plus  tard  d*autres  agents  intermediaires ;  mais  pour  le  moment  on 
ne  connait  que  celui-l&.  D'ailleurs  cette  radiopbonie  indirecte  pent 
£tre  tbermique,  pbotique  ou  actinique  comme  la  radiopbonie 
directe. 

Si  nous  examinons  la  classification  inscrite  sur  le  tableau  nous 
pouvons  faire  les  remarques  suivantes. 

Dans  la  radiopbonie  directe,  nous  connaissons  dejk  des 
instruments  produisant  la  radiopbonie  tbermique,  ou  des  thermo- 
phones^  ce  sent  I'air  et  les  gaz. 

Nous  connaissons  des  radiopbones  lumineux  ou  des  photopJumes 
directs.  MM.  Bell  et  Tainter  out  cite  dans  leurs  memoires  le 
peroxyde  d'azote  et  la  vapeur  d'iode  (je  reviendrai  sur  ce  point 
tout  ik  rbeure) ;  mais  nous  ne  connaissons  pas  encore  de  radio- 
pbones actiniques  ou  des  actinophcnes ;  j'ai  quelques  raisons  de 
croire  qu'il  pent  en  exister;  j'ai  fait  quelques  experiences  k  ce 
sujet ;  mais  elles  ne  sent  pas  encore  assez  precises  pour  que  je 
puisse  rien  afiirmer. 

Quant  h  la  radiopbonie  indirecte,  nous  ne  connaissons  pas 
encore  de  radiopbones  tbermiques  indirects;  mais  il  existe  des 
radiopbones  lumineux,  des  pbotopbones  indirects,  ce  sont  les  pboto- 
pbones  decouverts  par  M.  0.  Bell,  des  pbotopbones  i,  selenium, 
auxquels  on  a  joint  maintenant  des  pbotopbones  ik  alliages  de 
selenium  et  tellure,  et,  enfin,  des  pbotopbones  ii  noir  de  fumee :  ce 
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8ont  les  seuls  qu'on  connaisse  actuellement.  Quant  a  la  radio* 
pLonie  indirecte  actinique,  on  n'en  connait  pas  encore  d'exemple. 
'Vous  Toyez  par  consequent  que  ce  tableau  presente  d'assez  grandes 
lacunes;  il  appartiendra  auz  physiciens  qui  voudront  etudier  ce 
sujet  de  le  completer,  mais  je  ne  puis  parler,  pour  le  moment,  que 
des  choses  qui  sent  connues,  et  je  laisserai  meme  de  cdte  les  faits 
douteux  en  les  indiquant  simplement.  Je  prends  done  pour  base 
cette  classifi(!ation,  et  je  vais  indiquer  d*abord  les  faits ;  ensuite, 
en  quelques  mots,  autant  du  moins  que  je  puis  le  connaitre,  le 
m^canisme  des  transformations ;  et,  en  troisi^me  lieu,  si  le  temps 
le  permet,  quelques  applications. 

D'abord  les  faits.  Je  considere,  en  premier  lieu,  la  radiophonie 
directe  et  en  particulier  la  thermophonie  directe. 

II  faut  divers  appareils  pour  la  realiser;  il  faut  prendre 
d'abord  une  source  radiante,  lumineuse  si  vous  voulez,  et  il  faut 
interrompre  les  radiations,  les  rendres  intermittents. 

Farmi  les  appareils  interrupteurs  qu*on  pent  employer.  Tun 
des  plus  simples  est  celui  que  vous  avez  sous  les  yeux ;  c'est  tout 
simplement  une  roue  en  verre,  sur  la  quelle  on  a  coUe  une 
bande  de  papier,  dans  laquelle  on  a  decoupe  avec  un  emporte. 
piece,  des  ouvertures.  On  pent  faire  plusieurs  series  d'ouvertures. 
Ici  il  y  en  a  quatre,  comprenant  40,  50,  60,  et  80  ouvertures :  c'est 
dans  le  but  de  pouvoir  obtenir  des  sons  formant  un  accord  parfait 
majeur :  on  pourrait  adopter  tout  autre  mode  de  division,  bien 
entendu.  Cette  roue  qui  est  mise  en  mouvement  par  un  moteur 
quelconque,  soit  h,  I'aide  d'une  manivelle  et  d'une  corde,  soit 
conune  nous  le  faisons  ici,  dans  le  pavilion  des  postes  et  tele, 
graphes,  avec  une  turbine  de  M.  Humblot,  soit  par  tout  autre 
moyen. 

Lorsqu'on  la  met  en  mouvement,  tantfit  les  radiations  passent 
ik  travers  les  ouvertures,  tantot  elles  sent  arr6tees  par  Tintervalle 
opaque  qui  les  separe,  par  consequent  en  faisant  tourner  la  roue 
plus  ou  moins  vite,  nous  avons  une  serie  d'intermittences  dont  le 
nombre  varie  avec  la  vitesse.  Si,  par  exemple,  nous  avons  80 
ouvertures,  et  si  nous  donnons  un  tour  par  seconde  h  la  roue,  nous 
aurons  80  emissions  de  lumi^re  et  80  interruptions. 

Maintenant  il  s'agit  de  re^evoir  ces  radiations  intermittents  sur 
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un  appareil  qui  permette  de  produire  les  sons.  Or  il  est  extr^ 
mement  simple  de  constniire  Tappareil  qui  peut  r&liser  un  therJ 
mophone.  II  y  en  a  de  plusieurs  formes,  je  vais  vous  indiquer  la 
plus  simple,  qui  me  parait  consister  dans  un  simple  tube  eu  verre, 
un  tube  h.  essais  de  chimie  ordinaire,  dans  lequel  on  renferme  un 
gaz.  Ce  gaz  peut  etre  Tair,  Tacide  carbonique,  le  protoxyde 
d'azotO;  peu  importe.  En  mettant  k  I'extremite  de  ce  tube,  un 
tuyau  en  caoutchouc  et  un  comet  acoustiqne,  il  suffit  de  le  placer 
derriere  le  faisceau  lumineux  intermittent,  d'ecouter^  et  on  eutend 
alors  des  sons  dont  la  hauteur  est  en  rapport  avec  le  nombre  dca 
ouvertures  qui  passent  dans  un  plan  vertical  par  seconde. 

Mais  si  on  veut  obtenir  des  effets  suffisamment  energiques,  un 
appareil  ainsi  construit  donne  des  resulcats  a^sez  faibles :  en  par- 
ticulier,  si  on  se  contente  de  prendre  un  tube  ilL  air,  il  faut  conserver 
le  silence  le  plus  profond,  et  employer  des  sources  energiques  pour 
obtenir  des  effets  sonores  suffisants.  Heureusemeni  il  est  tres 
facile  de  renforcer  les  sons  ainsi  prdduits  par  les  gaz  (je  dis  les  gaz, 
je  puis  ajouter  les  vapeurs  qui  produisent  les  m6mes  effets)  :  pour 
obtenir  ce  renforcement,  il  suffit  de  placer  h,  I'interieur  de  oe 
tube  une  substance  susceptible  d*absorber  energiquement  les  gaz 
et  les  radiations  thermiques.  Parmi  ces  substances,  on  peut  citer 
le  noir  de  fumee,  Tencre  de  Chine,  le  bitume  de  Judee,  le  noir  de 
platine  et  quelques  autres.  Pour  ajouter,  par  exemple,  ce  noir  de 
{um^e,  un  des  moyens  les  plus  simples  consiste  h  prendre  une 
substance  on  peut  dire  quelconque,  un  morceau  de  clinquant  de 
cuivre,  un  morceau  de  carton,  du  papier,  n'importe  quoi,  pourvu 
qu'on  puisse  I'enfumer;  et  pour  faire  I'appareil  (pcrmettez  moi 
de  le  construire  sous  vos  yeux),  il  suffit  de  passer  ce  morceau  de 
clinquant  sur  une  flamme  fumeuse,  sur  une  flanmie  de  lampe  h 
huile,  ou  ce  qui  est  encore  plus  simple,  sur  la  flamme  d'un  morceau 
de  camphre  allume;  on  enfume  le  clinquant  des  2  cdtes^  ou 
Tenfonce  dans  le  tube,  on  y  adapte  un  tube  en  caoutchouc,  et 
I'appareil  est  fait. 

Vous  le  voyez^  cela  n'offre  aucune  difficulte.  Eh  bien,  si  on 
compare  les  effets  produits  par  Pair  seul  avec  les  effets  produits 
par  Tair  qui  se  trouve  ainsi  en  contact  avec  le  noir  de  fumee,  il  y 
a  une  difference  d'intensite  considerable  que  je  ne  puis  pas  evaluer 
exactement,  mais  qui  est  au  moins  20  fois  plus  grande. 
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Maintenant,  il  s*agit  de  demontrer  que  cet  appareil  est  un 
thermcphone  oonformement  ^  mon  affirmation.  Pour  le  demon* 
trer,  rexperience  est  assez  simple,  il  suffit  de  faire  passer  a  travers 
la  roue  radiophonique  une  radiation,  et  puis,  avec  un  prisme  k  la 
maniere  ordinaire,  de  produire  le  spectre  de  la  radiation  et  de 
Tetaler. 

Bien  entendu,  il  faut  limiter  la  lumiere  par  une  fente,  ce  qui, 
malheureusement,  fait  perdre  beaucoup  de  lumiere  et  diminue 
beaucoup  rintensitx?  du  faisceau ;  il  en  rusulte  que  ces  experiences 
Ih.  ne  peuvent  Stre  faites  que  dans  un  laboratoire  tres  calme,  et 
dans  Tobscurite,  autant  que  possible.  II  suffit  alors  de  promener  le 
tube  le  long  du  spectre,  en  faisant  mouvoir  la  roue.  Mais  pour 
que  Pexperience  puisse  etre  faite  avec  beaucoup  de  precision,  on 
peut  remarquer  qu'il  n'est  pas  necessaire  de  prendre  des  tubes  de 
grand  diametre,  c*est  absolument  inutile ;  un  simple  tube  comme 
oelui  que  je  montre  ici,  lequel  a  i.  peu  pr^s  deux  millimetres  did 
diametre,  suffit  parfaitement.  II  y  a  Ih  dedans  un  petit  morceau 
de  clinquant  enfume,  et  cet  appareil  peut  itre  considere  comme 
tout  k  fait  analogue  h.  un  element  de  pile  thermo-i^lectrique  lineaire; 
car  on  peut  le  promener  le  long  du  spectre,  de  fa^on  h,  n'occuper 
que  0'002m.  £b  bien,  si  on  fait  cette  experience,  de  fa^on  k  avoir 
le  cornet  acoustique  a  I'oreille,  voici  ce  que  Pon  constate.  Danfi 
la  partie  ultra- violette  on  n'entend  absolument  rien  ;  il  en  est  de 
meme  pour  le  violet,  le  bleu,  le  vert,  et  le  jaune  (au  moins,  je  fais 
cette  restriction,  avec  le  soleil  de  Paris,  nous  aliens  voir  tout  k 
I'heure  ce  qui  se  passe  avec  le  soleil  de  Washington).  Avec  le 
soleil  de  Paris,  ou  avec  la  source  clectrique  lumineuse  la  plus 
intense  dont  j'ai  pu  me  servir,  on  ne  commence  k  entendre  un  e£fet 
qu*k  la  limite  de  Torange  et  du  jaune,  c*est.^.dirc,  k  peu  pr^s  k 
Tendroit  ok  commencent  precisement  les  effets  thermiques  du 
spectre.  L'intensite  sonore  augmente  au  fur  et  h  mesure  qu'on 
arrive  dans  le  rouge ;  dans  le  rouge  invisible,  elle  augmente  encore, 
et  Ton  arrive  k  un  maximum.  Or,  si  on  note  Tendroit  ok  se 
produit  ce  maximum,  ou  trouve  qu'il  coincide  avec  I'endroit  ok 
I'on  obtient  le  maximum  d'efifet  avec  un  pile  thermo-electrique. 
Si  on  continue  de  faire  mouvoir  Pinstrument,  I'effet  decroit  et  il 
decroit  precisement  comme  I'effet  thermique. 
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On  peut  done  dej^  conclure,  messieurs,  de  cette  experience,  qu'il 
est  infiniment  probable  qu'on  a  lii  un  appareil  thermophonique ; 
mais  on  peut  aller  plus  loin,  on  peut  faire  une  experience  extr£. 
moment  simple  qui  demontre  le  fait,  je  crois,  jusqu'ii  I'evidence. 
Cette  experience  consiste  h  produire  avec  ces  appareils,  un  effet 
veritablement  intense  avec  des  radiations  chaudes  tout  k  fait 
invisibles. 

A  cet  effet,  on  prend,  par  exemple,  un  disque  de  cuivre  qu*on 
peut  placer  devant  la  roue  toumante,  pour  remplacer  la  source 
lumineuse ;  on  cbauffe  cette  plaque  de  cuivre,  par  exemple,  avec 
un  bee  de  Bunsen  ou  avec  un  chalumeau  oxhydrique,  jusqu'ii  ce 
qu'elle  commence  h,  Stre  rouge  dans  Tobscurit^*  Alors,  on  entend 
des  sons  tres  intenses ;  on  eteint  la  source  calorifique,  la  plaque  se 
refroidit,  et  elle  iinit  par  devenir  presque  immediatement  invisible 
dans  robscurite.  Eh  bien,  on  continue  &  entendre  les  sons  avec  la 
mime  intensite.  Far  consequent,  une  plaque  chau£fee  ^  300^,  qui 
est  parfaitement  invisible  dans  Tobscurite  la  plus  complete,  donne 
des  radiations  que  produisent  sur  les  appareils  que  je  viens 
d'indiquer  des  sons  intenses. 

Je  crois  done  que  ces  experiences  suffisent  pour  prouver  qu'on 
a  bien  affaire  dans  un  instrument  de  ce  genre  h  un  veritable 
ihermjophone, 

Maintenant,  messieurs,  je  passe  des  thermophones  directs  aux 
pfaotophones.  MM.  Bell  et  Tainter,  dans  le  belles  Etudes  qu*ils 
ont  faites  sur  la  serie  des  gaz  et  des  vapours  qui  produisent  les 
effets  radiopboniques  ont  cite  dans  leurs  memoires  deux  gaz  qui, 
soumis  h  Texperience  dont  je  viens  de  parler,  avec  un  appareil 
analogue  a  celui-l^,  ne  sont  par  sensibles  aux  mimes  radiations. 
Par  exemple,  le  peroxyde  d'azote  donne  des  effets  sonores  dans  les 
radiations  lumineuses  avec  un  maximum  dans  le  bleu,  et  la  vapeur 
d'iode  donne  des  effets  sonores  dans  les  radiations  visibles,  avec  un 
maximum  dans  le  vert.  MM.  Bell  et  Tainter  ont  cite  aussi  quel- 
ques  autres  gaz,  mais,  cependant,  en  emettant  des  doutes,  de  sorte 
que  pour  le  moment,  en  fait  de  photophones  directs,  on  n'est  par. 
faitement  certain  que  de  ces  deux  gaz  :  le  peroxyde  d'azote  et  la 
vapeur  d*iode,  mais  il  est  possible,  il  est  probable  mime  qu'on  en 
trouvera  d'autres. 
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Enfin,  comme  je  Tai  d^jik  fait  remarquer  il  n'y  a  paa  d'actino* 
phones  diiects  pour  le  moment. 

Avant  de  passer  k  la  radiophonie  indirecte,  je  dois  faire 
remarquer  que  le  tableau  des  thermophones,  photophonea,  et 
actinophones  directs  ne  comprend  que  des  gaz  ou  des  vapeurs; 
il  n'y  a  ni  corps  liquides,  ni  corps  solides,  je  n'ai  pas  cru  devoir 
mettre  les  corps  liquides  dans  ce  tableau  et  voici  pourquoL 

Lorsqu'on  veut  faire  Texperience  sur  les  corps  liquides  (pro* 
jection  d*un  tube),  on  pent  s'y  prendre  de  la  mani^re  suivante; 
on  peut  prendre  comme  I'indique  cette  projection,  un  tube  comme 
celui-ci,  muni  de  son  tube  en  caoutchouc  et  du  comet  acoustique; 
on  peut  verser  h.  la  partie  inferieure  un  liquide,  de  sorte  qu*en 
chaufifant  legerement  si  c'est  n^essaire,  on  a  ii  la  partie  inferieure 
une  couche  liquide ;  au  dessus,  la  vapeur  de  ce  liquide  m^ngee 
plus  ou  moins  avec  de  I'air ;  puis  on  peut,  dans  la  partie  superieure, 
mettre  sur  le  bord  du  tube  une  morceau  de  clinquant  enfume. 

On  peut  exposer  la  partie  inferieure  aux  radiations  du  soleil 
ou  d'une  source  electrique ;  puis,  en  faisant  glisser  le  tube>  on 
peut  y  exposer  la  vapeur  et  puis  enfin  la  vapeur  avec  une  couche 
de  noir  de  fumee  derri^re  elle. 

Eh  bien,  si  on  emploie  la  lumi^re  electrique,.  on  ne  parvient 
pas  &  obtenir  des  effets  senaibles  dans  les  liquides,  du  moins 
M.  Tyndall  n*a  jamais  pu  en  obtenir,  moi  meme  j'ai  essay^  avec 
du  soleil,  mais,  je  le  repete  avec  le  soleil  de  Paris,  je  n'ai  jamais  pu 
obtenir  aucun  efifet  dans  aucun  liquide. 

MM.  Bell  et  Tainter  dans  leurs  memoires,  citent  un  certain 
nombre  de  liquides,  mais  avec  la  plupart  d'entre  eux  lis  n'ont 
pu  obtenir  d'e£fets :  cependant,  ils  citent  en  particulier  Tether 
sulfiirique  comme  un  liquide  donnant  (sous  I'influence  des  radiations 
du  soleil  de  Washington,  c'est-^-dire,  dans  une  radiation  extreme- 
ment  energique  dont  nous  ne  jouissons  jamais  ici  malheureuse. 
ment),  des  effets  excessivement  faibles,  mais  distincts.  D^-lors, 
messieurs,  du  moment  qu'il  est  absolument  necessaire  d'avoir  une 
radiation  aussi  energique  que  celle  que  citent  MM.  Bell  et  Tainter 
et  qu'on  n'atteint  avec  cette  radiation  que  des  effets  extrdmement 
faibles,  il  nous  semble  qu'il  reste  certains  doutes  sur  les  r^sultats. 
Bemarquez,  d'ailleurs,  que  lorsqu'on  soumet  un  liquide  comme 
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r^thrt  salfiurique'B.ux  radiations  tr^  intenses  du  Boleil,  il  eat  cer. 
tain  qu'une  portion  de  Tether,  lequel  bout  vers  35^  86  vaporise  de 
sorte  qu'il  pent  y  avoir  entre  le  tube  et  le  liquide  une  couohe  de 
gaz^  et  il  serait  fort  possible  que  ce  fdt  cette  couche.  de  gaa  q« 
dooA&t  les  sous  extremement  faibles  qu'on  obtient  dans  ce  cas  liL 
Quoiqu'il  en  soit  la  question  xn'a  paru  assez  douteuse  pour  que  je 
ne  croie  pas  qu'on  puisse, — k  moins  d'experienoee  plus  ooncluantes 
et  plus  nouvelles, — placer  les  liquides  dans  cette  oategoiie. 
•  Quant  aux  corps  solides,  il  est  certain  que  lorsqu'on  expose,  un 
corps  solide  h,  des  radiations,  on  obtient  des  effets  sonores.  Mais 
quelle  est  le  cause  de  ces  efifets  ?  Ici  il  s'est  eleve  une  discussion 
entre  M.  Freece  et  M.  BelL  M.  Bell  affinnait  que  lorsqu'un  corps 
solide  est  souxnis  aux  radiations^  il  vibre  par  Ini  mSme.  M.  Pteeoe 
qui,  je  croist  est  eniX)re  dans  le  jEu^me  ordre  d'idees,  pensaitque  ces 
effets  etaient  diis:^  la  eouche  de  ga2  qui  est  en  contact  avec  le  corps 
solide,  ainsi  que  je  Tavais  indique  des  le  mois  -de  Decembre,  1880. 

Je  ne  puis  pas,  malheureusement,  le  temps  dent  je  dispose  ne 
me  le  permet  pas,  donner  des  details  sur  cette  disoussion  tr^  in- 
teressante,  mais  oomme  j*ai  fait  des  experiences  nombreuses  k  ce 
sujet,  je  crois  que  lorsqu'un  corps  solide  est  soumis  ii  une  radiation 
intermittente,  si^ce  fcorps  vibre  par  lui  mfime  conformement  ii  une 
tbeorie  qui  a  ete  emise  par  lord  Baleigh,  la  vibration  est  infinimeat 
petite  par  rapport  ik  celle  qui  est  due  aux  gaz  en  contact  avec  le 
corps ;  de  telle  sorte  que  dans  VeBkt  sonore  produit,  .il  pent  j  avoir 
une  portion  qui  est  due  au  corpsvsolide^  mais  cette  portion  est  in. 
finiment  petite  eu  %ard  k  Tautre. 

Done,  dans  Tetat,  la  question  reste  au  moins  douteuse^  et  c'est 
pour  cela  que  je  n'ai  pas  mis  les  corps  soJides  dans  cette  classifies 
tion,  qui  du  reste,  comme  je  Tai  dejk  dit,  est  absolument  protisoire, 

Cda  pose,,  je  passe  aux  instruments  produisant  la  radi(^>honie 
indirecta  Comme  vous  le  voyez^'nous  n'avons  pas  encore  des 
radiophones  indirects  thermiques,  nous.n'en  connaissons -pas ;  mais 
nous  connaissons  des  radiophones  indirects  lumineux,  des  photo* 
phonea  produisant  la  transformation  d^energie  radiante  en  energie 
wmore  par  Tinterxnediaire  d'un  courant  ^ectrique.  Pour  produiB 
cet  effet,  le  premier  qui  ait  ete  deoouvert  par  MM.  G.  Bell  et 
Tainter,  Tappareil  est  extrSmement  simple:  il  suffit  de  prendre 
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comme  transmetteur  la  roue  ordinaire,  la  roue  radiophonique, 
et  comme  recepteur  plusieurs  corps,  et  d'abord  le  selenium. 

La  sensibilite  du  selenium  sous  I'influence  des  rayons  lumineux 
a  ete  d^couverte  par  M.  Willoughby  Smith,  etudi^e  par  lui  et  puis, 
par  plusieurs  autres  observateurs,  MU.  le  professeur  Adams, 
Sale,  lord  Bosse,  W.  Siemens  qui  a  jete  beaucoup  de  lumiere  sur 
cette  question,  et,  enfin,  dans  ces  derniers  temps,  par  M.  Bell  qui  a 
trouve  moyen  de  constater  la  sensibility  du  selenium  sous  Tinfluence 
de  I'energie  radiante  (je  laisse  le  terme  vague)  en  rendant  les 
radiations  intermittentes,  et  en  substituant  ik  Temploi  du  galvano- 
metre  comme  moyen  d'etude  I'emploi  du  telephone. 

Si  Ton  prend  un  recepteur  h  selenium  que  je  vais  decrire  tout 
^  rheure,  et  si  on  le  place  derri^re  une  radiation  intermittente 
produite  par  cette  roue ;  si  on  met  cette  plaque  de  selenium  dans 
le  circuit  d'une  pile  et  qu'on  intercale  dans  ce  circuit  xm  telephone, 
toutes  les  fois  que  les  radiations  lumineuses  tombent  sur  le 
selenium  il  se  produit  un  effet  sur  le  mecanisme  duquel  je 
reviendrai  tout  h  I'heure  si  le  temps  me  le  permet, — qui  n'est  pas 
encore  tr^s  connue, — mais,  enfin,  en  vertu  duquel  les  choses  se  pas- 
sent  comme  si  Tintensit^  du  courant  variait.  II  en  resulte  dans  le 
t^ephone  des  rariations  correspondanteS|  et  le  telephone  reproduit 
les  sons  comme  le  faisait  tout  &  Theure  le  thermophone.  Ainsi,  une 
radiation,  une  roue  toumante,  un  recepteur  en  selenium  que  je 
vais  indiquer,  un  courant  electrique  dans  lequel  se  trouve  un  pile 
et  un  telephone,  voil^  Tappareil  qui  constitue  le  photophone  ik 
selenium. 

II  y  a,  messieurs,  plusieurs  formes  de  ces  recepteurs :  celle  qu'a 

decrite  M.  Bell  est  un  peu  compliqu^e.  A  I'ecole  superieure  de 
telegraphie,  nous  employons  pour  ces  etudes  des  recepteurs  qui 
sent  plus  simples  que  ceux  qui  ont  ete  indiqu^  d'abord,  plus  faciles 
ik  construire,  et  surtout  tres  faciles  ik  reparer  lorsqu'ils  viennent  ^ 
se  d^teriorer.  On  va  projeter  sur  le  tableau  I'image  d'un  de  ces 
recepteurs. 

(On  projete  le  dessin  d'un  recepteur.) 
Comme  on  le  voit,  ce  recepteur  se  compose  de  deuz  tiges  en 
cuivre  reli^  Pune  ik  I'autre  par  deux  vis  isolees  par  un  cylindre 
d'ivoire  et  d'un  bloc  de  metal  et  de  papier. 
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Pour  le  former,  on  prend  deux  lames  de  clinquant  de  mati^reB 
diverses  qu'on  enroule  en  les  separant  par  du  papier  parchemin 
qui  les  isole,  de  telle  maniere  que  les  lames  ne  communiquent 
qu'avec  les  tiges  exterieures. 

Lorsqu'on  a  enroule  ainsi  cet  appareil  sur  lui  mSme,  ou  le  met 
dans  un  etau,  on  lime  avec  beaucoup  de  soin  les  2  surfaces,  en 
s'assurant  qu'il  n'y  a  pas  de  communication  entre  les  spires  pro- 
duite  par  des  grains  de  limaille.    On  effectue  ensuite  le  seleniage, 

A  cet  e£fet,  on  place  le  r^cepteur  sur  une  plaque  de  cuivre,  on  la 
chauffe  soit  avec  un  lampe  ik  alcool  soit  avec  un  bee  Bunsen ;  puii, 
on  prend  im  crayon  de  selenium  sous  la  forme  oh  on  le  trouve  dans 
le  commerce,  c'est-^-dire,  sous  la  forme  de  cylindre  et  on  I'appuie 
sur  Tappareil.  Lorsqu'on  a  atteint  la  temperature  d'environ 
217^  le  selenium  commence  ik  fondre :  ^  partir  de  ce  moment  lit 
il  suffit  de  le  promener  8  ou  10  fois  k  la  surface  de  I'appareil, 
d'eteindre  la  flamme,  et  de  laisser  refroidir.  L'appareil  se  trouve 
ainsi  termine.  Tune  des  surfaces  se  trouve  recouverte  d'un  couche 
de  selenium  excessivement  mince,  et  cette  operation  tr^s  simple 
Buffit  pour  constituer  le  photophone.  Maintenant,  si  on  veut 
conserver  cette  couche  et  la  mettre  ^  Tabri  des  accidents,  ou  pent 
la  vemir  ik  la  gorame  laque  de  fa9on  h  conserver  I'isolement  de  la 
seconde  face  et  de  conserver  intacte  la  surface  en  selenium. 

Je  dois  dire  que  quant  h.  la  nature  du  metal  qui  constitue 
comme  les  armatures  de  cette  sorte  de  condensateur,  beaucoup  de 
metaux  donnent  de  tres  bons  effets.  Je  citerai  le  laiton,  le  cuivre 
rougO}  le  fer  et  le  platine  qui  donnent  des  e£fets  excellents ;  avec 
Targent,  il  ne  m'a  pas  ei6  possible  de  constituer  une  r^cepteur  i, 
selenium,  et  je  crois  que  cela  tient  ^  ce  que  Targent  attaque  ^ner- 
giquement  le  selenium  et  le  s^leniure  d'argent  produit  est  trop 
bon  conducteur  de  Telectricite.  Avec  I'aluminium  qui  serait  tr^ 
commode  pour  construire  ce  recepteur,  on  ne  pent  pas  davantage 
avoir  d'effets,  mais  ici  c'est  par  une  raison  inverse,  cela  tient  ^  ce 
que  selenium  n 'adhere  pas  du  tout  &  la  surface,  sur  laquelle  il  se 
depose  en  gouttes  huileuses :  mais  enfin  nous  employons  couram. 
ment  la  platine,  le  laiton,  le  cuivre  rouge.  Je  ferai  une  remaique 
sur  ces  appareils.  Suivant  la  maniere  dont  on  les  selenie,  suivant 
r^paisseur  de  la  couche  qu'on  met  sur  l'appareil  on  pent  obtenir 
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(et  cela  est  tres  important  pour  les  applications)  dee  r&istances 
electriques  de  la  couche  de  selenium  extremement  variables ;  on 
pent  obtenir  des  photophones  de  ce  genre  dont  la  resistance  pent 
varierde  3,000  k  300,000  ohms,  et  qui,  neanmoins,  avec  une  pile 
tr^s  faible  de  3,  4,  ou  5  elements  Leclanche  donnent  de  bons  r^. 
sultatSy  c'est  une  propriete  qui  pourra  servir  de  base  ik  des  appli- 
cations qui  me  paraissent  tres  importantes. 

A  present,  messieurs,  il  s*agit  de  demontrer  que  cet  instrument 
ainsi  construit  est  bien  un  photophone  et  non  pas  un  thermaphone^ 
Eh  bien,  pour  le  demontrer,  on  pent  faire  avec  cet  appareil  la 
mSme  experience  que  celle  que  j'ai  indiquee  k  I'aide  du  petit 
element  thermophonique. 

En  effet,  il  en  facile  de  remarquer— et  ceci  est  encore  tr^ 
important  pour  les  applications — qu*il  n'est  pas  necessaire  d'illu- 
miner  la  surface  enti^re  d'un  element  de  ce  genre  pour  produire 
Teffet  sonore;  il  suffit  d'en  illuminer  un  ou  deux  millimetres 
Carres.  Par  consequent,  on  peut  avec  du  papier,  avec  un  corps 
opaque  recouvrir  presque  completement  la  surface,  de  fa^on  h  ne 
laisser  libre  qu'une  bande  etroite  de  selenium.  On  peut  promener 
eusuite  cette  baude  de  selenium  le  long  du  spectre  pourroir  quelles 
sont  les  radiations  qui  agissent.  Lorsqu'on  fait  cette  experience 
voici  ce  que  Ton  constate, — au  moins,  je  fais  toujours  cette  reserve, 
avec  le  soleil  de  Paris  et  avec  la  lumiere  electrique  telle  qu'on 
peut  Tobtenir  ici, — on  constate  que  dans  Tultr^-violet  et  le  violet 
on  n'obtient  pas  de  sons  perceptibles :  le  son  commence  ^  la  limite 
du  violet  et  de  Tindigo ;  dans  le  bleu,  il  augmente  d'intensite,  et 
peu  &  peu  on  arrive  a  un  maximum  dans  le  jaune  orange.  Puis,  ik 
partir  de  Torange,  le  son  decroit  et  termine  avec  le  rouge. 
Je  n'ai  jamais  pu  obteniri  jusqu'ici,  de  sons  perceptibles  au  deU 
de  la  partie  visible.  II  en  resulterait  alors  que  Tinstrument  est 
un  photophone,  puisque  les  seules  radiations  qui  agissent  sur  lui 
sont  des  radiations  lumineuses. 

M.  Bell  a  repris  ces  experiences  et  il  a  constat^  une  leg^re 
difference  entre  les  r^sultats  qu'il  a  obtenus  et  ceux  que  j'indique 
ici,  mais  la  difference  est  extremement  faible.  M.  Bell  n'a  fait 
Texperience  qu'avec  le  soleil  intense  de  Washington  qui  est  a  peu 
pr^  analogue  h  celui  d'Algerie  ou  du  Maroc.    Eh  bien,  avec  ce 
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soleil,  M.  Bell  a  trouve  egalement  que  rinstmment  n*etait  sensible 
que  dans  les  radiations  lumineuses ;  seulement,  oomme  la  source 
avec  lequelle  il  opere  est  plus  intense  que  la  mienne,  il  a  constate 
que  le  maximum  se  d^place  leg^rement  vers  le  rouge  mais  il  n'a 
pas  obtenu  de  son  dans  le  rouge  invisible,  il  a  constate  en  outre, 
que  les  radiations  actives  s'^tendaient  un  peu  dans  le  violet.  II 
n'en  resulte  pas  moins  que  les  deux  genres  d*experiences  sont  con- 
cordantes  pour  montrer  que  les  radiations  actives,  ici,  sent  les 
radiations  lumineuses.  Done,  on  a  afiSskire  ici  i^  im  veritable  photo- 
jphone. 

Maintenant,  au  lieu  de  prendre  du  selenium,  on  pent  prendre 
des  alliages  de  selenium  et  de  tellure. 

Je  n*ai  par  experimente  ces  alliages,  je  ne  peux  done  pas  en 
parler,  mais  on  peut  employer  un  corps  tres  singulier ;  le  noir  de 
fumee,  dont  je  parlais  tout  ik  Theure  comme  substances  renfor^aixte 
dans  le  thermophone. 

Lorsqu'on  constitue  un  recepteur  photophonique  au  noir  de 
fumee,  lojsqu  on  fait  passer  un  courant  electrique  ^  travers  le  noir 
de  fumee,  il  est  sensible  h  Taction  des  radiations. 

Je  vais  projeter  le  recepteur  au  noir  de  fumee  q^i  a  ete 
imagine  par  M«  Bell  (c'est  le  recepteur  primitif ),  il  se  compose 

(On  projete  I'image  de  ce  recepteur.) 
tout  simplement  d'une  lame  de  verre  argentee,  sur  laquelle  on  a 
enleve^  avec  la  machine  &  divisor  Targent,  de  fa^on  h  former  des 
zigzags:  il  en  resulte  que  la  plaque  se  trouve  divisee  en  deux 
regions,  la  region  de  droite  separee  compl^tement  de  la  region  de 
gauche. 

Cela  fait,  on  enfume  cet  appareil,  on  le  recouvre  de  noir  de 
fumee,  et  alors  le  courant  electrique  ne  peut  passer  d'une  region  ii 
Tautre  qu'on  traversant  le  noir  de  fum^e.  Mais  ces  repepteurs 
sent  assez  fragiles.  Quand  on  a  ii  sa  disposition  un  r^pteur 
photophonique  comme  celui  que  je  viens  de  decrire,  rj^n  n'est  plus 
simple  que  d'en  faire  un  recepteur  ^  noir  de  fimiee.  II  suffit  de  le 
promener,  tout  simplement,  comme  je  le  faisais  tout  h  Theure 
pour  le  thermophone,  sur  une  flamme  fumeuse,  de  telle  sorte  qu*on 
peut  avoiri  avec  cet  appareiUU,  d'un  cote  une  face  seleniee,  et^  de 
I'autre  c6t^,  une  plaque  enfumee ;  et  alors  en  les  exposant  aux 


1881.]  BADIOPHOKtE.  Stf 

radiations  taiit6t'saruae  face  et  tatit6tsur  Pautrd,  oti  ^tit  cjiom* 
parer  ainsi  trds  facilement  les  efiets  du  noir  de  fttnn^^  aVdc  IdB  eflMs 
da  selenium.  Bh  bien,  on  constate  par  ce  moyen,  ^e^  lesisffets 
dii  noir  de  fumee  sent  tout  i  fait  analogues  ik  oetuc  du  sA^niutny 
seulemeht  il^  sont  beaucoup  moins  intenses,  "^ie^  telle"  fiorte  qil*^ 
si  on  a  intftrCt,  pour'  des  applidations,  h  se  ^rtit  de  r^pte«R« 
intenses,  11  faut  employer  le  selenium.  II  n'y  a  pas  de  doute'if 
cet^d. 

Uaintenant,  messieurs,  je  passe  ik  la  seconde  pattie  de  ma  t&ohei 
et  je  dirai  un  mot  tres  court  sur  le  m€canisme  des  transforuKatioi&s 
qtii  se  produisent,  Idrsqu'une  radiation  intermittente  tombe  stir  Vmk 
des  recepteurs  d^crits.  ,  . ,     -. 

'  Oommen9onS'  psir  les  th^rmophones.'  Qae  se  produit.il  (pitaad 
Us  Vibrent  t  II  me  paralt  trident  qu^/  du  moment  que  rin^trumeftt 
n'est  sensible  qu'auz'radiatibiiB  tbermiqties,  ilei^  nlBiturel  d'admettte 
que'le  gaz  oti  la  vapeut  se  trouve  ecbauff^  lorsque  les  radiatiofiB 
passent  ^  trarers  les  ou^ertures  d6  la  t^ue  Interruptrioe ;  ^'il«e 
refroidit lorsque  les  radiationi^  sent  ^teintes,  de  telle  sortequ'dfi 
a  des  alternatives  trte  rapidesd'ifohauffenifezrt  et  de'refroMisseaaMin!^ 
paV  consequent  production  de  vibrations  de' la  fa^on  bien  oomioe 
eii' acotistique.  '  '"    "         "     ^' 

'  Bans  cette  maniire  dc  voir,  le^  noir  de' fumee  et  lesmfbstsasoifff 
de  ce  genre  agiraient  en  tondensaiitune'  couche  de  gaz  et  in 
absorbant  ^nei^giquement  les  radiations  thermiques  de  fa^on  'ir 
augmenter  seulement  Teflfet  prodult.  Oette  mani^rsd'etpli^uer 
le  ph^nom^ne;  si  elle  est  vraie,  doimO  comme  Oons^ence  qii'uii 
tube  de  cette  nature  ne  doit  pas  differer,  au  fond;  d*un  tttysLV 
sonore  ordinaire.  O'est  en  effet  ce  qui  a  lieu,  et  je  vais  revenif 
sur'  ce  point  tout  &  Theure.  '  Mais  atrpamvant,  je  d^re  parlet* 
(je  s^ftai  tr^s  bref  et  ponr  cause)  du  mecanfame'  de'-la'^traVLsformiaJ 
tioxi  qtd  se  product  dans  le  ca[s  du  phbtOphbne  ^'s^&ntim  otdiiiaii^; 
Ibi'pliisieurs  opinions  sont  en  pr^ence:  celled^  Ml  ie  profei^uir 
Adams  qui  admet  qu*il  se  produit  1&  une  idtce  flectto:motri6^ 
pMiculi^re ;  celle  de  M.  Siemens  qui  admet  qu^il  se  pitoduit  un^'^ 
Variation  de  c6nductibilit6'dans  la  plaque  de  Belgium,  et,  isAflh;* 
ttne  troisi^tfle  opinion  qui  a  ite  dmise  r^ceiiimant  par  M.  Mbser,  eif 
yertu  de  laquelle  la  plaque  agit  par  son  contact  imparfait  avec  les 
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spires  metalliquesy  de  telle  sorte  que  Tappareil  oonstitaerait  une 
sorte  de  microplione  loisqu^il  serait  frappe  par  les  radiations 
intermittentes.  Je  n'ai  pas  pu  encore  etudier  suffisamment  cette 
questioiiy  par  consequent  je  ne  puis  pas  donner  mon  opinion; 
j'ignore  encore  quelle  est  celle  de  ces  trois  opinions  qui  est  la 
vraie,  ou  bien  si  elles  sent  yraies  toutes  les  trois,  ce  qui  pourrait 
bien  £tre. 

Enfin,  messieursi  pour  terminer  ce  discours  un  pen  trop  long, 
je  voudrais  indiquer  tr^s  rapidement  des  applications  que  peuvent 
avoir  les  appareils  de  ce  genre.     Nous  sommes  auj'ourd'hui  k  une 
^poque  oiiy  lorsqu'on  pr^nte  un  appareil,  un.  instrument,    on 
^prouve  le  besoin  de  dire  :  i  quoi  cela  pent  il  servir  ?  et,  dans  les 
experiences  que  nous  faisons,  d'apr^  les  ordres  de  M.  le  Ministre 
des  postes  et  telegrapbes,  dans  le  pavilion  reserve  au  Ministere 
dans  rExposition,  cbaque  fois  que  nous  montrons  au  public  des 
ph^nom^nes  de  ce  genre,  sur  dnquante  personnes,  il  y  en  a  quarante- 
huit  qui  disent :  ik  quoi  cela  peut.il  servir?    Je  sais  bien  que  des 
questions  de  cette  nature  ne  sent  que  d'ordre  secondaire  pour  une 
assembl^e  comme  celle-ci.    Cependant  il  n'en  est  pas  moins  vrai 
que,  si  on  pent  trouver  des  applications  pratiques,  industrielles,  de 
ph^nomenes  qui,  jusqu'ici,  paraissent  renfermes  dans  le  domaine 
scientifique,  c'est  un  avantage  qu'on  est  en  droit  de  rechercher. 
Eb  bien,  je  crois  qu'il  y  a,  d'ores  et  dej^,  plusieurs  applications 
possibles  de  ces  pbenom^nes,  et  des  applications  de  divers  genres. 

Permettez  moi  d'abord  de  vous  signaler  une  application 
d'ordre  scientifique,  mais  qui,  cependant,  pourrait  avoir  une 
valeur  pratique :  et  peut-fitre  mime  i  propos  des  travaux 
qu'e£fectuera  la  commission  internationale  des  unites  ^ectriques, 
car  elle  sera  probablement  amenee  h  determiner  I'equivalent 
m^canique  de  la  cbaleur.  Eh  bien,  reprenons  un  tube  thermo- 
pbonique.  Je  viens  de  dire  tout  ^  Theure  que  ce  tube  ne  devait 
pas  differer  d*un  tuyau  sonore :  il  ne  doit  y  avoir  entre  eux  qu  une 
seule  difference :  au  lieu  de  percer  une  embouchure,  et  Tinsuffler 
dans  le  tube  thermopbonique  un  courant  de  gaz  ou  un  courant 
d'air  pour  le  faire  runner,  on  Texpose  simplement  aux  effets  d'une 
radiation  lumineuse.   II  doit  done  se  produire  dans  le  thermophone 
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des  vibrations  analogues  h,  celles  qui  se  produisent  dans  un  tuyau 
d'orgne  ordinaire.  Effectivement,  avec  un  thermophone,  on  peut 
affirmer  qu'il  est  possible  de  reproduire  toutes  les  experiences  que 
Ton  fait  d'habitude  sur  les  tuyaus  sonores ;  je  yous  citerai  en  parti- 
culier  les  experiences  de  Dulong.  On  peut  disposer  un  long  ap. 
pareil  de  ce  genre,  de  fa^on  ^  le  former  &  un  bout  par  une  petite 
lame  de  mica,  ik  lui  adapter,  par  exemple,  un  cornet  acoustique 
pour  pouYoir  entendre  les  sons  qui  sont  produits  ik  Tint^rieur. 
Quand  on  Tattaque  avec  une  radiation,  on  peut  entendre  les  sons. 

Si  alors  on  y  enfonce  un  piston  muni  d'une  longue  tige,  cLe 
fa^on  ik  pouYoir  le  promener  le  long  du  tube,  quand  on  produit  les 
sons,  et  qu'on  enfonce  le  piston  dans  le  tube,  il  arrive  un  moment 
oii  les  sons  cessent  compl^tement ;  si  on  continue  h  enfoncer  le 
piston,  les  sons  recommencent  en  augmentant  d'intensite ;  on 
arrive  ik  un  maximum  et  puis  on  trouve  un  second  point  oii  le  son 
disparatt.  On  a  done  ainsi  deux  noeuds  et  un  ventre  de  vibration, 
comme  dans  les  tuyaux  sonores,  et  ils  sont  identiques,  car  si  on 
mesure  la  distance  entre  les  2  noeuds,  on  retrouve  }b.  demi. 
longueur  d'onde  relative  h  la  propagation  du  son  dans  Tair* 
II  en  resulte  qu'on  peut  determiner  la  vitesse  du  son  ^  Taide  de  ce 
tube,  et  comme  il  n'y  a  pas  ici  d'embouchure,  et  par  suite  les 
perturbations  qui  en  resultent,  on  est  en  droit  de  penser  que  les 
experiences  de  Dulong  pour  determiner  la  vitesse  du  son  pourront 
se  faire  dans  un  tuyau  thermophonique  avec  plus  d'exactitude 
qu'avec  les  tuyaux  ordinaires.  On  peut  d'ailleurs  enfermer  dans 
ce  tube  des  gaz  quelconques,  on  peut  les  chauffer  ^  une  tempera, 
ture  bien  specifiee  et,  par  consequent,  essayer  de  determiner  ainsi 
la  vitesse  du  son  dans  des  gaz  ou  des  vapours  ^  pression  et  & 
temperature  variables,  et  comme  Tequivalent  mecanique  de  la 
chaleur  est  lie  ^  cette  question,  il  est  possible  (je  pose  ici  un 
point  d'interrogation)— il  est  possible  qu'un  appareil  de  ce  genre 
puisse  permettre  d'effectuer  cette  determination.  Ceci  consti^ 
tuerait  une  application  d'ordre  scientifique. 

En  voici  une  seconde  d'un  autre  ordre.  Lorsqu'on  examine 
ce  qui  se  passe  avec  des  roues  interruptrices  dont  on  peut  faire 
varier  la  vitesse,  et  si  I'on  cberche  ik  voir  les  effets  sonores  de 
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natures  qa*on  peut  obtenir  avec  un  appareil  de  ce 
genre,  on  cosBtate  oeci^  d'ulxMrd  en  f&isant  cnlttre  la  vitesse 
de  la  roue,  on  pent  obtenir,  soil  avec  le  thermophone,  sort 
avec  le  pkotopbone,  des  sons  muEdcaux  dont  le  nconbre  de  Tib- 
rations  'peut  varier  depuis  les  plus  graves  que  roreille  puisse 
entendrei  jusqu'^  des  sons  dont  le  nombre  des  vibrations 
peut  aller  jusqu'i^  4,800  par  seconde,  et  an  delik.  '  Non- 
seulement  on  peut  obtenir  des  sons  uniques,  mais  encore  des 
accords.  Ainsi,  avec  la  roue  qui  est  ici,  en  concentrant  les 
rayons  avec  use  lentille  cylindrique,  on  peut  utiliser  simultane- 
ment  les  quatre  series  d*ouvertures  qui  sont  1^  et  obtenir  alors 
dans  le  photophone  ou  le  thermophone,  des  accords  par&its. 
Mais  on  peut  aller  plus  loin ;  on  peut,  avec  un  appareil  de  ce 
genre,  ou  avec  un  appareil  analogue  i  oelui-1^,  reproduire  non- 
seulment  des  sons  et  des  accords  musicaux,  mais  encore'  le  chant 
et  la  parole  articulee*  Four  reproduire  le  chant  (je  vaisendire 
wol  mot  rapidement  et  rappeler  le  phenomine)  pour  reproduire  le 
ehant  et  la  parole  articul^e,  on  peut  employer  un  appareil  de  ce 
genre,  appareil  qui*  a  ete,  du  reste,  je  m'empresse  de  le  dire, 
imagine  ^  peu  pres  sous  cette  forme.l4  par  M.  Bell.  On  peut  faire 
tomber  les  radiations  sur  ime  lame  de  verre  argentic,  que  voici, 
extrdmement  mince,  qui  a  &  peu  pres  1/10  ou  1/12  de  millimetre 
d'^paisseur.  Le  rayon  lumineux  tombant  sur  cette  lame  est  r^fl^bi, 
il  est  concentre  &  Taide  d'une  lentille,  et  on  place  soit  an  foyer 
soit  plut6t  dans  le  plan  oil  se  produit  Timage  de  la  plaque,  un 
thermophone  ou  un  photophone. 

Voici  un  moyen  de  faire  cette  experience  dans  un  laboratoire 
assez  facilement.  Je  suppose  qu'on  puisse  avoir  i  sa  disposition 
un  cabinet  comma  Tindique  ce  dessin.  (On  projete  un  dispositif 
d'tep^rience.)  On  prend  en  main  un  cornet  dcoustique  &x6  &  un 
long  tube  de  caoutchouc  qui  peut  avoir  10,  12,  18  metres  de 
longueur :  le  cabinet  ^tant  ferme,  on  peut  chanter  et  parler  dans 
le  comet,  en  etouffant  les  sons  si  c'est  necessaire,  &  I'aide  d'un 
i^et^me  analogue  ii  celui  qu'on  emploie  &  Texposition  pour'&ire 
entendre  des  auditions  telephoniqties.  Les  vibrations  du  chant  ou 
dela  \x>ix  viennent  se  transmettre'iL  Tappareil  mutii  de  la  latuifxie 


188L]  BADIOPHOKIE.  851 

veire  argente  extr^metnent  mince  plao^e  dans  tme  autre' ohambrey 
et  Bar  laquelle  on  fait  tomber  tin  fiaisceau  de  rayons  parall^les 
prorenant  d'une  source  de  lumi^ie  electrique,  ou  bien  d'un  rayon 
solaire  au  moyen  d  un  hfliostat. 

Le  faisoeau  reil^cbi  n'est  pas  parallMe  x>arce  que  jamais  des 
lames  aussi  minces  ne  sent  planes,  elles  sont  toujours'pluB<m  moina 
courbes.  Maintenant  si  on  dispose  d*une  seoonde  chambre  s^paree 
de'  la  premiere  par  une  glace  sans  tain  on  peat  £aire  passer  le 
f aisceau  lumineux  r^echi  k  travers  cette  glace,  et  le  concentrer  soit  k 
I'aide  d'un  miroir  concave,  soit  k  I'aide  d*une  lentille  sur  un 
thermophone  ou  un  photopbone.  De  ceU^  maniere  un  observa* 
teur  pent  chanter  et  parlor  dans  le  cornet  acoustique,  il  n'est  pas 
entendu  par  Toperateur  qui  ecoute. 

Les  vibrations  de  la  voix  produisent  des  deformations  de  la 
lame  argentee  et  des  variations  correspondantes  d'intensite  dans  le 
faisoeau  lumineux  reflechi,  et  Ton  pent  entendre,  dans  ces  condi- 
tions  le  chant  ou  la  parole  articulee.  Entendons*nou8 ;  pour  le 
chant,  il  n'y  a  aucun  doute,  on  entend  parfaitement  le  chant  avec- 
le  soleil,  avec  la  lumi^re  electrique  et  mSme  avec  la  lumi^re 
oxhydrique  (je  n'ai  pas  pu  encore  descendre  au  dessous).  Mais 
quant  k  la  parole  articulee,  la  difficult^  est  beaucoup  plus  grande. 
N^anmoins,  iorsqu'on  pent  se  servir  d'un  rayon  solaire  sufiBsamment 
intense^  on  obtient  avec  une  nettete  parfaite,  surtout  avec  un 
thermophone,  la  reproduction  de  la  parole  articulee,  et  cette 
reproduction  a  eela  de  remarquable  que  le  timbre  n'est  pour  ainsi 
dire  pas  alteie,  tandis  que,  dans  les  recepteurs  photophoniques 
k  s^^nium,  dans  lesquels  on  emploie  comme  intermediaire  le 
t^ephone,  il  y  a  toujours  une  alteration. 

Eh  bien,  messieurs,  puisqu'on  peut  ainsi  reproduire  avec  les 
plus  grande  facilite  des  effets  musicaux,  on  petit  songer  k  faire 
des  instruments  de  musique  pratiques  avec  des  appareils  de  ce 
genre.  H  y  a  ioi  un  modele  d'appareil  qui  constitue  un  veritable 
piano,  un  piano  que  je  pourrais  appeler  radiophonique.  En  effet, 
il  y  a  ici  dans  la  roue  interruptrice  quatre  series  d'ouvertures  £>r. 
mant  un  accord  parfait.  II  y  a  de-plus  (comme  pourront  le  voir 
de  pr^  les  personnes  qui  voudrout,  apres  la  seance,  examiner 
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I'appareil)  il  y  a  des  tiges  qui  fennent  ces  ouvertures.  Ces  tiges 
sont  mises  en  relation  par  un  renvoi  de  mouvement  tr^s  simple 
avec  des  touches  de  piano,  de  fagon  h  ce  que,  lorsqu'on  abaisse  ce 
systeme  de  touches,  on  laisse  la  lumiere  passer.  Alors,  en  mettant 
la  roue  en  mouvement,  et  en  appuyant  sur  les  touches,  on  pent 
reproduire  ou  bien  les  sons  de  Taccord  parfait,  ou  bien  des  sons 
successifs  de  cet  accord.  Je  fais  construire  par  M.  A.  Duboscq 
une  roue  de  ce  genre  qui  aura  21  series  d'ouvertures  de  fa^on  ik 
former  une  octave  et  demie  avec  tons  et  demi-tons.  Nous  aurons 
21  tiges  correspondant  &  21  touches  de  piano,  et  nous  pourrons,  en 
faisant  tourner  la  roue  et  en  lui  donnant  une  vitesse  constante, 
jouer  avec  cet  instrument,  avec  le  memo  mecanisme  dont  on  se 
sert  pour  le  piano :  et,  si  la  personne  qui  joue  fixe  ^  son  oreille  le 
tuyau  d'un  long  thermophone,  place  derriere  la  roue  toumante 
^lairee,  elle  pourra  jouer  du  piano,  entendre  ce  qu'elle  fait ;  et, 
bieufait  inestimable  pour  les  voisins!  les  voisins  n*entendront 
absolument  rien.  On  aura  done  constitue  un  piano  silencieux, 
et  ce  sera  im  veritable  service  que  la  radiophonie  pourra  rendre  h 
rhumanite. 

II  y  a  d'autres  applications.  Malheureusement  le  temps  me 
presse ;  je  ne  puis  pas,  comme  je  I'aurais  voulu,  vous  indiquer  une 
autre  application  susceptible,  h  ce  que  je  crois,  de  devenir  tres 
importante,  une  application  telegraphique.  Je  suis  oblige  de 
r^server  ce  sujet  qu'il  serait  trop  long  de  traitor  en  ce  moment ; 
mais  je  puis  encore  signaler  une  autre  application  des  proprietes 
du  selenium,  qui,  je  crois,  sera  indiquee  par  M.  Bidwell  dans  une 
prochaine  seance  de  la  societe,  c'est  la  telephotographie ;  appli. 
cation,  qui,  si  elle  aboutit,  sera  tres  remarquable. 

En  resume,  vous  le  voyez,  messieurs,  nous  avons  lik  des  effets 
vraiment  extraordinaires,  dont  la  connaissance  est  dAe  aux  efifiorts 
de  beaucoup  de  travailleurs,  et  qui  constituent  dejtl  une  nouvelle 
branche  de  la  physique.  Independamment  de  leur  valeur  theorique, 
il  me  semble  que  j*ai  pu  vous  faire  entrevoir  que  ces  phenom^nes 
peuvent  £tre  susceptibles  d'applications  pratiques. 

II  est  ik  remarquer  d'ailleurs  qu'ils  ont  etc  trouves  presque 
simultanement  par  des  physiciens  qui  ont  ^tudie  la  question  aa 
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mime  moment^  et  independamment  lea  uns  des  autres,  dans  toutes 
les  regions  du  monde.  C'est  un  exemple  curieux  du  genre  de 
travail  qui  sera  peut  Sire  le  seul  possible  dorenayant,  ayec  la  rapidite 
prodigieuse  des  communications :  c'est  aussi  un  exemple  de  la  con. 
firatemite  scientifique  qui  peut  s'etablir  entre  les  savants  de  dif- 
ferent pays.  J'ai  dejd  indique  plusieurs  noms  au  d^ut  de  cette 
conference,  mais  je  ne  jaurais  la  terminer,  sans  rappeler  que  si  les 
phenom^nes  radiophoniques  conduisent  ik  des  applications,  et  ^  des 
applications  utiles,  il  faut  en  reporter  en  grande  partie  Thonneur  ^ 
ceux  qui  en  ont  fait  la  decouverte,  h  MM.  G.  Bell  et  Tainter. 

A  vote  of  thanks  having  been  given  to  M.  Mercadier,  the 
President  announced  that  the  Special  Meeting  was  adjourned  until 
Saturday,  the  24th  September,  at  8.30  p.m.,  and  that  all  present 
were  cordially  invited  to  attend. 
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The  Extraordinary  General  Meeting,  adjourned  from  Thuraday, 
September  22nd,  was  held  on  Saturday,  September  24tby  at 
8.30  p.m.,  in  the  Electrical  Exhibition,  Palais  de  I'lndustrie, 
Paris— Professor  Q.  C.  Fostke,  F.RS.,  President^  in  the 
Chair. 

After  the  Minutes  of  the  last  Meeting  had  been  read  and 
approved, 

The  Pbesident  called  upon  Mr.  Shelford  Bidwell  for  his 
paper. 

TELEGRAPHIC  PHOTOGRAPHY. 
By  Shelpobd  Bidwell,  M.A.  (Associate). 

Mr.  Shelfobb  Bidwell  :  I  cannot  begin  this  paper  without 
first  expressing  my  extreme  regret  that  I  am  insuffidenily 
acquainted  with  French  to  be  able  to  render  it  in  that  language. 
I  will  therefore  ask  the  Honorary  Secretary  (Mr.  Aylmer)  to  give 
a  short  explanation  in  French  of  what  I  am  about  to  say. 

M.  Aylb£EB  :  M.  Bidwell  me  prie  de  vous  dire  que  I'appareil 
qu'il  a  pour  but  de  vous  d^crire  n'est  que  d'une  nature  tout  ik  hit 
exp^rimentale.    Son  objet  est  de  demontrer  la  possibilite  de  trans- 
mettre  I'image  des  objets  naturels  h,  une  distance  vouluey  au  moyen 
du  telegraphe,  et  d*indiquer  une  methode  par  laquelle  ce  proc^e 
pent  Stre  mis  en  pratique.    Les  images  qui  ont  ete  jusqu'ii  present 
transmises  sent  d'un  caractere  rudimentaire,  se  composant  princi- 
palement  de  dessins  simples  en  noir  et  en  blanc,  lesquels  ont  ete 
produits  par  la  lanterne  magique.    Mais  il  n'y  a  pas  de  doute  que 
ce  precede  est  capable  de  tres  grandes  ameliorations,  surtout  quant 
h,  la  nature  des  substances  chimiques  employes  pour  sensibiliser 
le  papier :  par  Padoption  d'un  systeme  de  d^veloppement  analogue 
ii  celui  dont  on  se  sort  dans  la  photographic  ordinaire^  I'appareil 
pent  Stre  rendu  capable  de  tSiegraphier  ii  une  distance  de  plusieurs 
centaines  de  kilometres  des  reproductions  assez  parfaites  de  pay. 
sages,  et  voire  mSme  des  portraits.     Mais  il  faut  avoir  f^it  beau- 
coup  d'experiences  avant   de    pouvoir    atteindre   une    pareille 
,  perfection.' 

Mr.  Shelfobd  Bidwell,  proceeding :  It  may  be  well  to  state 
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that  the  apparatus  which  I  am  aboat  to  describe  is  merely  of  an 
experimental  natore.  My  object  is  to  demonstrate  the  possibility 
of  transmitting  pictures  of  natural  objects  to  a  distance  by  means 
of  electricity,  or  by  telegraph,  and  to  indicate  a  method  by  which 
such  a  resiilt  may  be  practically  accomplished.  Hitherto  the 
pictures  actually  transmitted  by  this  process  have  been  of  a  very 
rudimentary  character,  consisting  mostly  of  simple  designs  in 
black  and  white  projected  upon  the  transmitter  by  a  magic-lantem. 
But  there  can  be  no  doubt  that  the  process  is  capable  of  very  great 
improvement,  especially  in  regard  to  the  nature  of  the  chemicals 
employed  to  sensitise  the  paper  used. 

The  invention  consists  in  the  application  of  two  natural  facts : 
first,  that  a  colourless  chemical  compound  can  be  decomposed  by 
a  current  of  electricity  into  two  constituents,  one  of  which  possesses 
colour ;  and  secondly  (a  fact  discovered  by  Mr.  Willoughby  Smith), 
that  the  resistance  offered  by  a  piece  of  crystalline  selenium  to 
the  passage  through  it  of  a  current  of  electricity  depends  upon  the 
amount  of  light  to  which  the  selenium  is  exposed,  this  resistance 
being  greater  in  the  dark  than  in  the  light. 

The  first  of  these  facts  was  applied  forty  years  ago  by  Bain  in 
his  electro-ohemical  telegrafA,  and-  subsequently  by  Bake  well  in 
his  eopyixig  telegraph,  several  modifications  of  which  are  now  in 
the  Electrical  Exhibition. 

If  a  piece  of  paper  which  has  been  soaked  in  a  solution  of 
iodide  of  potassium  be  laid  upon  a  metal  plate  which  is  connected 
to  the  negative  pole  of  a  battery,  and  if  a  platinum  wire  which  is 
in  connection  with  the  positive  pole  of  the  battery  be  drawn  over 
the  paper,  the  path  of  the  point  will  be  indicated  by  a  brown  line 
due  to  the  liberation  of  iodine.  The  intensity  of  this  brown  line 
will  vary  with  the  strength  of  the  current,  and  will  cease  altogether 
if  the  current  is  intermpted.  If  a  series  of  closely  parallel  lines 
of  such  a  kind  ase  marked  upon  the  paper,  the  appearance  it  will 
present  on  its  surface  will  be  one  of  a  uniformly  brown  colour. 

Such  a  coloured  surface  is  the  groundwork  of  Bakewell's 
pictures,  and  the  designs  upon  it  are  produced  simply  by  introdu. 
cing  breaks  in  the  lines  at  the  proper  places. 

In  the  Bakewell  transmitter  a  platinum  point  is  made  to  move 
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in  a  series  of  closely  parallel  lines  across  a  picture  drawn  with  a 
nonconducting  resinous  ink  upon  a  sheet  of  tin.foil.    The  positive 
pole  of  a  battery  is  connected  to  this  point,  the  tin.foil  to  the  line 
wire,  and  the  distant  end  of  the  line  wire  to  a  second  point  which 
moves  synchronously  with  the  first  across  a  piece  of  sensitised 
paper  in  a  series  of  lines  corresponding  to  those  described  upon  the 
tin.foil.     When  the  first  point  is  in  contact  with  the  bare  tin-foil, 
the  current  passes  along  the  line  to  the  second  point,  which 
consequently  traces  a  brown  mark  upon  the  paper.    But  when  the 
first  point  is  upon  a  spot  which  is  covered  by  the  nonconducting 
ink,  the  current  is  interrupted,  and  no  mark  is  made  upon  the 
paper  by  the  second  point.     Thus  it  is  evident  that  when  the 
whole  surface  of  the  prepared  tin.foil  has  been  traversed  by  the 
first  point  there  will  appear  upon  the  sensitised  paper  a  design  in 
white  upon   a  dark  ground  produced  merely  by  breaks  in  the 
parallel  lines  traced  by  the  second  point,  and  corresponding  exactly 
with  the  orignal  drawing  upon  the  tin.foil. 

In  my  apparatus  the  receiving  instrument  is  similar  in  principle 
to  that  of  Bakewell,  but  the  method  of  transmission  is  entirely 
different,  inasmuch  as  the  pictures  intended  to  be  transmitted  are 
not  mere  artificial  drawings,  but  the  projected  images  of  the  actual 
objects  themselves,  which  are  focussed  as  in  a  photographic  camera, 
upon  a  white  screen  contained  in  the  instrument. 

The  method  in  which  this  is  effected  depends  upon  the  applica. 
tion  of  the  second  of  the  natural  facts  previously  mentioned,  viz., 
that  the  electrical  resistance  of  selenium  is  varied  by  the  action  of 
light. 

The  general  arrangement  of  the  apparatus  is  shown  in  the 
diagram  on  the  next  page.         ' 

The 'receiving  instrument  in  this  apparatus  contains  a  brass 
cylinder,  covered  with  platinum  foil,  which  is  about  two  inches 
long  and  seven-eighths  inch  in  diameter.  It  is  a  very  small 
article,  and  I  am  afraid  will  scarcely  be  seen  by  those  who  are  at 
a  distance  from  the  table.  This  cylinder  is  mounted  horizontally 
upon  a  spindle  about  seven  inches  long.  One  of  the  projecting 
ends  of  the  spindle  has  a  screw  cut  upon  it  of  64  threads  to  the 
inch,  the  other  end  being  left  plain.    The  spindle  revolves,  in  a 
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similar  manner  to  that  of  a  phonograph,  in  two  brass  bearings, 
the  distance  between  which  is  equal  to  twice  the  length  of  the 
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X,  Traiumitting  inBtrament 

Y,  Beceiving  instnixnent. 

B',  Transmitting  battery. 

By  Local  battery. 

B,  Variable  resistance. 

G,  Galvanometer. 

H,  Pin-hole. 

8,  Seleniom  cell. 

L,  Focussing  lens. 

W,  £,  Line  wires, 

cylinder ;  and  one  of  the  bearings  has  an  inside  screw  cut  upon  it 
corresponding  to  that  upon  the  spindle.  The  cylinder  is  shown  at 
T  in  the  diagram.  An  upright  pillar  fixed  midway  between  the 
two  bearings,  and  slightly  higher  than  the  cylinder,  carries  an 
elastic  brass  arm,  fitted  with  a  platinum  point  which  presses 
perpendicularly  upon  the  surface  of  the  cylmder.  To  the  brass  arm 
a  binding  screw  is  attached,  and  a  second  binding  screw  on  the  stand 
is  joined  by  a  wire  to  one  of  the  brass  bearings.  The  positive  pole  of 
a  local  battery,  B|  is  connected  through  a  set  of  resistance  coils,  R, 
VOL.  X.  25 


^56  TBLEGBAPHIO  PHOTOQBAPHY.  [Sept.  24tli. 

with  the  plantinum  point,  and  the  negative  pole  through  a  galvanO- 
Slater,  Gj  with  the  metal  cylinder.  If  now  a  piece  of  paper 
which  has  been  soaked  in  a  solution  of  iodide  of  potassium  be 
wrapped  round  the  cylinder,  and  the  cylinder  be  caused  to  rotate, 
the  platinum  point  will,  so  long  as  the  current  passes,  trace  a  very 
close  spiral  line  upon  the  paper.  The  intensity  of  this  line  will 
depend  upon  the  strength  of  the  current ;  and  when  the  current 
is  interrupted  in  any  manner  the  line  will  be  completely  broken 
off,  and  the  paper  will  retain,  its  original  whiteness.  By  regulating 
the  intensity  of  the  line  thus  traced,  and  introducing  gaps  at  the 
proper  places,  a  picture  can  be  represented  upon  the  paper  similar 
to  thoiie  produced  by  Bakewell's  form  of  instrument,  but  with 
the  addition  of  half-tones.  The  strength  of  the  current  which 
generates  the  line  current  is  varied  by  the  action  of  the  luminous 
focussed  image  upon  a  piece  of  prepared  selenium  (a  so-called 
'*  selenium  cell  ")  in  the  transmitting  instrument. 

At  the  transmitting  station  is  a  second  battery,  B',  which  is 
connected  by  two  line  wires,  W,  E  (one  of  which  would  in  practice 
be  replaced  by  the  earth),  with  the  galvanometer,  O,  and  the 
receiving  intrument,  Y,  so  that  the  current  passes  through  them  in 
the  opposite  direction  to  that  of  the  current  from  the  local  battery, 
B.  If  now  the  two  currents  passing  through  the  paper  are  of 
equal  strength,  they  will  neutralise  each  other,  and  the  platinum 
p)int  will  make  no  mark  when  the  cylinder  rotates.  If  the 
current  from  the  local  battery  is  stronger  than  that  from  the  other, 
the  usual  brown  mark  will  appear,  its  intensity  depending  upon 
the  difference  between  the  strength  of  the  two  currents. 

In  the  circuit  of  the  battery,  B^,  is  introduced  the  transmitting 
instrument,  X,  the  purpose  of  which  is  to  regulate  the  current  in 
such  a  manner  as  to  produce  the  desired  effect.  The  current  is 
caused  to  pass  through  a  selenium  cell,  S,  enclosed  in  a  small  box 
from  which  all  light  is  excluded  except  such  as  can  pass  through  a 
pin-hole  drilled  in  the  side  of  the  box  opposite  to  the  cell.  By 
means  of  a  simple  mechanical  arrangement  the  box  is  conneeted 
with  a  horizontal  spindle  in  such  a  manner  that  each  revolution  of 
the  spindle  causes  the  box  to  move  perpendicularly  up  and  down 
through  a  distance  of  two  inches,  and  at  the  same  time  lateraUy 
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through  ^  moh.  I  am  afraid  that  the  arrangement  otonot  be 
fieen  from  any  distance,  but  the  box  is  now  actually  performing 
the  movement, 

A  picture  not  more  ^bxx  two  inches  square  being  projected 
by  a  photographic  lens  upcm  that  side  of  the  box  which  contains 
the  pin-hole,  H,  it  is  dear  that,  by  turning  the  spindle,  the  pin-hole 
may  be  caused  to  pass  successively  over  every  point  of  the  focussed 
image.  The  box,  while  moving  in  the  upward  direction,  travels 
through  space  at  precisely  the  same  speed  as  any  point  on  the 
surface  of  the  receiving  cylinder,  when  the  spindles  of  the  two 
instruments  are  revolving  synchronously:  the  downward  move- 
ment is  rapid,  and  has  nothing  to  do  with  the  transmission  of 
the  picture. 

The  instrument  is  prepared  for  work  in  this  manner : — ^A  small 
piece  of  paper  is  soaked  in  a  solution  of  iodide  of  potassium,  and 
fastened  with  a  little  gum  along  the  edges  up9n  the  cylinder  of  the 
receiver,  and  the  platinum  point  pressed  gently  upon  it.  The  pin. 
liole  in  the  transmitter  is  brought  to  the  brightest  part  of  the 
focussed  picture,  and  the  variable  resistance,  R,  in '  the  circuit  of 
the  local  battery  is  so  adjusted  that  the  two  currents  passiiig 
through  the  paper  exactly  balance  each  other,  as  indicated  by  the 
galvanometer,  G.  The  cylinder  and  box  are  then  moVed  to  their 
extreme  positions,  and  all  is  ready  to  commence  operations.  The 
two  spindles  are  then  caused  to  rotate  [illustrating]  slowly  and  syn- 
chitonou^ly.  The  pin-hole  in  the  course  of  its  up  and  down  path 
passes  successively  over  every  part  of  the  projected  picture,  and  the 
amount  of  light  falling  at  any  moment  upon  the  selenium  cell  is 
proportional  to  the  illumination  of  that  particular  spot  of  the 
picture  which  for  the  time  being  is  occupied  by  the  pin-hole. 
When  the  pin-hole  is  in  the  dark,  the  resistance  of  the  selenium 
cell  is  increased,  the  current  from  the  local  battery  predominates, 
and  the  platinum  point  traces  a  dark  brown  line  upon  the  paper. 
But  when  the-pin  hole  happens  to  be  passing  over  a  bright  part  of 
the  picture,  the  resistance  of  the  selenium  cell  is  diminished ;  a 
stronger  current  is  then  opposed  to  that  from  the  local  battery, 
and  the  line  traced  by  the  point  is  enfeebled  dr  altogether  broken. 
The  close  spiral  line  thus  described,  with  the  breaks  in  its  uni. 
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fonnityy  oonstitates  a  picture  whicb,  if  the  infitniment  were  perfect , 
would  be  a  monochromatio  counterpart  of  that  projected  upon  the 
transmitter. 

Nearly  all  the  defects  in  the  performance  of  the  instrument 
are  due  to  want  of  sensitiveness  in  the  prepared  paper,  which 
requires  a  oomparatiyely  strong  current  to  mark  it.  If  the  elec- 
tricity could  be  made  to  play  the  same  part  as  light  does  in  the 
rapid  processes  of  ordinary  photography,  producing  an  invisible 
decomposition  capable  of  subsequent  development,  there*  would 
seem  to  be  no  reason  why  great  perfection  should  not  be  obtained. 
No  doubt,  too,  the  seleniimx  cells  could  be  much  improved,  though 
with  a  sufficiently  sensitive  paper  they  would  work  very  well  in 
their  present  condition. 

In  the  experimental  apparatus  synchronism  has  been  secured 
by  the  simple  expedient  of  connecting  the  two  spindles  and  turning 
them  together.  For  practical  use  each  instrument  would  of  course 
be  driven  separately  by  clockwork,  which  might  be  synchronised 
by  an  electro-magnetic  arrangement  at  every  revolution :  since  the 
current  from  the  transmitting  battery  could  be  used  for  this 
purpose  during  the  descent  of  the  box,  no  additional  line  wire 
would  be  required. 

I  am  not  able  to  show  the  apparatus  before  you  in  actual 
operation,  because  there  has  not  been  time  to  adjust  it  properly 
since  the  meeting  of  the  Congress  in  this  room  this  afternoon ;  and 
even  if  it  were  in  order  it  is  so  small  that  very  few  could  see  it. 
I  hope,  however,  to  have  the  apparatus  on  view  in  the  Exhibition 
in  the  course  of  next  week. 

A  vote  of  thanks  was  passed  to  Mr.  Shelford  Bidwell  for  his 
communication. 

Mr.  Aylmeb  then  read  the  following  paper : — 

LES    CHEMINS    DE   FER   ELECTRIQUES. 

Par  Dr.  Webnsb  Siemens  (Foreign  Member). 

Les  progr^s  considerables  et  multiples  realises  dans  les  applica. 
tions  industrielles  de  I'^lectricite,  et  dont  les  specimens  sent 
r^inis  dans  cette  remarquable  exposition  due  k  I'initiative  et  iL 
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Thoepitalit^  de  la  France,  me  font  un  deyoir  de  ne  pas  absorber 
pendant  trop  longtemps  votre  attention  pour  une  seole  de  ces 
nombreuses  applications. 

Toutefois,  je  me  rends  volontiers  au  d&ir  que  m'en  i 
manifest^  la  **  Society  of  Telegraph  Engineers  and  of  Electricians, " 
dont  j'ai  Thonneur  d*dtre  membre  d^  sa  formation  et  qui  a 
pris  une  part  si  active  ii  ces  progr^,  en  yous  faisant  une  courte 
communication  sur  la  locomotion  electrique. 

La  locomotion  dectrique,  dont  le  petit  chemin  de  fer  con. 
duisant  au  palais  de  Tindustrie  est  un  specimenj  et  qui  se 
pr^sente  ii  vous  sous  la  forme  d'un  omnibus  transportant  environ 
50  personnesy  mis  en  mouvement  par  la  force  Electrique,  est  bas^e 
sur  la  transmission  de  force  au  moyen  de  machines  dynamo. 
Electriques. 

Je  n'ai  pas  I'intention  d'Etudier  I'origine  et  les  perfectionne- 
ments  des  machines  dynamo-Electriques  et  d'entrer  dans  les  details 
de  leur  construction,  je  me  bomerai  seulement  h,  appeler  votre 
attention  sur  certaines  proprietes  de  ces  machines,  propri^t^  qui 
les  rendent  particuli^rement  aptes  au  service  de  la  locomotion. 

Les  machines  dynamo«41ectriques  se  distinguent  essentielle. 
ment  des  machines  ii  induction  magn^tcSiectriques  par  I'absence 
de  tout  aimant  permanent. 

Dans  les  machines  basees  sur  I'emploi  d'aimants  permanents, 
la  force  du  courant  electrique  foumi  par  la  machine  depend  de 
I'intensitE  constante  des  champs  magn^tiques  k  travers  lesquels  on 
fait  passer  les  conducteurs  ou  les  p61es  des  electrcaimants  induits. 

Dans  les  machines  dynamo-Electriques,  au  contraire,  les 
aimants  permanents  des  anciennes  machines  magn^to-dectriques 
sent  remplaces  par  un  ou  plusieurs  Electrcaimants  dont  les  spires 
font  pnrtie  du  circuit  general. 

L'intensite  du  champ  magnetique  efficace  dans  la  machine 
dynamo-^lectrique  n'est  done  pas  constante;  elle  n'est  qu'une 
fonction  de  TintensitE  du  courant  dont  elle  m6me  est  la  cause 
premiere. 

Si  dans  une  telle  combinaison,  les  masses  et  les  rEsistances 
sent  convenablement  Etablies,  une  quantity  minime  du  magnEtisme 
retenue  par  les  ^lectro-aimants  suffira  pour  produire  dans  les 


m  LES  CHBMIK8  D£  FEE  ELECTRIQUSS.  [Sept.  24th, 

oonducteurs"— mu8  dans  ce  faible  champ  magn^tiqae  tm  couiant 
iSu^eptible  d'accrottre  le  magn^tisme  de  r^ectro-aimant.  Le 
magn^tisme  ainsi  renforc^,  augmente  ^  son  tour  le  courant  indnit, 
et  ainsi  de  suite,  jusqu'^ce  qu'nn  ^uilibre  dependant  de  la 
construction  de  la  machine  ^  et  de  la  vitesse  du  mouvement  de 
rotation  se  soit  ^tabli. 

Le  magn^tisme  et  le  champ  ms^^tique  defini  par  Faraday, 
le  grand  investigateur  de  Tinduction,  ne  ferment  done  dans  la 
machine  dynamo-flectrique  qu'un  effet  transitoire,  ou  si  on  veut, 
tea  produitintermediaire  de  la  transformation  du  travail  m^canique 
en  courant  ^lectrique. 

C'est  pour  cela  qu'en  decrivant  dans  la  stance  de  P  Acad^mie 
des  Sciences  de  Berlin,  du  17  Janvier,  1867,  le  principe  dynamo- 
electrique,  j'ai  propose  d'appeler  les  machines  basees  sur  ce 
principe  des  machines  "  dynamo-electriques  "  pour  les  distinguer  des 
machines  magndto.^lectriques  qui  produisent  le  courant  electrique 
au  moyen  de  magn^tisme  existant. 

n  est  Evident,  que  les  machines  dynamo-electriques  jouent 
aussi  le  r&le  de  machines  electro-magnetiques  si  elles  sent 
parcourues  par  un  courant  d'une  autre  source,  comme  par 
exemple,  celui  produit  par  une  autre  machine  dynamo-electrique. 

Cela  resulte  directement  du  principe  dynamo-electrique  qui 
exige  qu'une  machine  ^ectro-magnetique  quelconque  que  Ton  fait 
tourner  en  sens  contraire  de  sa  rotation,  renforce  le  courant 
electrique  qtd  la  traverse,  c'est- ^-dire,  constitue  udo  machine 
dynamo-^ectrique. 

Quoique  une  machine  magneto-electrique  combin^e  avec  une 
machine  electro-magnetique  convienne  parfaitement  en  th^orie  h 
la  transmission  de  force  et  plus  particuli^rement  il  la  locomotion 
^ectrique  ;  en  pratique  elle  ne  pent  pas  servir  dans  ce  but. 

D'abordy  le  magn^tisme  de  Tacier  est  excessi^ement  faible  com. 
pare  k  I'electro-magcietisme  et  cela  entratne  k  donner  aux  machines 
magneto. electriques  de  tres-grandes  dimensions  s*il  s'agit  de 
produire  de  forts  courants,  tels  que  les  exige  la  locomotion.  La 
reunion  d'un  aussi  grand  sombre  d'aimants  d'acier  a  pour  con- 
s^uence  de  leur  faire  perdre,  k  bref  delai,  une  grande  partie  de 
leur  magn^tisme.    Mais,  abstraction  faite  de  ces  inconv^nients  des 
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machines  magneto-electriqnes,  le  fait  que,  dans  la  machine  dynamo- 
dectrique»  le  magnetisme  est  nne  fonction  de  Tintensite  du  courant, 
forme  nne  condition  d'une  importance  capitale  pour  les  applica. 
tions  du  courant  electrique  ^  la  locomotion. 

Si  deux  machines  de  ce  genre  se  trouvent  placees  dans  le  m^me 
circuit  et  si  Ton  fait  tourner  Tune  des  deux  par  une  force  ezterieure 
avec  une  vitesse  determinee  pendant  que  I'autre  aura  un  travail 
variable  k  accomplir,  le  travail  produit  par  cette  machine  secon- 
daire,  en  des  limites  tr^larges,  restera  presque  independant  de  sa 
vitesse  de  rotation. 

Cela  vient  de  ce  que  la  machine  secondaire  mise  en  mouvement 
par  le  courant,  agit  elle-meme  comme  une  machine  productrice 
de  courant  ou  comme  une  machine  dynamo-electrique.  EUe 
produit  un  centre- courant  qui  afiaiblit  le  courant  existant  dans  le 
circuit,  de  telle  sorte  que  le  courant  tomberait  h,  zero,  si  la 
machine  secondaire  n'avait  aucun  travail  interieur  ou  exterieur  a 
acoomplir,  et  que  par  suite,  le  contre-courant  qu*elle  d^veloppe, 
viendrait  h.  tire  egal  au  courant  de  la  machine  primaire  maintenue 
en  rotation  uniforme. 

Si  maintenant,  par  un  travail  impose  ii  la  machine  secondaire, 
on  reduit  sa  vitesse  et  par  consequent,  la  contre-action  developpee 
par  elle,  Tintensite  du  courant  augmente  dans  tout  le  circuit,  et  par 
suitoj  le  magnetisme  efficace  des  deux  machines  se  renforce,  d'oii  il 
resulte  que  Teffet  dynamique  de  la  machine  secondaire  se  trouve 
accrii  et  approche  de  sa  valeur  anterieure. 

Cette  particularity  des  machines  dynamo-electriques  placees 
dans  un  circuit  commun  est  de  la  plus  haute  importance  au  point 
de  vue  des  chemins  de  fer  electriques,  attendu  qu'elle  constilue 
un  moyen  de  regler  d'une  fa^on  tres-parfaite  la  vitesse  de  la 
locomotive  electrique  on  de  '^TElectromote"  comme  je  propose 
d'appeler  une  voiture  trainee  par  I'^lectricite. 

C'est  ii  cette  propri^te  des  machines  dynamo-electriques  accou- 
plees  que  nous  devons  la  force  relativement  grande  avec  laquelle 
TElectromote  demarre,  qu'il  passe  par  des  courbes,  franchit  des 
rampes  et  pent  vaincre  d'autres  obstacles  qui  s'opposent  k  sa 
marche,  sans  variations  gSnantes  de  vitesse  et  que  cette  vitesse 
n'implique  aucun  coefiBcient  prejudiciable  sur  des  plans  inclines. 
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C'eat  encore  oette  propriety  autoregulatrice  des  machineB 
dynamo-electriques  acoouplees  qui  seule  permet  la  circulation 
dmultan^e  de  plusieors  ^lectromotes  sur  une  mime  voie,  les  uns  ii 
la  suite  des  autres. 

Or,  si  Ton  intercale  dans  le  circuit  commun  une  forte  machine 
primaire,  que  Ton  fait  toumer  h,  vitesse  constante  et  si  les  deux 
rails  conducteurs,  comme  ou  les  emploie  pour  le  chemin  de  fer 
electrique  de  Lichterfelde,  re^oivent  de  la  machine  gen^ratrice 
une  di£^rence  de  potentiel  dependante  de  I'intensite  du  courant 
dans  le  circuit  conducteur,  cette  difference  de  potentiel  devra 
augmenter  du  moment  que  la  resistance  totale  du  circuit  se 
trouvera  diminuee  par  I'intercalation  de  deux  ou  de  plusieurs 
machines  associ^es  parallMement  (en  quantite). 

Si  la  resistance  des  rails  est  petite,  oomparativement  k  celle 
des  machines,  deux  ou  plusieurs  machines  secondaires,  d'une 
construction  semblable,  et  ayant  ik  vaincre  des  resistances  pas  trop 
diff(^rentes  entre  elles,  marcheront  Tune  apres  I'autre  avec  une 
yitesse  ii  pen  pres  semblable. 

Cette  yitesse  ne  sera  pas  mAme  bien  inferieure  k  celle 
qu'acquerrait  une  seule  de  ces  machines  secondaires  circulant 
sur  la  ligne. 

Si  I'un  des  ^lectromotes  devait  vaincre  une  resistance  plus 
grande  que  les  autres,  sa  vitesse  diminuerait,  et  par  consequent 
^galement  le  contre-courant  qu'elle  produit. 

Son  aimant  sera  done  parcouru  par  un  courant  plus  fort  et  par 
cela  I'eibt  m^canique  de  cet  electromote  se  trouvera  renforce* 

II  en  resulte  que  la  vitesse  de  plusieurs  electromotes  circulant 
sur  une  m6me  voie,  les  uns  k  la  suite  des  autres,  ne  differera  pas 
beaucoup,  m£me  pour  des  chargements  diffiSrents  et  pour  des 
resistances  variables  rencontrees  sur  la  voie. 

Ces  considerations  prouveront  que  pour  I'exploitation  d«3 
chemins  de  fer  electriques,  ne  conviennent  que  des  machines 
dynamo-electriques  simples,  k  parcours  unique  de  courant,  telles 
que  la  machine  Gramme  ou  celle  de  Von  Hefner  Alteneck. 

Ni  la  combinaison  dynamo-electrique  que  M.  Wheatstone  a 
indiquee  quelques  semaines  seulement  apr^  que  j'avais  public  le 
principe  dynamo-electrique,  ni  les  machines  k  excitatrice  indd- 
pendante  ne  conviennent  au  but  propose. 
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Qaoiqu'immediatement  apres  la  decouverte  du  principe  dynamo- 
electriqae,  j 'avals  songe  ii  rapplication  des  machines  dynamo- 
electriques  au  service  de  la  locomotion,  dix  anne&  se  sont  oependant 
^conl^  avant  que  j*aie  ose  entamer  TesRai  pratique  d'installer 
xm  chemin  de  fer  electrique. 

Mes  premieres  machines  dynamo-electriques  basees  sur  I'emploi 
de  r^ectro-aimant  qu'on  est  convenu  d'appeler  I'armature  Siemens 
ne  donnaient  pas  un  rendement  suffisant  de  transmission  de  force, 
et  pr^sentaient  cet  aatre  inconvenient  que  le  fer  de  Tarmature 
s'echaufiait  trop  fort. 

C'est  h  M.  Qramme  qu'est  dfl  le  merite  d'avoir,  en  faisant 
usage  de  Tanneau  Paccinotti,  applique  le  premier  le  principe 
dynamo-electrique  sous  une  forme  susceptible  d'un  fonctionnement 
prolonge. 

II  ne  devint  possible  de  construire  des  chemins  de  fer 
dectriques,  qu' apres  que  la  machine  Qramme  d'une  part^  et  la 
machine  con^ue  par  le  chef  de  notre  bureau  d'^tudes  M.  Yon 
Hefner  Alteneck  d'autre  part,  cette  demi^re  exclusivement 
appliquee  par  notre  firme,  eurent  affect^  une  forme  pratique  bien 
d^finie. 

Dans  le  premier  specimen  de  chemin  de  fer  electrique,  celui 
quiy  au  printemps  1879,  fonctionnait  sur  le  territoire  de  rezposi- 
tion  industrielle  de  Berlin,  le  circuit  electrique  ^tait  etabli  par 
un  troisi^me  rail  special,  isole  des  deux  rails  de  roulement  et 
place  entre  ces  demiers ;  les  rails  de  roulement  constituaient  le  fil 
de  retour  non  isol^. 

Nous  avons  construit  une  petite  locomotive  sp^ciale  dont  les 
roues  toumaient  par  I'effet  d'une  machine  dynamo-electrique  les 
actionnant  par  I'entremise  d'engrenages. 

Au  moyen  d'un  appareil  h,  contact.  Tune  des  extremit^s  des 
spires  de  la  machine  Electrique  etait  reliee  au  rail  central  isole, 
alors  que  I'autre  extremite  communiquait  avec  le  chassis  de  la 
locomotive  et  par  cela  m£me  avec  les  rails  de  roulement. 

La  voie  etait  circulaire,  d*une  longueur  d'environ  300  metres 
et  de  0'50m.  d'^cartement. 

La  machine  dynamo-electrique  primaire  instance  dans  la  galerie 
des  machines  Etait  intercalee  entre  le  rail  central  isole  et  les  rails 
extErieurs  de  roulement. 
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La  locomotive  remorquait  sur  cette  voie  trois  petits    cliars.. 
banc  tl  voyageurs  occupes  par  18  personnes  et  cela  k  nne 
3  ii  4  metres  par  seconde. 

Des  petits  chemins  de  fer  de  ce  genre  fonctionnent  ezi 
grand  nombre  en  divers  endroits. 

Dans  le  premier  chemin  de  fer  ^lectriqne,  oonstrait  poor  une 
exploitation  reguliere  et  inaugure  an  mois  de  Mai  de  cette  azinee- 
ci  k  Lichterfelde  pres  de  Berlin,  on  a  fait  usage  d'un  systkme  de 
conducteurs  differents. 

Le  troisieme  rail  central  a  ete  supprime  et  les  deux  rails  de 
roulement  fixes  sur  traverses  en  bois,  et  par  ce  fait^  isoles  I'an  de 
Tautre  ferment  le  fil  d'aller  et  le  fil  de  retour. 

Un  type  de  voiture  employ^  sur  la  ligne  de  Lichterfelde  est 
expose  dans  la  section  allemande  de  Texposition. 

Les  roues  sont  h  plateau  en  bois  et  les  bandages  qui,  par  leur 
contacj;  avec  les  rails^  amenent  le  courant  aux  extr^mites  des  spires 
de  la  machine  secondaire  se  trouvent  par  ce  fait  isoles  dn  chassis  en 
fer  de  la  voiture. 

On  n'a  pas  constate,  jusqu'ici,  pour  cette  ligne  longue  d'environ 
3  kilometres  un  effet  nuisible  quelconque  provenant  de  Thumidite 
du  sol. 

L'effort  exerce  par  la  machine  secondaire  fonctionnant  k  une 
vitesse  d'environ  40  kilometres  k  I'heure  est  approximativement  de 
5^6  chevaux-vapeur. 

Le  renversement  de  la  marche  se  produit  par  un  changement 
des  communications  electriques  entre  les  fils  de  la  partie  toumante 
de  la  machine  secondaire  et  ceux  de  Telectro-aimant  fixe. 

C'est  de  cela  que  depend  le  sens  de  rotation  de  la  machine 
dynamo-electrique. 

Afin  d'eviter  de  fortes  etincelles  nuisibles  k  la  conservation  des 
machines,  Tinterruption  du  courant  et  la  commutation  du  sens  de 
rotation  n'ont  pas  lieu  subitement^  mais  successivement. 

On  emploie  pour  cela  un  commutateur  que  Ton  fait  toumer  ^ 
I'aide  d'un  levier,  et  qui  sert  k  interposer  successivement  dans  le 
circuit  des  resistance  de  plus  en  plus  grandes. 

Ce  chemin  de  fer  a  principalemeut  ete  construit  dans  le  but 
de  recueillir  des  donnees  pratiques  d'experiences  pour  le  chemin 
de  fer  aerien  projete  par  nous  pour  Berlin. 


;c' 
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^'^  tre^it       La  disposition  adoptee  h.  Lichterfelde  ne  convient  pas  pour  des 

^'(^iiic:  rues  dans  lesqnelles  circulent  des  voitnres  tratn^  par  des  chevauz, 

attendu  que  ces  animauz  s'effraient  toutes  les  fois  qu'ils  resolvent 

hcti'.zi  dos  commotions  electriques,  leurs  sabots  venant  toucher  les  deux 

rails  h,  la  fois. 
.  0)iL^-  H  est  done  n^cessaire,  pour  les  chemins  de  fer  places  dans  ces 
/:J  Je ,-  rues,  de  ne  pas  transiQettre  le  courant  par  les  rails,  mais  d'employer 
ei'un  ^cettefin  des  conducteurs  suspendus  separement,  comme  le  fait 
voir  le  tramway  electrique  de  I'exposition  et  comme  cela  a  et^  fait 
y  k:  recemment  pour  le  tramway  electrique  de  Charlottenburg  ^ 
it,kr:    Spandau. 

Ponr  ce  dernier  tramway,  le  courant  est  conduit  par  deux 
■a.j.,     c&bles  metalliques  isoles  entre  eux,  suspendus  parallelement  de 
telle  fa9on  h,  servir  eux-mSmes  de  Toie  de  roulement  ^  un  petit 
chariot  ik  contact. 

Les  roues  de  droite  du  chariot  sont  isolees  de  celles  de  gauche 
et  etablissent  au  moyen  d'un  leger  cable  h,  deux  conducteurs 
separes  la  communication  entre  les  c&bles  conducteurs  fixes  et  les 
spires  de  la  machine  dynamo-electrique  placee  sous  la  voiture. 

Pour  le  tramivay  electrique,  qui  a  ete  construit  ^  Paris,  on  a 
applique  une  disposition  diSerente. 

Deux  tubes  metalliques  d'environ  0*02m.  de  diamHre  interieur, 
£i  I'instar  du  tablier  des  ponts  suspendus^  ont  ^te  suspendus  late- 
ralement  h  la  voie  au  moyen  de  forts  fils  Isolds. 

Chacun  de  ces  tubes  est  muni  d*une  fente  longitudinale  h  tra- 
vers  laquelle  un  piston  metallique  mobile,  se  mouvant  dans  chacun 
de  ces  tubes,  ^tablit  la  communication  conductrice  aveo  la  machine 
de  propulsion. 

Le  contact  parfait  entre  piston  et  tube  est  assure  au  moyen 
de  galets  h,  friction. 

Le  courant  emis  par  la  machine  dynamo-electrique  primaire 
parcourt  les  deux  tubes  isoles  I'un  de  I'autre  et  est  amen^  ^  la 
macliine  de  Pelectromote  par  les  pistons  entraines  a  la  remorque 
de  la  voiture. 

Une  troisieme  methode  pour  le  maintien  constant  de  la  liason 
conductrice  entre  la  machine  primaire  et  la  machine  secondaire 
mobile  consiste  i  disposer  entre  ou  h,  cote  des  voies  un  c&ble  m^tal- 
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liqne  conducteur  repoeant  sur  des  appais  iaoless  et  lequel,  au  pas- 
sage  de  relectromote,  est  releve  et  remis  en  place  au  xnoyen  de 
galets  ii  rinstar  de  ce  qui  se  fait  pour  les  cbainee  des  bateaux  de 
touage. 

Cette  methode,  jusqu'ici,  n'a  pas  encore  ^te  mise  en  pratique. 

L'ezperience  acquise  par  les  chemins  de  fer  ^lectriques  install^ 
jusqu'id  a  foumi  la  preuve  que  la  locomotion  ^ectrique  est  pra. 
tiquement  realisable  et  qu'elle  conquerera  un  champ  d'applications 
determine,  dans  lequel,  elle  rendra  des  sendees  meilleurs  que  ceuz 
obtenus  par  les  moyens  de  transport  utilis^  pr^denunent« 

Je  tiens  h,  declarer  ici  d'avance  que  je  ne  suis  pas  d'av^  que 
I'electromote  supplantera  jamais  la  locomotive  ii  vapeur,  pas  plus 
qu'il  ne  remplacera  partout  les  chevaux. 

L*independanoe  h,  se  mouvoir  que  possede  la  locomotive  ii  vapour 
lui  assurera  toujours  une  grande  preponderance  pour  le  transport 
de  masses  considerables  sur  de  longs  parcours. 

La  locomotive  eiectrique  ne  trouvera  sa  place  legitime  que  Ik 
ou  le  locomotive  ii  vapour,  h,  cause  de  ses  particularity,  ne  pourra 
convenir,  ou  encore,  lorsque  des  conditions  speciales  favoriseront 
Tapplication  de  la  traction  eiectrique.  ^ 

Nous  citerons  comme  particulieiement  avantageux  k  £tre 
exploit^s  par  traction  eiectrique,  les  chemins  de  fer  exhausses 
(elevated  railroads)  des  grands  centres  populeux. 

L'extension  des  villes  entraine  k  xm  accroissement  si  considerable 
de  la  circulation  dans  les  rues  que  I'espace  indispensable  k  cette 
circulation  commence  k  manquer.  Du  moment  qu'il  y  a  empdche- 
ment  k  cr^er  une  voierie  souterraine  pour  la  communication  rapide 
des  faubourgs  entre  eux  et  du  centre  avec  les  confins,  on  devra 
necessairement  etablir  un  reseau  de  chemins  de  fer  aeriens,  si  la 
vie  ne  doit  pas  £tre  rendue  insupportable  et  le  developpement 
ulterieur  se  trouver  arr6te  par  un  engorgement  dans  la  circulation* 

Les  chemins  etablis  sur  colonnes  comme  en  Am^rique  sent  le 
moyen  le  plus  simple  pour  I'obtention  d'un  second  etage  de 
voierie  pour  la  circulation  rapide  et  le  degrevement  de  Tencombie. 
ment  des  rues. 

La  traction  k  vapeur  a  fortement  discredit^  les  elevated  rail- 
roads, attendu  que,  selon  les  exigences  de  la  traction  a  vapeur,  on 
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a  dA  tenir  compter  dans  leur  construction,  des  poids  considerables 
des  locomotives  et  des  lourds  trains  h,  remorquer. 

A  cela  vient  s'ajonter  la  fnm^e  et  la  poussiere  projet^s  par 
les  locomotives  et  le  bruit  d^sagr^able  pour  les  riverains. 

Avec  la  traction  ^ectrique  au  contraire,  la  voie  n'a  besoin 
d'dtre  oonstruite  que  pour  des  vehicules  pesant  relativement  peu 
et  roulant  isolement  sur  des  colonnes  d'un  diam^tre  peu  superieur 
ii  celui  des  r^verberes. 

Ces  voituree  se  succederaient  h,  petits  intervalles  et  seraient  k 
peine  remarquees  par  les  riverains,  lorsque,  lanc^es  i  la  vitesse 
des  trains  de  cbemin  de  fer,  silencieusement,  elles  voleraient  vers 
leur  destination, 

n  est  vrai  que  de  semblables  chemins  de  fer  sur  colonnes  ne 
contribueront  pas  h,  rembellisement  des  rues,  mais  d'autre  part,  on 
s'babitue  vite  ^  ce  qui  est  utile  et  necessaise. 

Cest  ainsi  que  le  t^^phone  a  reussi  h,  avoir  raison  de  I'antipathie 
qui  ezistait  pr&^emment  centre  Tenlaidissement  de  Taspect  des 
rues  par  une  epaisse  toile  de  conducteurs  aerien& 

De  mdme,  on  remplacera  la  circulation  lente  sur  le  niveau  des 
rues  en  bien  des  cas  par  les  mojens  de  transport  electriques  h,  con« 
ducteurs  suspendus,  attendu  que,  la  traction  ^ectrique  est  bien  moins 
coAteuse  que  ne  I'est  celle  par  les  chevaux  et  que  d'autre  part, 
la  rue  est  ainsi  en  quelque  sorte  degr&v^  d'un  ezc^s  de  circulation. 

La  traction  flectrique  convient  encore  particulierement  pour 
I'exploitation  de  lignes  secondaires  ^conomiques  et  de  trongons 
de  raccordementy  ainsi  que  pour  les  transports  pond^reuz  ii 
e^ectuer  dans  des  usines  et  dans  les  mines. 

Le  halage  des  barques  sur  les  canauz  dans  Tavenir  se  fera  ii 
r^lectricite  et  on  trouvera  encore  de  nombreuses  autres  applica- 
tions  pour  lesquelles  la  traction  electrique  offrira  des  avantages 
sur  la  traction  k  vapeur  ou  par  chevaux. 

L'ezploitation  des  lignes  souterraines  et  des  longs  tunnels,  tels 
que  celui  du  St.  Qothard,  anisi  que  le  tunnel  sous  la  Manche 
destine  ^  relier  TAngleterre  k  la  France  une  fois  acheve, 
vraisemblablement  ne  se  fera  pas  autrement  qu'it  Telectricite. 

n  est  vrai  que,  pour  le  moment,  la  moiti^  environ  du  travail 
d^pens^  est  perdue  dans  la  traction  ^ectrique. 
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Cette  perte,  toutefois,  n'est  qu'apparente,  attenda  qu'avec  de 
puiissantes  macliines  ^  vapeur  fixes,  la  depense  du  combustible  et 
comme  quantite  et  comme  priz  est  bien  inferienre  iL  la  depense 
oocasionnee  de  oe  chef  par  une  locomotive  de  m£me  force. 

La  ob.  des  forces  hydrauliques  naturelles,  g&i^ralement  tttiliaees 
jusqu'ici  d'une  fagon  incomplete  dans  les  pajs  montagnenx, 
penvent  servir  ^  activer  la  machine  primaire,  aucun  autre  moyen 
de  traction  ne  pourra  concourrir  avec  la  traction  dectrique. 
Dans  ces  conditions  elle  constituera  avec  un  immense  suoc^  un 
veritable  service  de  renfort  et  permettra  d'utiliser  la  force  non 
encore  employee  que  charrient  les  eaux  decoulant  des  hauteurs 
pour  y  elever,  sans  frais  ancun,  k  vrai  dire,  les  hommes  et  les 
marchandises. 

Dr.  C.  Wm.  Siemens  :  Permettez  moi  de  dire  quelques  mots 
sur  la  communication  de  mon  frere,  que  nous  venous  de  reeevoir. 
Je  crois  que  ce  memoire  indique  assez  clairement  les  limites  dans 
lesquelles  mon  fr^re  pense  que  le  chemin  de  fer  ^ectrique  pent 
£tre  applique.  Les  trois  applications  que  nous  avons  dej^  faites, 
et  dont  il  parle,  pr&entent  entre  olles  des  differences  essentielles. 
Dans  l'une>  la  premiere,  il  y  a  un  conducteur  en  forme  de  rail  situ^ 
entre  les  deux  rails  sur  lesquels  les  wagons  circulent,  ces  detnien 
servant  de  conducteurs  de  retour.  Cette  disposition  pr^nte  un 
inconvenient  evident  en  exigeant  un  troisi^me  rail,  lequel  doit  £tre 
assez  fort  pour  r&ister  au  trafic  ordinaire  des  rues.  L'on  a  p& 
modifier  cette  construction  k  Lichtenfelde  de  mani^re  k  diriger  un 
courant  par  le  rail  d'un  cdt^,  et  celui  de  retour  par  le  rail  de  Tautre 
c6te ;  cette  disposition,  qui  forme  le  second  syst^me,  me  paratt  la 
plus  convenable  pour  les  chemins  ^lev^,  oil  il  est  possible  de  main, 
tenir  les  deux  rails  propres  et  d'obtenir  ainsi  im  contact  assez  parfait 
entre  les  roues  et  les  rails,  mais  il  necessite  une  modification  dans 
la  construction  du  materiel  de  roulement|  en  ce  sens  que  les  roues 
d*un  cdt^  et  de  Tautre  du  wagon  moteur  doivent  6tre  isolees  les 
unes  des  autres,  c'est-ii-dire  que  les  deux  roues  d'tm  c6te  doivent 
£tre  construites  en  une  mati^re  isolante,  telle  que  le  bois  par 
ezemple.  Pour  Tapplication  que  nous  avons  faite  ici  ^  rexposition, 
et  ii  laquelle  j'ai  pris  quelque  part,  il  aurait  et6  impossible 
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d'employer  Tune  ou  Tautre  dia  ces  dispositions  k  cause  du  trafic 
considerable  des  rues,  et  de  la  boue  qui  emp6cherait  le  contact  entre 
les  roues  et  les  rails ;  c'est  ce  qui  a  anient  la  n^cessite  d'enii^ 
plojer  deux  conducteurs  aeriens.  Cette  disposition,  qui  forme  le 
troisi^me  syst^me,  a  et^  ex^cutee  par  M.  Boistel,  le  repr&entant 
de  notre  maison  k  Paris.  Mon  f rere  a  applique  une  construction 
semblable  k  Cbarlottenbourg,  o\X  je  crois  que  les  wagons  ne 
rouleront  pas  sur  des  rails ;  du  moins  les  rails  ne  sont  pas  abso« 
lament  neoessaires  quoiqu'en  les  supprimant  Ton  aurait  plus  de 
resistance  k  yaincre.  Touchant  la  perte  de  force  en  transmission,  dont 
le  memoire  parle,  quoique  cette  perte  soit  assez  considerable, 
pouvant  s'elever  entre  40  et  60  pour  cent.,  cependant  I'avantage 
d'avoir  une  source  de  force  en  une  machine  fixe  est  tres  consid&'able. 
Je  ne  parle  pas  des  machines  pour  les  grandes  voies,  pour  lesquelles 
une  machine  locomotive  peut  etre  tr^s  economique,  et  presque 
aussi  economique  que  les  bonnes,  je  ne  dis  pas  les  meilleures, 
mais  de  tris  bonnes  machines  fixes.  II  en  est  autrement  cepen- 
dant pour  les  petites  machines  que  seules  Ton  peut  employer  pour 
les  tramways;  1^  les  d^penses  de  combustible,  les  difficultes  d'avoir 
line  petite  chaudiere  effective,  et  les  inconvenients,  caus&  par 
I'^chappement  de  la  fumee  et  de  la  vapeur  dans  les  rues,  sont  tels 
que  les  tramways  h,  vapeur  n'ont  jamais  pA  r^ussir;  on  les  a 
essayes  de  c6tes  et  d'autres  mais  ils  ont  toujours  finalement 
manque  k  cause  de  ces  difficultes,  et  la  transmission  eiectrique 
paratt  offirir  une  solution  pratique. 

Mon  fr^re  a  peur  que  les  petits  chariots  h  contact  ne  tombent 
des  fils  suspendus. 

En  v^rite  c'est  arrive  au  commencement  de  nos  experiences  et 
il  a  fallu  construire  les  chariots  bien  soigneusement  pour  obvier  k 
cet  inconvenient,  et  pour  les  faire  passer  aisement  par  les  courbes. 
Certainement  la  methode  employee  ici,  k  Paris,  par  mon  freire  et 
M.  Boistel  a  des  avantages  considerables,  mais  elle  est  aussi  plus 
coiiteuse. 

M«  le  docteur  Webneb  Siemens  :  Je  voudrais  seulement  ajouter 
quelques  mots.  Mon  frere  disait  que  ces  chariots  devraient  tomber 
de  la  hauteur  de  ces  deux  fils ;  mais  c'^tait  en  verity  au  commence- 
ment le  cas,  parce  que  c*etait  un  chariot  avec  quatre  roues  fixes* 
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n  faudrait  changer  tout  ii  fait  Tesp^ce  de  ces  chariots  et  fiedre  les 
axes  mobiles  de  zaani^re  que  tout  cela  piit  changer  et  se  plier  et 
s*adapter  k  cette  corde ;  en  sorte  que  le  contact  est  toujouis  juste 
et  que  oela  ne  dene  ni  d'un  cdt^  ni  de  Fautre.  Avec  ce  moyen,  on 
marche  assez  siirement,  et  il  est  tout  ^  fait  impossible  que  ces 
chariots  tombent  de  haut  en  bas,  parce  qu'il  y  a  des  arrangements 
que  cela  est  tout  ^  £Ekit  impossible.  Mais  cette  mani^re  comme 
elle  est  employee  par  mon  frere  et  par  M.  Boistel  ici  k  Paris  est 
plus  certaine.  Seulement  c'est  aussi  un  peu  plus  chere,  et  je 
demande  ce  qui  sera  le  mieuz. 

M.  le  Fbesident  :  Si  personne  n'a  plus  d'observations  k  Caire, 
nous  aliens  entendre  M.  Qovi  qui  nous  fera  I'honneur  de  nous 
communiquer  ses  impressions  sur  la  machine  de  I'honorable 
M.  Facinotti. 

L'ANNEAU  DE  M.  PAOINOTTL 

Par  M.  le  professeur  GoYi. 

Mesdames  et  messieurs, — Je  vous  remercie  d'abord  de  Tinter^t 
que  vous  paraissez  attacher  ^  Tinvention  d'un  de  mes  compatriotes, 
et  je  remercie  le  Soci^t^  des  Ingenieurs  T^^graphiques  de  Thonneur 
qu'elle  a  voulu  me  faire  en  m'appelant  ici  h,  6tre  le  porte-voiz  de 
M.  Facinotti. 

M.  Pacinotti  a  imaging  sa  machine  lorsqu'il  etait  tres  jeune ; 
il  n'avait  que  19  ans  quand  il  I'a  invented ;  ce  qui  u'enlevOy  ni 
n'ajoute  rien  au  merite  de  la  machine,  mais  ce  qui  pent  ajouter 
quelque  chose  au  merite  de  I'inventeur.  Yoila  pourquoi  je  tenais 
ii  vous  faire  remarquer  cette  circonstance.  La  machine  de  M. 
Pacinotti  est  une  machine  magn^to-electrique,  mais  elle  est  en 
mdme  temps  une  machine  motrice,  et  il  faut  mSme  dire  que  la 
premiere  idee  de  son  inventeur  a  ^t^  d'en  faire  un  moteur  electrique. 
Dans  les  anciens  moteurs  imagines  par  differents  savants,  des 
dectro-aimants  passaient  devant  des  aimants  fixes,  qui  les  attiraient 
ou  les  repoussaient  et  il  s'ensuivait  un  mouvement  qui  etait 
transmis  &  differents  organes.  Quelquefois  c*  etait  le  contraire  qui 
avait  lieu ;  mais  il  y  avait  dans  tous  le  cas  de  frequentes  inversions 
de  courants,  des  contacts  briiles  et  beauooup  de  perte  de  force. 
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M.  Facinotti  se  demanda  si  on  ce  pouvait  pas  obtecir  le  mouve- 
ment  d'tme  fa^on  coDtinuei  sans  interruption,  sans  saccadeS|  et  ce 
fiit  \k  le  point  de  depart  de  son  invention. 

Pour  y  reussir,  il  songea  h,  prendre  un  anneau  de  fer  h,  section 
circulaire,  un  cylindre  reoourbe  en  anneau  et  &  enrouler  sur  ce 
cylindre  recourbe  en  anneau  un  fil  de  cuivre  rev6tu  de  soie,  de 
mani&re  ^  former  un  circuit  entigrement  ferme  k  la  surface  de 
Tanneau.  Si,  dans  ces  circonstances-R,  on  introduit  un  courant 
dans  ce  circuit  ferme  par  deux  points  assez  rapproches  du  fil,  on 
a  une  espece  d'aimant,  qui  n*en  est  pas  un,  dont  les  pdles  se 
succedent  deux  h  deux  en  se  touchant,  et  qui  n'a  par  consequent 
pas  d*action  exterieure.  Mais  si,  au  lieu  d*introduire  le  courant 
eiectrique  et  de  le  faire  sortir  par  deux  points  tres  rapproches  du 
circuit  qui  s'enroule  autour  de  cet  anneau,  on  I'introduit  et  on  le 
fait  sortir  par  deux  points  diametndement  oppos&,  alors  rainoanta- 
tion  qui  se  produit  engendre  dans  Tanneau,  aux  deux  points  par 
oii  le  courant  entre,  et  par  oii  le  courant  sort,  deux  poles  opposes : 
d'un  cdle  un  p61e  austral,  de  Tautre  c6te  un  pule  boreal,  et 
I'anneau  pent  6tre  considcre  comme  forme  de  deux  aimants  semi, 
circulaires  presentant  chacun  li  I'aimant  voisin  le  pole  du  mime 
nom :  deux  poles  austraux  d'un  c6te,  deux  poles  boreaux  de  Tautrei 
qui  se  touchent.  Yoila  quel  est  le  point  de  depart  de  la  machine 
de  M.  Facinotti,  machine,  du  reste  que  vous  yoyez  ici  et  que  je 
ferai  fonctionner  tout  h  I'heure  en  alimentant  le  mouvement  de 
cet  anneau  k  Taide  de  cette  autre  machine  magn^to-electrique 
(egalement  de  M.  Facinotti)  qui  pent  foumir  des  courants  au 
premier  appareil. 

L'anneau  avec  son  circuit  pent  toumer  librement  autour  d'un 
axe  normal  ii  son  plan  et  passant  par  son  centre. 

Maintenant  que  nous  avons  cet  anneau  ayant  un  pole  en  on 
certain  point,  et  un  autre  p61e  au  point  diametralement  oppos^,  si 
on  place  i  90^  de  ces  pdles,  ceux  d'un  aimant  permanent,  ou  d*un 
61ectro.aimant  fixe,  on  verra  Tanneau  toumer  pendant  un  instant, 
puis  le  mouvement  s'^teindra,  parce  que  le  passage  da  courant 
aura  ^te  interrompu  par  la  rotation  mime  de  Tanneau. 

C^est  pour  cela  que  M.  Facinotti  a  imagine  de  partager  la  spirale 
qui  enveloppe  Tanneau,  en  plusieurs  bobines  succesites,  de  telle 
VOL.  X.  26 
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fa^on  toutefois,  que  la  fin  d*une  des  bobines  se  rattacb&t  an  com. 
mencement  de  Tautre,  et  qu*en  realite  reusemble  de  ces  bobines 
constitu&t  une  spirale  continue,  toujours  dirig^e  dans  le  m£me  sens, 
mais  donty  de  temps  en  temps^  ud  de  tours  s'allonge  pour 
descendre  le  long  de  Taxe  qui  supporte  Tanneau,  et  se  rattacber  h, 
des  toucbeSy  on  contacts,  en  cuivre,  oin  les  deux  bouts  du  fil  sont 
sondes,  et  centre  lesquels  pent  's'appuyer  un  contact  fixe,  destine 
soit  k  transmettre  de  Telectricite,  soit  h  en  recevoir  ;  ik  transmettre 
de  r^ectricite  quand  11  s*agit  de  faire  de  cet  appareil  une  macbine 
motrice;  2l  recevoir  de  Telectricite  quand  il  s'agit  'd'employer 
cette  macbine  comme  source  d'electricite.  Les  contacts  fixes 
toucbent  le  commutateur,  qui  porte  les  fils  prolonges  des  bobines, 
en  deux  points  diametralement  opposes.  Yoila  done  la  macbine 
toute  prfite  i:  fonctionner. 

Car,  si  on  fait  passer  un  courant  electrique  par  les  contacts 
plac&  k  la  partie  inferieure  de  I'axe  (par  le  commutateur)^  et 
si  Ton  fait  entrer  ainsi  ce  courant  electrique  dans  les  bobines  de 
I'anneau,  on  vient  par  1^-m^me  h.  faire  naitre  deux  p61es  dans  cet 
anneau  diametralement  opposes  I'un  a  Tautre.  Or,  si,  en  croix 
avec  la  position  de  ces  2  p61es,  vous  imaginez  un  aimant  fixe,  un 
aimant  permanent,  ou  bien  un  electro-aimant  assez  fort  pour 
pouvoir,  en  agissant  sur  les  pfiles  de  Tanneau  determiner  un  mouve. 
ment  dans  Tanneau  et  dans  I'axe  qui  le  supporte,  c*est.^-dire,  dans 
la  macbine  libre  ou  rattachee  h  d'autres  organes  de  mouvement  et 
de  travail,  vous  comprenez  que  le  p61e  austral  de  I'aimant  perma. 
nent,  ou  de  Telectro-aimant,  en  attirant  le  p61e  boreal  de  Tanneau, 
le  fera  toumer  de  son  c6te,  et  en  m^me  temps,  en  repoussant  le 
pdle  austral  de  I'autre  cote,  tendra  ii  faire  toumer  I'anneau  dans 
le  mSme  sens.  L'autre  pdle  en  agira  de  mfime,  et  Tanneau  se 
roettra  h,  toumer  autour  de  Taxe  vertical,  et  le  mouvement  de  le 
macbine  sera  obtenu. 

Mais  comme  toutes  les  bobines  n'en  font  qu'une,  et  qu'elles 
reproduisent  par  consequent  toujours  aux  m^mes  points  opposes  de 
Tanneau  les  m6mes  p61es,  on  a  ainsi  deux  couples  qui  agissent 
continuellement  de  la  m^me  fa^on,  sans  intermption  pour  faire 
toumer  I'anneau  toujours  dans  un  m^me  sens.  Voil^  en  tres  pea 
de  mots  le  principe  d'aprSs  lequel  M.  Pacinotti  a  constrait  sa 
machine,  en  tant  qu'elle  doit  fonctionner  comme  macbine  motrice. 
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Mais  MoDsieur  Facinotti  ne  s*en  est  par  tenu  I^,  et  il  a  imaging 
h  la  mdme  epoque,  il  a  mdme  suggere  dans  son  memoire  de  1864, 
d'ajouter  aux  p61es  des  aimants  fixes  deux  prolongements  en  fer, 
qui  embrassent  une  grande  partie  de  Tanneau ;  de  telle  fa^on  que, 
lorsque  le  mouvement  se  produit,  les  poles  de  Tanneau  commencent 
h  ressentir  plus  t6t  Tinfluence  des  pdles  de  Taimant  fixe,  et  restent 
plus  longfemps  sous  leur  influence.  Le  mouvement  de  la  roue 
tournante  acquiert  comme  cela  plus  d*energie,  et  la  machine  peut 
fournir  un  travail  plus  considerable.  M.  Facinotti,  peu  de  temps 
apres  avoir  imagine  cette  disposition  de  machines  matrices,  fit 
plusieurs  experiences  pour  ^valuer  le  travail  que  pouvait  fournir 
sa  machine,  et  il  trouva,  en  se  servant  de  freins,  et  d'uu  voltametre, 
que  son  appareil  reodait  au  moins  autant  que  lameilleure  machine 
motrice  electro-magnetique  connue  jusqu'alors. 

Toutes  ces  recherches  et  ces  experiences  furent  executes  par 
M.  Facinotti  entre  1860  et  1864  epoque  h,  laquelle  il  fit  parattre 
la  description  et  la  figure  de  sa  machine  dans  le  Nuovo  Cimmto. 

Dans  cette  description,  apres  avoir  indiqu^  la  construction  de 
son  moteur  electrique,  M.  Facinotti  a  ajoute  une  remarque  qui  est 
peut-6tre  la  partie  la  plus  int^ressante  de  son  memoire.  C'est  la 
remarque  relative  h  la  transformation  de  sa  machine  motrice  en 
machine  productrice  d'^lectricite,  car  c*est  comme  machine 
productrice  d'electricitd  surtout  que  cet  appareil  a  acquis  plus  tard 
une  si  grande  importance. 

J'ai  oublie  de  dire  tout  &  Theure  que  M.  Pacinotti»  au  lieu  de 
laisser,  comme  il  Tavait  imaging  d'abord,  son  anneau  de  far  lisse 
et  uni,  avait,  imagine  des  le  commencement  d'en  faire  saillir  des 
esp^ces  de  dents  en  fer,  entre  deux  desquelles  il  enroulait  le  fil 
de  chacune  des  bobines  faisant  le  tour  entier  de  Panneau.  De 
cette  maniere  il  obtenait  de  rapprocher  davantage  des  pdles  de 
Taimant  fixe  le  fer  qui  devait  en  subir  Tinduction,  ou  bien  qui 
devait  6tFe  attire  par  ces  p61es,  lorsque  I'anneau  avait  ete  magnetise 
d'abord  par  Taction  d*un  courant. 

C'est  la  disposition  que  vous  vojez  dans  cette  rouOi  la  m6me 
qui  a  ete  construite  par  M.  Facinotti  en  1860. 

La  transformation  de  cette  machine  motrice  ^n  macbinQ 
productrice  d'electricite  est  fort  simple. 
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On  n'a  pour  cela  qu'a  renverser  I'operation.  An  Ilea  d'intio. 
duire  un  courant  par  les  contacts  de  rinterrupteur  et  de  faire  nattre 
ainsi  deux  p61es  fixes  aux  extremites  d*tm  diam^re  de  Tannean, 
lesquels  p6Ies  doivent  dtre  continuellement  attires  ou  repousses  par 
les  deux  p6Ies  de  I'aimant  permanent  ou  de  T^Iectro-aimant  fixe 
place  sur  les  c6tes  de  la  roue,  au  lieu  de  faire  cela,  supposez  qu'a 
Tendroit  oii  Ton  aurait  attach^  les  deux  fils  provenant  de  la  pile, 
on  attache  deux  fils  destines  ^  conduire  Telectricite  h  Tendroit  oii 
on  veut  Tutilisery  h,  une  lampe  ^lectrique,  par  exemple,  et  supposes 
qu'au  lieu  de  charger  I'aimant  fixe  d'imprimer  le  mouvement  & 
I'anneaUy  on  fasse  toumer  cet  anneau  par  un  moyen  mecanique, 
en  le  mettant  en  communication  avec  une  machine  motrice. 
Qu*arrivera.t.il  dans  ce  cas?  Les  deux  pdles  de  Taimant  per. 
manent,  ou  de  Telectro-aimant  fixe  tendront  ^  produire  vis-k-vis 
d'eux  deux  pdles  oontraires,  dans  Tanneau  de  fer  qui  va  toumer 
devant-eux.  Ces  deux  pdles  contraires  seront  necessairement  fixes 
dans  I'espace ;  quand  I'anneau  toumera  ils  ne  se  d^placeront  pas 
(du  moins  pour  de  petites  vitesses),  parce  qu'ils  ne  sont  dils  qu'^ 
rinduction  exerc^e  par  les  p61es  de  I'aimant  fixe,  qui  ne  changent 
point  de  place.  Mais  les  bobines  entratnees  par  la  rotation  de 
I'anneau  glisseront  sur  ces  p61es  immobiles,  et  prendront  des  ^tats 

■ 

61ectriques  qui  pourront  6tre  transmis  aux  fils  cpnducteurs  qui 
aboutissent  aux  touches  du  commutateur 

Pendant  que  je  me  repose  un  instant,  je  prie  M.  Pacinotti,  que 
j'ai  I'honneur  de  vous  presenter,  de  vouloir  bien  mettre  en  mouve- 
ment son  appareil  comme  appareil  moteur,  k  I'aide  de  cette  autre 
machine  magn^to-electrique,  qui  transmettra  un  courant  continu  k 
Tanneau  magndtique  ou  aimomt  tranvereal  que  vous  avez  sous  les 
yeux. 

M.  Govi  (apr^  avoir  dessine  un  anneau  sur  le  tableau  noir ) : 
Supposons,  messieurs,  que  ce  soit  1&  I'anneau  en  fer  de  M.  Pacinotti 
et  que,  sous  Taction  des  deux  pftles  d'un  aimant  permanent  ihis  k  cdte 
de  cet  anneau  il  se  developpe  d'un  cote  un  p61e  que  j'appellerai 
"  nord,"  du  c6te  oppose  un  p61e  que  j'appellerai  ''  sud/'  Si  main, 
tenant,  on  fait  toumer  rapidement  cet  anneau,  ses  deux  pdles  ne 
changeront  pas  de  place,  ils  resteront  toujours  Ik ;  mais  si  sur  cet 
azmeau  on  a  dispose  dififerentes  bobines  qui  se  suiventi  et  sont 
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toutes  jointea  ensemble  de  maniire  k  ne  former  qu'un  aeul  circnit, 
il  est  Evident  que  ces  bobines  glisseronty  pour  ainsi  dire,  sur  les 
pdles  qui  restent  fixes ;  chacune  des  bobines  se  rapprochant  tour 
h  tour  d'un  p61e,  passant  par  dessus,  le  d^passant  et  allant  joindre 
le  pfile  oppose. 

Or,  quand  on  fait  glisser  une  courte  bobine,  sxur  un  aimant,  en 
partant  de  la  ligne  moyenne  ou  neutre  de  cet  aimant  et  en  allant 
vers  son  pdle  austral  ou  vers  son  p61e  boreal,  il  se  d^veloppe  dans 
cette  bobine  un  courant  dont  la  direction  se  determine  tr^s  facile, 
ment,  quand  on  connait  la  direction  des  courants  imagines  par 
Ampere  dans  I'interieur  des  aimants.  Ainsi  le  pdle  d'un  aimant 
qui  se  tourne  vers  le  sud,  a  son  courant  dirig^  de  maniire  h  toumer 
comme  Taiguille  d'une  montre ;  la  direction  est  de  sens  contraire 
pour  le  p61e  qui  se  dirige  vers  le  nord  Eh  bien,  si  on  fait  glisser 
une  courte  bobine  sur  cet  aimant  ii  partir  de  sa  ligne  neutre,  il  s'y 
d^veloppe  un  courant  dont  la  direction  est  oppos^e  ^  celle  du  pAle 
dont  elle  se  rapproche.  Si  maintenant  au  del^  du  p61e  que  la  bobine 
vient  d'atteindre  on  se  represente  un  autre  aimant  ayant  le  pAle 
du  mfime  nom  ^  la  suite  du  pdle  sur  lequel  la  bobine  est  arrivee,  et 
c'est  le  cas  de  I'anneau  de  M.  Pacinotti,  on  aura  deux  pdles  du  mdme 
nom  qui  se  toucheront  et  sur  lesquels  passera  en  glissant  la  bobine, 
Mais  aussitdt  qu'elle  aura  depasse  ce  double  pdle,  elle  sera  parcourue 
par  des  courants  diriges  dans  le  mdme  sens  que  ceux  du  pdle  qu'elle 
vient  de  quitter,  et  par  consequent  dirig&  comme  les  courants  de- 
velopp^s  pendant  la  premiere  moiti^  de  sa  course.  L'intensit^  du 
courant  dans  la  bobine  va  en  croissant  &  mesure  qu'elle  approche  de 
Tun  des  pdles ;  quand  elle  Ta  d^pass^  et  que  la  bobine  glisse  sur  le 
second  aimant  le  courant  continue  h,  avoir  le  mdme  direction,  mais  il 
commence  ^  diminuer  jusqu'a  ce  qu'on  arrive  au  point  milieu  de  ce 
second  aimant,  oh  le  courant  cesse  pour  recommencer  en  s'appro«  . 
chant  de  Tautre  pdle,  mais  apres  avoir  change  de  direction. 

Maintenant  si  dans  Tappareil  de  M.  Pacinotti,  nous  faisons  partir 
une  bobine  du  point  milieu  entre  le  pdle  nord  et  le  pdle  sud,  et  si  nous 
imaginons  que  cette  bobine  glisse  le  long  du  cercle,  on  voit  tout  de 
suite  qu'elle  doit  avoir  son  courant  dirig6  d'une  oertaine  mani&re 
qui  restera  la  m6me  apr^s  que  la  bobine  aura  d^pass^  le  pdle, 
jusqu'ii  ce  qu'elle  parvienne  sur  la  seconde  ligne  ou  section  neutre. 
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Arriv^e  1^,  le  courant  chaDgera  de  direction^  et  en  prendra  ime 
touta  contraire,  qu'il  conservera  qu^nd  la  bobice  dcpassera  le 
second  pdle  et  jusqu'it  ce  qu'elle  arrive  sur  la  section  neutre,  oil 
elle  avait  commence  son  mouvement.  Le  courant  reprendra 
alors  sa  direction  primitive,  et  continuera  ainsi  indefiniment  a 
marcher  dans  les  deux  sens  oppases  sur  les  deux  moitics  de 
I'anneau  en  rotation,  en  acquerant  le  maximum  d'intensite  quand 
les  bobines  passeront  sur  chacun  du  deux  p61es.  On  pent  done 
recueillir  les  deux  courants  aux  deux  points  opposes  du  circuit  au 
moyen  du  commutateur  auquel  aboutissent  les  fils  de  bobines  et 
avoir  ainsi  dans  un  circuit  exterieur  un  courant  unique  ayant 
partout  et  toujours  la  memo  direction. 

Cest  ce  qu'on  pent  verifier  m6me  avec  ce  petit  appareil  en 
faisant  que  les  courants  se  rendent,  non  pas  dans  une  lampe 
electrique  (le  petit  appareil  ne  permettrait  pas  d'en  obteoir  de  la 
lumiere),  mais  dans  une  boussole  rheometrique,  dans  une  petit 
galvanometre,  dont  on  voit  Taiguille  devier  tres  fortement  et 
toujours  dans  le  mSme  sens  pendant  la  rotation  de  I'anneau  en 
presence  de  Paimant  ou  de  Telectro-aimant  fixe. 

Si  Ton  tourne  la  roue  dans  un  sens  oppose  la  direction  du 
courant  se  renverse  immediatement.  Avec  Te  petit  appareil  que 
vous  voyez  U,  ou  ne  pent  pas  obtenir  de  courant  tres  iort; 
cependant  si  ii  la  place  de  ces  deux  electro-aimants  que  vous 
voyez  et  qui,  en  ce  moment  ne  fonctionnent  que  par  leur  magnetisme 
residu  on  mettait  en  presence  de  Tanneau  toumant  les  deux 
p61es,  d'un  fort  aimant  permanent  ou  d'un  puissant  electro-aimant, 
on  pourrait  en  obtenir  un  courant  assez  intense  pour  traverser 
un  voltametre,  decomposer  une  certaine  quantite  de  sulfate 
de  cuivre,  rendre  incandescent  un  fil  fin  de  platine,  etc.  Mais 
ce  qu'on  pent  obtenir  en  petit,  on  pent  I'augmenter  facilement 
en  grandissant  I'appareil,  en  accroissant  la  force  motrice,  en 
augmentant  I'intensite  d'aimantation  des  electro-aimants,  ou  des 
aimauts  permanents  qui  determient  Taction  de  Tappareil  lui 
mdme,  et  Ton  peut  en  obtenir  alors  tour  les  merveilleux  effets 
qu'on  voit  se  produire  chaque  jour  dans  I'enceinte  de  ce  palais. 

Cest  de  Tapparition  de  ce  mode&te  appareil  qu'on  peut  dater 
Torigine  de  la  plupart  des  machines  magneto-electriques  et  des 
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machines  dynamo.electriqa6S  qui  aujourd*hui  fourniasent  si  abon- 
damment  la  lumi5re,  les  actions  chimiques  et  la  force  dans 
beaucoup  d 'industries. 

Yoila,  Messieurs,  tout  ce  qui  j'avais  ii  vous  dire  relativement  k 
la  macliine  de  M.  Facinotti.  Evidemment,  elle  n'est  pas  un  grand 
instrument,  elle  n'est  qu'un  petit  modele,  mais  si  on  doit  juger  de 
rimportance  et  de  la  valeur  d'une  invention  non  pas  d'apr^a  la « 
dimension  de  Tappareil,  par  lequel  on  Ta  realisee  d'abord,  mais 
d'apres  la  grandeur  des  resultats  qu'elle  a  produits,  je  crois  que  la 
petite  machine  de  M.  Facinotti  pent  bien  dtre  regardee  comme 
une  grande  invention,  qui  mcritait  d'etre  tiree  de  Toubli  oii  la 
modestie  de  son  auteur  Tavait  laissee  jusqu'ici. 

Je  dois  aj  outer,  messieurs,  pour  les  personnel  qui  desireraient  avoir 
qnelques  eclaircissements  de  plus  lur  cette  question  que  M.  Facinotti  se  fera 
un  plaisir  de  les  leur  donner. 

M.  Antoinb  Facinotti  :  J'ai  besoin  d'exprimer  d'abord  ma  re. 
connaissance  a  M.  le  professeur  Qovi  de  ce  qu'il  a  fait  pour  mettre 
en  evidence  ma  priority  dans  la  construction,  Tusage,  et  Texplica- 
tion  de  Vdectro-aimant  transversal;  et  pour  m'avoir  invite  & 
me  rendre  ici,  oh  j'ai  etc  regu  avec  tant  de  bienveillance. 

Ma  reconnaissance  je  dois  la  temoigner  encore  ^  tons  les 
ingenieurs  constructeurs  qui  ont  produit  des  machines  electro- 
magnetiques  et  magneto-electriques  d'apres  le  principe  de  mes 
electro-aimants  transversaux^  et  qui'en  ont  montre  de  la  sorte  toute 

rimportance. 

Enfin,  je  dois  exprimer  ma  reconnaissance  a  toutes  les  per- 
sonnes  ici  presentes,  qui  ont  bien  voulu  prendre  quelque  interSt,  ^ 
I'exposition  de  Torigine  et  de  la  theorie  de  mon  electro-aimant 
transversal. 

M.  le  Fbesident  a  ajoute  :  Fuisque  personne  ne  demande  la 
parole  il  ne  me  reste  plus  qu'a  exprimer  ^  M.  le  professeur  Govi 
et  k  M.  Facinotti,  au  nom  de  la  Society  des  Ingenieurs  Tele- 

graphistes  et  des  Electriciens,  nos  vifs  remerciments  pour  cette 
communication. 

Messieurs,  Tordre  du  jour  etant  epuis^,  je  dois  annoncer  t^  nos 
membres  et  aux  savants  etrangers  qui  ont  bien  voulu  assister  aux 
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seances  de  notre  Societe  que  c*est  aujourd'hui  notre  demi^re  r^anion 
dans  ce  local.  En  mdme  temps,  j'ai  le  plaisir  de  feliciter  nos 
membres  du  succes  des  deux  reunions  qu'il  nous  a  ete  pennis  de 
tenir  ^  Paris  et  d'ezprimer  ^  M&f.  les  savants  etrangers  notre  re- 
connaissance  pour  Thonneur  qu'ils  nous  ont  fait  par  leur  presence 
parmi  nous,  et  surtout  aux  hommes  distingues  qui  nous  ont  honore 
de  leurs  communications.  I 

Je  ne  puis  pas  terminer  sans  renouveler  nos  remerciments  les 
plus  ainceres  ^  M.  Cochery,  Ministre  des  Postes  et  des  Telegraphes, 
pour  I'accueil  bienveillant  qu'il  a  accord^  i  notre  societe  et  pour 
rempressement  qull  a  montr^  ^  mettre  i  notre  disposition  toutes 
les  ressources  de  I'Exposition. 

Nous  tenons  aussi  h  exprimer  encore  une  fois  &  M.  Berger, 
Commissaire  General  de  TExposition,  notre  reconnaissance  pour  le 
bonne  volonte  qu'il  a  sans  cesse  montree  &  la  Societe  tout  entiere 
aussi  bien  qu'&  cbacun  de  nos  membres  en  particulier  qui  a  dii 
faire  appel  h  sa  bonte. 

Si  je  nomme  en  dernier  lieu,  M.  Breguet  parmi  ceux  auxquels 
nos  remerciments  sent  tout  specialment  dAs,  c'est  que  nous  avons 
Thonneur  de  le  compter  au  nombre  des  membres  de  la  Soci^tj  des 

Ingenieurs  Telegraphistes  et  des  Electriciens. 
La  stance  est  levee. 
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The  Hundred  and  Third  Ordinary  General  Meeting  of  the  Society 
ma  held  on  Thursday  evening,  November  lOth)  1881|  at  the 
Institution  of  Civil  Engineers,  25,  Great  (George  Street, 
Westminster— ProfefiBor  G.  C.  Fostbb,  F.B.S.,  President,  in 
the  Chair. 

The  minutes  of  the  two  Extraordinary  Meetings  held  in  the 
Electrical  Exhibition  at  the  Palais  de  Tlndustrie,  Paris,  were  read 
and  confirmed. 

The  Sbobbtaby  announced  that  the  Council  had  transferred 

Mr.  Jambs  Maoeinzib 
from  the  class  of  Associates  to  that  of  Members. 
The  following  paper  was  then  read : — 

« 

ON  A  COMPLETE  SYSTEM  OF  SYNCHRONIZING  BY 
ELECTRIC  TIME  SIGNALS,  AS  NOW  ADOPTED  IN 
LONDON  AND  ELSEWHERE. 

By  J.  A.  LXTND  (Member). 

The  subject  which  I  have  the  honour  to  bring  before  you  this 
evening  is  one  which  differs  materially  from  those  which  usually 
occupy  the  attention  of  this  Society.  It  evolves  no  new  discovery 
of  some  hitherto  nnknown  principle,  and  advances  in  no  new  direc- 
tion the  existing  knowledge  of  electrical  laws ;  it  only  professes  a 
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humbler  sphere  of  action,  viz.,  an  attempt  to  demonstrate  tiie 
resaltfl  to  be  obtained  from  the  patient  use  of  a  very  limited  ac 
quaintance  with  the  science  of  electricity  when  brought  persever- 
ingly  to  bear  upon  some  practical  demand  of  daily  life. 

The  speaker  has  been  for  four  years  continuously  engaged  in 
inventing  and  perfecting  a  system  for  ensuring  uniformity  of  time 
between  our  public  and  private  clocks,  and  he  submits  his  system 
of  time  signalling  and  syiichronizing  as  meeting  every  practical 
and  reasoniable  demand  for  that' end. 

So  much  is  said  at  times  about  '^  synchronizing "  being  **  no 
new  thing/'  and  it  is  so  manifestly  just  to  "past  efforts  in  this 
direction  to  acknowledge  them,  that  a  short  statement  on  this 
point  i9  both  right  and  necessary. 

The  Batent  .Office  could  alone  fiidly  reveal  what  other  reeords 
80  abundantly  ebow,  tiiot  the  atte&tion  of  <^4he  earliest  electricians 
was  as  much  devoted'  to  *^  synchronising "  do^s  as  to  message 
telegraphing ;  andat  was  only  after  repeated  failures  in  the  former, 
attended  by  as  marked  success  in  the  latter,  that  this  became  the 
favouizte  field  of.  the  electrician,  to-  the  idmost  entire  exclusion  of 
the  lees  promising  arena.  We  have  not  time^  nor  is  the  present 
the  proper  opportunity,  for  following  categorically  the  efforts  heie 
refeired  to;  we  will,  therefore,  for  the  present  purpose  of  a 
general  explanation,  divide  '^  electric  clocks"  into  six  kinds. 

1.  Those  whose  motive  power  is  the  electric  current,  acting 
upon  what  is  usually  the  escapement,  and  impelling  the  hands.  It 
has  no  pendulum.  Shepherd's  patent  is  a  good  example.  One  of 
them  is  the  well-known  dial  fixed  on  the  right.hand  side  of  the 
gates  of  the  Boyal  Observatory,  on  Qreenwich  Hill,  and  where,  as 
there,  the  circuit  is  very  shorty  and  a  close  personal  attention  is 
given,  it  is  a  very  efficient  electric  clock. 

2.  Those  whose  motive  power  i^  also  the  electric  current,  but 
in  which  it  acts  through  a  pendulum  upon  the  escapement  (exactly 
the  reverse  of  an  ordinary  clock),  and  thence  drives  the  hands. 
Mr.  Richie's,  of  Edinburgh,  is  the  best  specimen  of  this  mode : 
several  have  been  erected  in  the  thoroughfares  of  that  dty,  worked 
from  the  Observatory,  and  have  acted  well. 

3.  Those  with  an  ordinary  train,  with  a  weight  or  mainspring 
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88  the  souxce  of  power,  bat  with  the  vibrations  of  the'  pendidum 
controlled  by  the  current.  This  is  the  plan  most  generally 
adopted,  and  is  the  subject  of  several  ingenious  patents. 

4.  Those  with  the  ordinary  motive  power  and  trdn  work, 
but  regulated  to  a  small  gaining  rate,  the  clock  being  automati- 
colly  stopped  at  Ua  <yw7i  hour,  minute,  and  second,  but  instantly- 
liberated  by  the  current  at  the  corresponding  true  time.  A  clock 
Off  this  kind  formed  for  a  long  time  the  standard  of  time  at  Lom- 
bard  Street  Post  Office,  the  clock  being  controlled  from  Greenwich, 
and  reporting  itself  to  the  Observatory  after  every  **  set "  to  enable 
its  being  checked  there.  This  system  shared  the  fate  ef  others, 
and  was  eventually  discarded,  and  the  clock  removed. 

5.  Clocks  with  the  ordinary  train  and  motive  power,  but  in 
which  the  motion. work  (the  wheels  carrying  and  regulating  tfae^ 
nlotions  of  the  hands)  is  acted  upon  by  an  electro^magnet,  acting 
by  driving  a  V  piece  into  a  notch  on  the  periphery  of  a  wheel. '  It 
is  not  by  any  means  a  satisfactory  method,  and  has  nev^r,  al. 
though  in  different  forms  the  base  of  at  least  six  patents,  been 
largely  adopted. 

6.  Clocks  of  the  ordinary  construction,  in  which^^  hcmda  are 
set  to  Greenwich  time  by  the  direct  action  of  the  current  acting 
upon  them.  Bain  first  attempted  this  plan ;  in  fact,  he  claimed 
(we  think  justly)  to  have  been  the  originator  of  electric  clocks : 
his  method  was,  however,  exceedingly  crude,  and  was  never 
adopted  in  practice. 

The  above  may  be  roughly  divided  again  thus— clocks  driveti 
by  the  electric  current,  clocks  controlled  by  the  electric  current, 
and  clocks  set  to  time  by  it. 

When  we  say  that  no  system  previous  to  that  about  to  be 
described  has  succeeded,  we  do  not  by  any  means  imply  that  no 
results  more  or  less  satisfactory  were  obtained,  nor  that  they  were 
in  any  instance  total  failures :  noihing  is  afa/Uure  (certainly  not 
in  practical  science)  which  helps  to  lead  up  to  the  desired  end. 
By  saying  "  they  did  not  succeed,"  we  simply  state  an  undeniable 
fact,  that  no  one  of  them  obtained  a  footing  of  general  public 
acceptance:  circuits  of  the  narrowest  limits  and  clocks  in  the 
smallest  numbers  were  the  extent  of  these  efforts.    The  Wheat. 
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sbaaBf  in  Landon,  perhaps  went  the  greatest  length,  but  the 
speaker  questions  whether  25  clocks  were  ever  eonpled  up  on  one 
distribator,  or  to  one  motor  even  under  it.  We  bdieve  that  some 
five  or  six  clocks  in  one  of  our  medical  schools  are  still  worked  by 
this  system  from  a  local  motor,  but,  when  the  Wheatstone  Ciompaiiy 
sold  off,  the  attempt  to  work  the  system  publicly,  ended.  Wherein, 
we  ask,  lay  the  causes  of  this  want  of  success  ?  We  believe  that 
it  must  be  traced  principally  to  a  mistaken  desire  to  make  the 
dock  mihservienfU  to  the  systefm^  instead  of  the  sysUim  subservient 
to  the  eloek^ — they  rather  tried  to  make  clocks  to  be  kept  right  by 
the  system  than  prepared  a  simple  system  to  set  the  clocks  right. 
What,  theui  are  the  criteria  of  a  successful  Eiystem  of  synchronizing, 
such  as,  whilst  claiming  the  sanction  of  science,  shall  obtain  the 
approbation  of  the  public  ? 

1st,  and  pre-eminently^  the  clocks  must  each  have  a  vitality 
independent  of  the  time  signals  or  correcting  currents.  No  man 
of  business  would  tolerate  that  the  going  of  his  clock  should  be  at 
any  moment  liable  to  sudden  stoppage  by  some  breakdown  on  a 
telegraph  wire  or  pneumatic  tube ;  each  clock  must  be  able,  if 
temporarily  cut  off  from  its  governor,  to  show  something  like  tme 
time  when  left  to  itself,  until  at  least  the  breakdown  gang  can 
get  to  work,  and  couple  it  once  more  up  to  the  controlling  power. 

2nd.  The  system  must  be  capable  of  adaptation  to  Ayiatjng 
docks  of  the  most  divergent  type.  Fancy  facing  the  Directorate 
of  the  Qreat  Inter.Continental  Railway  Company,  Limited,  with 
the  statement  that  if  they  wish  to  mend  their  time  they  must  sell 
off  their  600  clocks  and  adopt  something  new,  and  only  better  in 
promise.  We  must  be  able  to  take  clocks  just  as  they  are  and 
where  they  are,  and,  leaving  them  still  to  do  what  they  already 
do  well,  ea/rry  ike  hcmde  rou/nd;  our  place  is  only  to  see  they  do 
so  in  proper  time. 

3rd.  The  system  must  be  able  to  correct  the  clock  errors, 
v^uiherfast  or  slow.  The  idea  of  persuading  a  dock  to  oblige 
the  imperfections  of  your  Eiystem  by  always  keeping  one  fixed 
gaining  rate  of  some  small  and  arbitrary  quantity,  is  so  pre. 
eminently  foolish,  that  it  is  only  a  wonder  how  any  practical  head 
could  ever  have  wasted  its  thought  over  such  a  plan ;  for  if  our 
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friend  the  clock  would  only  keep  some  such  unifonn  small  rate,  it 
would  not  want  synchronizing ;  a  minute  movement  of  the  pendulum 
bob  downwards  would  synchronize  it  for  ever !  But  the  trouble  of 
clockmakers  is  that  it  is  impossible  to  make  the  most  expensive 
standard  regulators  perfectly  steady  to  any  absolute  rate ;  the 
ordinary  oflBce  dial  or  clock  positively  declines  any  such  absolute 
regularity,  even  in  its  faults.  It  is  a  poor  excuse  to  a  business 
man  that  his  clock  has  ''gone  wrong,"  "just  because  it  took  to 
Joeing  a  few  seconds  a  day  instead  of  gaining  a  few."  The  times 
are  generally  fast,  the  time  often  slow,  and  we  must,  to  be  suc- 
cessful, be  able  to  set  our  clock  right,  wheOierfast  or  slow. 

Other  advantages  may  be  gained,  but  no  system  which  does 
not  satisfy  the  above  three  criteria  can  by  any  possibility  obtain 
any  firm  footing  or  extended  application. 

Having  thus  hurriedly  cleared  the  way  a  little,  I  now  bring 
before  you  more  particularly  the  system  under  review  to-night, 
and  premise  my  description  by  asking  my  audience  to  particularly 
remember  that  I  shall  be  obliged  to  use  the  words  Toode  and 
system  during  the  remainder  of  this  lecture,  each  with  a  dis. 
tinctively  different  meaning,  and  I  think  I  shall  justify  the 
assertion  that  no  previous  efforts  ever  got  beyond  a  rnode:  it  never 
in  any  one  instance  developed  into  a  system.  This  [showing  a 
synchronizer]  is  my  vnode  of  synchronizing  clocks:  my  system 
associates  it  with  various  instruments  you  see  here  on  the  table 
and  elsewhere,  which  I  shall  presently  more  fully  describe,  and 
whose  functions  are  to  ensure  a  certain,  true,  and  punctual 
delivery  of  time  signals  to  our  synchronizer.  The  mode  must  be 
systeTnatically  worked. 

My  Tnode  of  setting  clocks  to  true  time  is  by  one  of  these 
instruments  which  I  call  a  *' synchronizer,"  and  which  forms  an 
automatic  finger  and  thumb  to  take  hold  of  the  hand  at  the  right 
moment  and  put  it,  fast  or  slow,  in  its  right  place.  It  is,  you 
see,  but  a  simple  little  machine  after  all.  The  trite  observation, 
not  seldom  made  when  it  has  been  shown,  has  been,  ^-Is  thai 
aUt**  Yes ;  an  electro-magnet  and  keeper,  a  pair  of  levers,  and  a 
little  finger  and  thumb  is  *'all:"  it  is  ''all"  that  is  wanted; 
more  would  be  superfluous,  less  impossible.    Simple  alike  in  con- 
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structioii  and  in  action ;  nothing  to  be  put  in  order,  nothing  to  be 
put  out  of  order,  it  needs  only  to  be  put  where  it  can  do  its  woiiL, 
and  then  left  to  do  it  with  as  little  interference  as  possible.  (See 
Plate  I.,  Figs.  A,  B,  and  C.) 

Before,  however,  I  explain  more  exactly  how  to  fix  it  in  its 
place,  I  must  stay  a  few  moments  to  ask  you  to  note  that  the 
instrument  before  you,  as  a  mode  of  synchronizing,  exactly  fulfils 
our  stipulated  criteria. 

1st.  By  it,  by  a  simple  variation  of  size,  and  sometimes  some- 
what of  form  to  suit  the  particular  clock  to  be  acted  on,  any 
number  of  clocks,  few  or  many,  of  any  varying  size  or  kind,  can  be 
synchronized  to  any  agreed  standard  time-keeper.  Mantelpiece 
clocks,  turret  clocks,  office  dials  of  every  conceivable  size  and  kind, 
succeed  one  another  upon  our  lines,  totally  irrespective  of  how 
they  come,  the  size  of  the  clock  making  no  difference. 

2nd.  These  clocks  are  kept  to  time  whether  having  otherwise 
either  a  gaining  or  a  losing  rate,  even  when  such  a  rate  amounts 
to  many  minutes  a  day,  having  tvx>  pins,  or  thumb  as  well  as 
forefinger.  They  stand  guard  on  either  side  of  true  hourly  time, 
ready,  as  they  both  simultaneously  close,  either  to  push  back  the 
hand  if  too  fast,  or  push  it  forward  if  too  slow. 

3rd.  No  alteration  or  interference  with  the  clock  is  needed. 
The  sjmchronizer,  being  fixed  as  far  towards  the  end  of  the  minute 
hand  as  possible,  is  often  at  a  considerable  distance  from  the  clock 
movement ;  it  simply  requires  screwing  in  its  place,  and  the  slot 
for  the  passage  of  the  pins  cut  in  the  dial.  The  cost  of  furnishing 
is  thus  minimised,  no  small  consideration  where  a  large  number 
have  to  be  operated  on,  but  especially  advantageous  where  they 
have  to  come  into  use  in  provincial  towns  and  other  places  where 
skilled  electrical  labour  caimot  be  had;  and  I  claim  for  my 
synchronizer,  as  the  first  ever  invented,  containing  witiii/n  itself 
all  its  parts,  and  being,  when  not  in  actual  momentary  use, 
absolutely  disconnected  from  the  clock. 

4th.  Any  failure  in  the  standard  clock  to  send  out,  or  the 
various  wires  to  transmit,  the  time  signals,  leaves  the  clock  going 
in  the  ordinary  way,  to  be  set  to  time  by  the  next  completed 
current. 


*  I 
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We  now  come  to  explain  more  fiilly  the  manner  of  affixing  tbe 
synchronizer  to  the  clock,  apd  to  .call  attention  to  a  few  pointa  to 
be  looked  to  in  so  doing.  Without  touching  upon  the  special 
circumstances  which  rarely  occur,  only  two  questions  arise :  should . 
it  be  fixed  on  the.  wood  pf  the  case  or  the  back  of  thq  dial  I  sj)d 
can  J  get. sufficiently  far  out  into  the  minute,  .cirde  of  thO)  dial  tto;!;^ 
able  to  use  the  extreme  point  of  the  minute  band,  or  if  not  I  must 
place  a  amall  block  behind  it  for  the  pips  to  catch  in  a^ttii^  the 
clock  i  The  former  plan  is  far  preferable :  it  saves  time^  seci^res  tbe 
longest  possible  ley^rage,  aaid  allows  the  two  s^tiDg  piw  tP  be  as 
long  as  possiblcy  viz.,  only  just  free  of  the  glass.  Tbj9  notch  ^hpiiJld 
be  sufficiently  wide .  to  allow  the  pins  certain  and :  perfect  .freddftipi  * 
of  action. 

Beyond  this  there  ought  to  be  nothing  \q  ootm^h  Ifut.tbe 
generality  of  clocks,  and  notably  office  diala,  are  of  piost  imperfect 
make,  with  faults  which  cannot  be  excused  eyen  wh^en  nf^t  int^d^d 
for  being  synchronized.  The  first  and  principal  one  is  the  looser 
ness  of  the  m^ute.hand  on  the  squares  oi  the  socket*  It  is 
evident  that  the  slight^  play  here  is  greatly  increaeed  at  the  end 
of  the  hand :  the  whole  of  this  play  is  pf  course  so  much  lost 
^accuracy  in  setting,  and  this  fit  of  the  hand  must  be  made,;9pt 
better,  but  ahaolutely  tight.  The  band  should  further  run  parallel 
with  the  dial,  which  it  seldom  does,  generally  .^wing  to  the '  jgd 
which  secures  it  being  made  much  too  taper,  and  40  tight  on  q^q 
sid^  and  loose  on  the  other ;  this  pin  should  be  as  nearly  straight 
as  pos^^e.  The  only  other  point  is  the  minute  spring,  which  is 
usually  left  thick  and  stubborn,  instead  of  being  thin,  hard,  and* 
well  *'  set  up/'  If  the  clock,  however  common,  has  been  orjginaQy . 
made  and  finished  with  ordinary  carOt  thtOfjiB  points  ahoiUd  require 
no  attention ;  in  point  of  fact,  however,  they  generally  do.  .  When 
thus  fixed  the  clock  with  its  synchronizer  appears  as  Plate  i[,,  Fig.  P. 

I  have,  I  trust,  thus  made  the  explanation  of  our.  Wiode  of 
synchronizing  sufficiently  plain,  -  and  I  now  go  on  to  justify  my 
assertion  that  a  complete  system  needs  to  b^  arranged  and  developed 
if  the  mode,  however  perfect  in  itself,  is  to  h^ve  a  proper  success ; 
for  it  is  evident  that  synchronizing  is  a  matter  involving  a  good 
deal  more  than  a  cursory  consideration  would  lead  one  to  -suppose. 
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TlkiiB,  without  a  correct  standard  to  punctually  send  out  the  needed 
time  signalfi,  and  a  well-erected  and  well-maintained  Eiystem  of 
telegraphic  wires  to  transmit  and  deliver  them,  all  our  care  and 
.  clevemefls  in  synchronizing  would  be  vitiated  and  nullified ;  and  I 
have  but  little  need  to  enlarge,  to  my  present  audience  at  least,  on 
what  is  involved  in  such  a  system  of  telegraphic  wires, — ^the  perik 
of  wind|  weather,  ignorance,  mischief,  and  carelessness, — ^though  I 
hope  to  show  you  to  how  great  a  degree  the  effects  of  these  may 
be  minimised* 

To  speak  then,  first,  of  our  standards,  of  which,  as  I  shall  pre* 
sently  explain,  we  have  two,  they  should  be  the  best  and  simplest 
that  science  and  experience  can  produce, — gravity  escapements 
and  such  like  toys  for  amateurs  have  no  place  in  the  piece  of 
practical  time-keeping  we  want.  So  we  satisfy  ourselves  with 
Graham's  dead-beat  escapements,  high  nimibered  pinions,  jewelled 
pallets,  and  careful  finish. 

I  will  now,  as  clearly  and  distinctly  as  I  possibly  can,  give  you 
a  detaUed  description  of  the  instruments  involved  in  my  system. 

The  most  important  of  all  must,  of  course,  be  our  standard  or 
oontrolling  clock,  of  which  we  have  two.  Only  one  is  now  here ; 
the  other  is  a  similar  one  in  every  way.  The  one  is  called  the 
'*  Standard,'*  in  contradistinction  to  the  second  clock,  which  is 
called  the  '^  Lobby  Clock."  The  necessity  for  adopting  this  second 
dock  arose  from  the  fact  that  some  time  ago,  after  the  system  had 
worked  satisfactorily,  I  was  horrified  one  Monday  morning  to  find 
that,  owing  to  the  standard  not  having  been  wound,  no  signals 
were  sent  to  the  synchronisers.  The  possible  repetition  of  this 
difficulty  troubled  me  for  some  time,  until  the  idea  suggested  itself 
to  employ  a  second  standard  clock,  wound  up  at  a  different  time 
to  the  first,  and  so  reduce  the  risk  of  both  running  down  to  a 
TttiTiiTTinTn.  I  still  felt  dissatisfied,  and  thought  if  I  could  get  a 
system  by  which  a  breakdown  should  correct  itself,  the  difficulty 
might  then  be  fairly  considered  to  have  been  got  over.  This  is 
how  the  arrangement  was  effected.  We  have  two  clocks,  which 
we  name  for  distmction  respectively '* Standard"  and  "Lobby," 
and  connected  with  them  an  arrangement  which  I  call  a  "  favli 
finder,*'  and  which;  as  you  see,  consists  of  three  instruments,  a 
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lepiece,  and  two  indicators  marking  '*  Standard/* 

jobby/' ''  shunted."  As  long  as  eyerything  goes  right 

t  way,  the  indicators  carrying  the  words  ''  at  work '" 

"  do  not  move.    But  should  the  "  standard  "  clock 

Eail  to  do  its  business,  through  having  run  down, 

contact,  or  any  occurrence  which  results  in  a  failure 

a  of  the  signal,  the  hand  of  the  small  timepiece 

usual  course,  and  presently  the  indicator  drops  and 

lard,"  *'  missed'*    This  moTement  is  well  so  far  as  it 

oes  more,  it  immediately  shunts  the  whole  system,  by 

m  clock  No.  1,  "Standard,"  to  clock  No.  2,  "  Lobby," 

lends  out  the  next  signal,  and  in  doing  so  drops  its 

Lobby,"  "  at  toork.''    Ejotowing  the  possibility  of  dust 

and  stopping  mechanism  of  this  automatic  nature,  I 

Ato  the  circuit  a  kind  of  "  arch  deceiver,"  a  little 

which  at  eight  o'clock  each  morning  pretends  a  failure 

of  the  ''  Standard  "  clock,  which  immediately  acts  on 

clock  No.  2  sends  out  the  9.0  a.m.  signal,  and  leaves 

IB  thus :  **  Standard,"  *'  missed,"—"  Lobby,** "  at  work." 

at  the  office  each  morning  a  glance  shows  that  the 

ective  measures  are  in  working  order,  and  two  pull 

antly  readjust  the  dial.     (See  Plate  II.) 

St  perfect  immunity  from  non.transmission  of  signals  is 

ad  even  in  the  middle  of  the  night,  when  no  one  is  in 

I  to  set  in  motion  anything  which  had  stopped. 

cx)me  to  describe  an  instrument  of  great  value  to  a  busy 

has  to  deal  with  a  time-current  system.    It  ia  this,  that 

missing  the  opportunity  of  adjusting  time  when  the 

om  Greenwich  is  received  (because  otherwise  engaged), 

aroduced  an  **  automatic  error  recorder,"  consLsting  of  a 

hronograph  with  split  hand  and  the  ordinary  inking 

ent,  which  makes  a  little  dot  wherever  it  points  when  the 

the  pendant  is  pressed  in.    At  a  few  minutes  before  ten 

>  dotting  chronograph  is  set  to  the  standard,  absolutely 
beat.    It  is  then  placed  in  the  recording  instrument,  and 

>  signal  arrives  at  ten  o'clock  (which  is  the  truest  signal 
lay),  it  rings  a  little  bell  and  makes  a  dot  on  the  dial» 
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•  which  dot,  and  not  the  handy  remains  a  permanent  record  of  the 
error  of  the  standard  at  ten  o'clock  a,nu    (See  Plate  IIL)     Being 
now  in  possession  of  a  **  known  error/'  the  next  step  is  to  correct 
it,  which  in  the  ordinary  way  is  by  setting  the  hands,  and,  when 
necessary^  a  slight  movement  of  the  adjustix:ig  screw  of  the  }>en- 
dolom  to  make  it  go  faster  or  slower  as  required.    But  a  clKKk 
regulated  in  this  manner  is  a  source  of  constant  irritation^  as  the 
slightest  touch  to  thb  pendulum  to  arrest  it,  for  instance,  if  a  few 
tenths  of  a  second  fiast,  produces  a  new  variation  in  its  going,  a 
trouble  inherent  in  the  very  finest  regulators.     It  was  therefore 
found  necessaiy  to  devise  some  means  for  setting  a  standard  clock 
without  what  is  termed  any  '^  physical "  contact  of  any  kind  at 
all.    The  earliest  attempts  in  this  direction  were  by  jumping 
small  weights  on  to  little  toMes.  on  the  sides  of  the  pendulum. 
There  is  a  very  beautiful  clock  of  this  kind  at  Messrs.  Usher  & 
Coles',  Clerkenwell,  one  of  the  prettiest  mechanical  '* setters"  I 
have  seen.    The  weights  are  jumped  on  or  off  the  table  by  triggers, 
and  aa  soon  as  the  requisite  effect  has  been  produced  they  aze 
jvmped  off  ogam.    However,  that  plan  had  serious  defects,  and 
some  one  was  required  to    be  in   attendance:    sometimes   the 
weighls  rebounded  off  the  tables,  and  so  on. 

The  credit  of  inventing  a  clock-setter  absolutely  without  any 
physical  or  mechanical  contact  with  the  pendidum,  lies  with  Sir 
George  Airy.  It  consists  of  a  permanent  bar  magnet  fixed  in  a 
vertical  position  on  the  pendulum  of  the  normal  clock,  and  a  coil 
of  covered  copper  wire^  without  an  iron  corOi  known  as  a  resistance 
coil,  placed  also  in  a  vertical  position  immediately  underneath  the 
magnet,  is  fixed  to  the  clock  case.  The  coil  occupies  such  a 
position  that,  when  the  pendulum  hangs  at  rest,  the  end  of  the 
magnet  is  exactly  over  the  centre  of  the  coil.  At  every  vibration 
of  the  pendulum  the  lower  end  of  the  magnet  passes  close  over 
the  upper  end  of  the  coil.  The  wires  of  the  coil  are  led  to  a 
commutator  placed  in  i^igHMautii^-room.  By  turning  the 
handle  of  this  commuty^^^^Hldei  a  battery  current  is  placed 

<)Qnnection  with  tim    ^^^^Kiming  it  to  the  opposite  side 
Ion  oLHi    j^^^^^Bnt  is  reversed.    In  one  case 

tacent  ends  of  the  magnet  and 
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coil ;  in  the  other  case  there  is  repulsion.    When  attraction  exists, 

t^A^i^lum,  heing  continually  pulled  towards  the  centre,  is 

id ;  when  repulsion  exists,  the  pendulum,  heing  continually 

om  the  centre,  is  retarded.     When  the  handle  of  the 

,tor  stands  upright,  the  current  is  cut  off  from  the  coil, 

ffect  is  produced  on  the  pendulum. 

plan  is  a  long  way  in  advance  of  previous  ones,  completely 

;  any  physical  interference  with  the  pendulum,  hut  it  still 

',  more   attention  than  is  compatible  with  my  plan  of 

rerything  as  far  automatically  as  possible,  and  I  have  for 

years  used  the  following  modification  of  Sir  G.  Airy's  plan 

erfect  success : — My  instruments  consist,  besides  the  resist- 

3il  and  magnet,  of  a  commutator  marked  '^  Standard"  and 

3y/'  which  by  a  plug  operates  either  clock  by  one  set  of 

ments;    a  commutator  marked  ''Fast"  and  ''Slow,"  by 

.  the  effect  to  be  produced  on  the  clock  is  determined ;  and 

ill  lever  timepiece  requiring  winding  only  once  a  year,  by 

a  the  exact  length  of  time  the  current  should  remain  on  can 

ojked  off  (Plate  IV.,  Figs.  1,  2,  3,  4).    By  these  means,  one 

ition  to  the  instruments  is  alone  required,  and  as  soon  as  the 

£  is  to  true  time,  the  current  goes  off,  and  no  further  effect 

be  produced  than  was  determined  as  needful. 

We  have  now  corrected  our  clock  to  Greenwich  time,  and  are 

r  prepared  to  distribute  true  time  signals  for  this  purpose.    I 

^e  gone  in  a  different  direction  to  the  chronofer  used  at  the  Post 

ice.     My    instrument  is  only  five  inches  by  two ;   a  circular 

leel  in  shape,  and  I  call  it  a  "  distributor."     I  divide  London 

bo  twelve  distinct  circuits  or  districts.    The  signals  sent  over 

ese  circuits  (each  circuit  having  its  own  battery  and  line) 

aounts  to  over  7,000^000  since  the  instrument  before  you  was 

ced.     It  is  something,  I  think,  to  be  able  to  say  for  a  little  in- 

Tument  like  that,  that  it  distributes  time  from  the  extreme  south 

I  Elennington  to  the  extreme  north  of  Hoxton,  and  from  the  man- 

ions  of  the  rich  in  the  west  to  the  docks  in  the  east :  the  whole 

Lixea  (with  one  exception  at  the  West-end)  is  worked  from  the 
Uttle  instrument  before  you.     (See  Plate  IV.,  Fig.  5.) 
/      ■*      We  all  know  what  "  burning  "  points  are,  and  I  should  like  to 
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mention  one  matter  in  the  hope  that  some  of  the  scientific  gentle- 
men  present  may  be  able  to  explain  it.  When  the  means  of  dis- 
tributing at  present  used  were  first  adopted,  we  were  warned  that 
the  contact  springs  of  our  little  distributor  would  bum,  and  veij 
great  care  was  taken  in  looking  after  the  cleanness  and  brightnesB 
of  those  contacts ;  but  through  pressure  of  business  this  carefolnes 
was  relaxed,  and  nothing  was  done  to  the  contact  springs  for  some 
six  months,  and  it  was  with  great  fear  that  I  then  looked  to  see 
what  condition  they  were  ld.  To  my  surprise  I  found  that  each 
contact  had  its  volcano  and  crater  [drawing  sketch  on  boazd]. 
This  was  the  result  of  the  platina  spring  burning  when  contact 
was  made  with  the  gold  screw  underneath.  The  bottoms  of  the 
craters  were  perfectly  bright,  and,  if  large  enough,  I  suppose  you 
could  have  seen  your  face  in  them,  and  so  I  found  that  we  had  better 
leave  the  springs  alone  till  they  have  burned  a  hole  through.  The 
contacts  are  found  in  practice  to  keep  bright  and  clean  so  as  to 
cause  no  hindrance  at  all  to  the  transmission  of  the  signal. 

The  FsESlDENT :  What  is  the  metal  you  use  ? 

Mr.  Lund  :  Platinum  and  gold.  As  to  the  lines,  the  only 
point  of  interest  is  that  we  are,  as  far  as  possible,  endeavouring  to 
work  what  are  called  metallic  circuits.  We  start  from  one  of  the 
springs  on  the  distributor,  travel,  say,  down  Goswell  Road,  back  to 
the  City  Boad,  and  return  again  to  the  distributor,  making  the 
complete  circuit  without  a  return  earth  current.  The  advantage 
of  this  arrangement  is  that  in  case  of  a  thunderstorm  there  is  no 
possibility  of  the  lightning  attacking  the  wire.  Lightning  but  very 
rarely  attacks  a  wire  open  at  one  end,  whilst  a  wire  open  at  both 
ends  is  perfectly  Eafe.  Such  a  wire  gives  further  advantages  in 
the  way  of  testing,  and  in  the  economical  use  of  battery  power. 
We  have  not  yet  succeeded  in  supplying  all  London  with  loops  of 
this  kind,  but  have  very  nearly  so. 

We  further  utilise  these  metallic  circuits  thus :  we  have,  say,  a 
looped  metallic  circuit  starting  from  Cornhill,  going  by  the  City 
Boad  to  Old  Street.  The  comer  of  Old  Street  is  the  most 
important  centre  in  that  neighbourhood,  and  from  it  we  have 
erected  branch  lines,  varying  in  direction  and  number,  to  supply 
what  may  be  called  the  subordinate  circuits,  and  it  used  to  be 
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necessary  to  send  once  a  week  to  see  if  these  lines  were  in  proper 
working  order.  To  obviate  this,  and  as  I  always  prefer  using 
automatic  action^  I  was  determined  to  see  whether  I  could  not 
make  the  branch  lines  automatically  report  their  condition  to  the 
central  office  in  Comhill.  I  was  told  that  such  a  thing  was 
impossible,  but  I  have  nevertbeless  succeeded  in  obtaining  the 
desired  end.    The  arrangement  is  as  follows  :— 

In  this  arrangement  two  clocks  and  an  indicator  are  employed. 
The  indicator  and  one  clock  are  in  the  instrument-room,  and  the 
other  one  at  the  place  where  branches  come  into  the  main  circuit. 
At  a  given  moment  the  latter  automatically  breaks  open  the  loop, 
takes  the  first  half  of  the  linOi  and  connects  it  to  branch  line  No. 
1;  at  the  same  exact  time  the  clock  in  the  instrument-room 
connects  the  indicator  No.  1  to  a  small  battery,  and,  if  all  is  in 
working  order,  the  indicator  flies  open  and  announces  the  fact,  and 
so  on  for  the  required  number  of  branch  lines.  This  arrangement 
is  repeated  twice  a  day,  9  a.m.  and  9  p.m.,  to  prove  the  working 
condition  of  the  branch  lines  emanating  from  the  main  line.  I 
think  I  am  justified  in  saying  that  this  is  the  first  attempt  made  to 
automatically  test  branch  lines  at  the  middle  of  a  main  line,  with, 
out  any  one  in  attendance. 

(The  9  o'clock  time  signal  has  just  gone  through,  and  Mr. 
Webb  reminds  me  that  I  was  to  show  you  how  the  several  clocks 
you  see  here  were  adjusted  in  one  circuit.  I  had  all  the  clocks  in 
the  room  set  to  different  times  in  the  same  hour,  and  intended  to 
draw  your  attention  to  the  passing  of  the  signal,  but,  unfortunately, 
the  8  o'clock  current,  which  I  had  shunted  off,  was  by  some  mis- 
take  shunted  on  again,  and  allowed  to  go  through  them,  and 
consequently  my  arrangement  was  upset  as  the  adjustment  was 
prematurely  brought  about.) 

I  have  shown  you  that  we  have  a  perfect  standard  clock,  as 
near  as  possible  a  perfect  distributor,  and  that  we  have  automatical 
reports  to  say  whether  the  wires  are  doing  their  duty  or  are  broken 
down.  We  now  come  to  the  various  modes  adopted  to  utilise  the 
signals  when  they  arrive.  As  a  general  rule  the  signal  is  used  for 
synchronizing  (there  are  some  400  syruivrofrmera  in  use  in  London), 
but  in  some  few  cases  it  is  preferred  to  have  a  visual  or  oral  signal. 
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The  first  one  of  the  latter  kind  put  up  was  in  connection  with  the 
Stock  Exchange.  The  clock  there  was  synchronized  with  the  idea 
of  always  using  it  for  time  bargains,  but  a  dispute  arose  sometimes 
between  members  as  to  the  fraction  of  a  minute.  A  bell  was 
{Proposed  and  fixed,  but  the  hubbub  usually  prevalent  on  the 
Bxchange  prevented  the  bell  being  heard.  An  appeal  was  made 
to  me,  and  I  suggested  a  small  time-ball  to  fall  down  as  a  standard, 
but  I  was  warned  that  the  members  would  inevitably  use  it  as  a 
tieurget  for  missiles,  and  so  that  idea  was  abandoned  I  then 
suggested  a  flashing  signal,  {.e.,  a  red  disc  fixed  so  as  not  to  be 
visible  in  its  normal  position,  but  which  should  be  brought  into 
full  view  by  the  passing  of  the  time  signal,  and  remain  so  for 
three  seconds.  That  plan  answered  its  purpose  perfectly,  and  for 
the  past  three  years  all  time  bargains  on  the  Stock  Exchange  have 
been  settled  by  it. 

Time-balls  I  need  not  much  comment  upon :  they  have  gone  out 
of  fashion  very  much  on  account  of  the  trouble  of  pulling  up  the 
ball  by  hand,  as  is  usually  done,  or  the  frequent  winding  up  of  the 
clockwork.  However,  to  suit  demands  that  arise,  we  have  nearly 
perfected  one  which  for  one  signal  a  day  will  need  winding  up 
only  once  a  month,  and  with  greater  frequency  according  to  tlie 
extra  signals  a  day.  It  is  arranged  that  as  soon  as  the  ball  arrives 
at  the  top  it  immediately  stops  the  clockwork,  thus  avoiding  useless 
rtuming.  On  arrival  of  the  current  the  ball  drops,  sets  the  clock- 
work in  nK)tion,  and,  after  being  down  five  minutes,  begins  to 
ascend,  and  on  arriving  at  the  top  of  the  standard  the  clockwork 
motion  ceases  till  the  arrival  of  the  next  current. 

As  to  how  far  this  system  can  be  utilised,~-of  course  in  Londan 
the  distances  are  comparatively  short,  ranging  from  a  few  yards  to 
a  mile  or  two,  but  to  show  to  what  extent  it  is  available,  I  may 
mention  that  a  clock  has  been  synchronized  at  Dumbarton  (a 
distance  of  400  miles)  for  two  years,  without  a  single  failure.  I 
have  recently  received  a  most  eulogistic  letter  from  the  town.(derk 
of  that  place^  saying  that  everybody  is  delighted  with  the  arrange- 
ment, which  still  works  perfectly  satisfactorily. 

I  was  asked  a  little  while  ago  to  get  a  gentleman  out  of  a 
dilemma.    He  said  there  was  frequent  1»t)uble  with  his  workmen 
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about  time,  and  asked  if  I  would  synchronize  his  clock.  I  did  so, 
bXLt  the  men  were  not  satisfied,  and  said  the  timekeeper  did  not 
always  know  when  the  signal  went  off.  It  then  became  necessary 
to  adopt  an  automatic  timekeeper,  and  this  took  the  shape  of  a  set 
of  ordinary  vibrating  electric  bells,  connected  with  a  ringing  clock 
and  a  commutator  vnth  Uiree  diunta  m  if,  marked  *^  Sunday ''— *• 
** Week-days" — "Saturday."  These  shunts  were  employed  to 
switch  off  the  current  for  such  days  as  Sundays,  Bank.holidays,  or 
Saturday  afternoons,  when  signals  were  not  required.  [The  system 
was  illustrated  and  explained  by  apparatus  on  the  table.] 

I  have  endeavoured  to  show  you  some  of  these  matters  in  detail, 
abd  you  will  have  perceived,  as  I  said  at  the  commencement,  that 
there  is  nothing  very  new  except  the  application  of  electricity  to 
carry  out  some  of  the  necessities  of  everyday  life.  It  has  been  a 
matter  of  four  years  in  working  these  things  out.  It  of  course  seems 
veiy  easy  when  it  is  done,  but  it  has  required  a  great  deal  of 
thought  sometimes  to  discover  how  to  get  over  these  various 
difficulties,  and  I  claim,  not  for  myself  personally ,  but  for  London, 
the  city  in  which  X  live,  and  for  England,  my  native  country,  that 
it  has  the  largest  and  most  perfect  system  of  synchronized  clocks 
in  existence. 

Sib  Chables  BbigSt  :  In  expressing  my  thanks  to  Mr.  Lund 
for  his  very  excellent  paper,  I  should  like  to  refer  to  a  system  of 
time  regulation  in  use  many  years  ago,  which  appeared  to  me  at 
the  time  (and  I  have  no  reason  to  change  my  opinion)  to  be  the 
simplest  method  of  regulating  clocks  by  electricity.  It  was  that 
>Q^  Mr.  R.  L.  Jones,  who  in  1857  patented  a  system  of  regulating 
clocks  which  is  no  doubt  known  to  Mr.  Lund.  It  was  applied  at 
that  time  in  Liverpool  to  some  extent  (to  regulate  some  eight  or 
ten  clocks),  and,  I  believe,  is  still  at  work  in  the  Post  Office  there, 
if  not  for  the  same  number^  to  some  extent.  It  consisted  of  a 
standard  clock,  fixed  at  the  Liverpool  Observatory,  under  the 
charge  of  Mr.  Hartnup,  the  astronomer  there.  Each  movement 
of  the  standard  clock  sent  a  current  of  one  kind  or  the  other.  The 
system  of  regulation  which  llSi,  Lund  has  described  is  a  periodical 
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adjustment,  with  long  periods  of  non-adjustment,  the  coirenti 
being  sent  every  hour,  if  I  understood  the  description  correctly— 

Mr.  Lund  :  Yes* 

Snt  ChabIiBS  Bbight:  And  that  a  finger,  or  sometiiing 
equivalent  to  it,  takes  hold  of  the  hand  and  moves  it  backwards 
or  forwards  as  the  case  may  be.  The  system  of  which  I  am 
speaking  di£fered  in  this  respect,  that  the  regulation  was  con- 
tinual.  The  power  required  for  the  regulation  was  very  snudl, 
because  it  was  only  requisite  to  control  a  pendulum  of  a  clock 
with  ordinary  works  by  currents  sent  from  the  standard  clock 
each  second.  Each  of  the  clocks  thus  regulated  had  a  pendulmn 
bob  like  that  of  the  motor  pendulum  in  a  Bain  clock,  and  a 
comparatively  feeble  current  from  one  or  two  cells  controlled,  and 
I  believe  still  regulates  the  clocks  perfectly,  advancing  their  speed 
or  retarding  it  in  unison  with  the  standard  clock  at  the  Observa- 
tory.  This  clock  controlled,  among  others,  the  Liverpool  Town 
Hall  clock  (a  ricketty  old  piece  of  mechanism,  which  used  pre. 
viously  to  stop  sometimes,  by  the  action  of  the  wind  upon  the 
hands),  a  very  good  clock  on  the  Exchange  flags,  and  a  laxge 
clock  in  the  tower  at  the  docks,  besides  several  clocks  inter, 
mediate  on  the  circuit.  That  system  continued  to  work  exceedingly 
well  during  the  12  or  13  years  that  I  had  to  do  with  it,  and  I 
believe  has  continued  to  do  se  under  the  charge  of  the  Government. 
The  system  has  the  advantage  of  great  simplicity.  You  have  only 
to  tAke  any  magnetic  pendulum  bob  and  two  small  magnets,  and 
you  have  the  whole  apparatus  necessary.  I  cannot  think  of  any 
more  simple  method,  and  certainly  none  would  work  better  as  a 
fixed  regulator  from  which  any  one  could  adjust  his  watch  or  clock, 
at  any  moment  in  the  hour,  to  a  second ;  and  I  think  myself, 
subject  to  correction  from  other  people's  experience,  that  that  is 
the  best  form  of  regulation  if  you  are  going  for  a  true  system  of 
regulation.  Of  course,  if  it  is  desired  to  use  a  wire  for  other 
purposes,  and  to  have  an  occasional  setting  of  hands  (which  I  do 
not  consider  a  complete  system)  during  the  intervals  between 
which  people  may  lose  a  train,  for  example,  then  perfection  must 
give  way  to  economy. 

The  Fbxsidbnt  :  I  shall  be  glad  to  hear  any  further  observa. 
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tions  on  Mr.  Lund's  very  interesting  communication.  He  has 
pointed  out  many  practical  difficulties  which  have  occurred  in 
developing  his  system  of  regulating  clocks^  and  the  way  in  which 
they  have  been  overcome.  We  have  many  members  present  who 
are  competent  to  criticise  Mr.  Lund's  arrangements,  and  to  point 
out  defects,  if  any  still  remain.  As  Mr.  Lund  has  said,  the  merit 
of  such  a  system  must  depend  upon  the  way  in  which  the  practical 
details  are  carried  out.  There  is  no  matter  of  principle  involved| 
but  the  difficulty  in  such  a  case  is  to  apply  known  principles  in 
such  a  way  as  to  produce  the  effects,  and  that  apparently  Mr.  Lund 
has  done  with  very  great  success. 

Mr.  A.  Stboh  :  I  have  listened  with  great  pleasure  to  Mr.  Lund's 
interesting  paper,  and  I  perfectly  agree  with  him  that  clocks  ought 
simply  to  be  controlled  by  the  electric  current.  One  great  advan- 
tage, which  Mr.  Lund  did  not  mention,  of  this  sjrstem  seems  to  be, 
that  the  line  wires  employed  in  it  can  be  used  for  telegraphic 
messages,  or  anything  else,  when  not  in  use  for  the  controlling 
of  the  clocks,  which  takes  only  a  very  short  space  of  time  indeed 
in  every  hour.  A  system  of  the  kind  spoken  of  by  Sir  C.  Bright 
has  not  this  advantage,  because  the  wire  is  employed  continuously. 
I  should  like  to  ask  Mr.  Lund  one  question.  These  clocks  may  go 
fast  or  slow,  and  are  set  right  every  hour.  Has  anything  been 
done  to  endeavour  to  shorten  or  lengthen  the  pendulum  at  the  same 
time  when  the  setting  of  the  hands  takes  place?  If  the  time 
current  could  be  made  to  adjust  the  pendulum  as  well  as  the  hands, 
the  clocks  would  eventually  become  so  regulated  that  they  would 
neither  gain  nor  lose,  and  the  occurrence  of  a  breakdown  in  the 
transmission  of  the  signal  would  be  of  little  moment. 

Mr.  Walteb  H.  Coffin,  F.CS.  :  I  trust,  Mr.  Chairman,  though 
not  yet  an  elected  member,  I  nmy  be  allowed  to  make  a  remark 
called  forth  by  Mr.  Stroh's  enquiries,  without  anticipating  Mr. 
Lund's  reply.  Some  years  ago,  before  I  was  aware  of  Mr.  Lund's 
system  of  synchronizing  clocks,  I  was  connected  with  an  attempt 
in  America  to  do  a  similar  thing.  We  attempted  both  to  set  the 
hands  to  correct  time  and  regulate  the  length  of  the  pendulum. 
We  accomplished  the  setting  of  the  hands  by  a  method  similar  to 
Mr.  Lund'Si  but  perhaps  more  simple.    We  also  had  an  arrange. 
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ment  by  which,  when  the  hand  was  behind  time,  the  electrical 
current  was  sent  in  one  direction  and  shortened  the  bob ;  if  the 
hand  was  ahead  of  time,  the  current  went  in  the  other  direction 
and  the  bob  of  the  pendulum  was  lengthened ;  and  thus  any  error 
accummulating  by  difference  of  temperature  was  contiauallj 
neutralised,  and  also  the  regulation  was  ptoportional  to  the  enor 
of  the  clock.  If  the  clock  was  very  slow,  the  pendulum  would  be 
shortened  more ;  if,  on  the  other  hand,  the  error  were  vexy  small, 
the  correction  would  be  very  small.  It  was  so  arranged  that  if  the 
error  was  within  a  certain  limit  there  would  be  no  correction  what- 
ever, but  the  whole  was  merely  experimental  and  finally  abandoned. 
I  merely  mention  it  because  it  was  interesting  from  a  scientific 
point  of  view,  and  might  perhaps  overcome  some  objections  in  Mr. 
Lund's  system.  One  seems  to  me  that  if  a  dock  is  continually 
going  slower  or  faster,  or  a  correction  or  two  is  missed,  a  time  will 
come  when  the  hand  will  be  in  such  a  position  that  one  of  the  little 
''fingers,"  instead  of  regulating,  will  be  jammed  at  the  top  of  the 
hand,  and  the  clock  will  be  stopped*  Whereas,  if  the  possible 
error  could  be  kept  within  certain  limits,  by  correcting  the  pen. 
dulum  as  Mr.  Stroh  suggests,  it  could  never  happen  that  the  hand 
would  be  jammed  by  the  apparatus,  and  the  accidental  omission  or 
suspension  of  the  current  would  be  less  serious.  I  must  apologise 
for  the  time  I  have  occupied  in  making  these  remarks. 

Mr.  O.  S.  Cbiswick,  F.B.A.S.:  I  should  like  to  make  a 
remark  in  refer^ce  to  what  Mr.  Lund  said  as  to  the  contact 
springs  in  his  distributor.  At  Greenwich  we  did  not  find  the 
difficulty  anticipated  by  Mr.  Lund^-want  of  contact ;  but,  on  the 
contrary,  the  fusing  of  the  metal  made  a  continuous  connection, 
and  a  constant  cunmit  was  set  up  which  to  us  was  ruinous.  The 
difference  between  Mr.  Lund's  experience  and  ours  may  be  that 
Mr.  Lund'9  springs  are  stiffer  than  ours.  That  difficulty  has  been 
got  rid  of  to  a  great  extent  by  introducing  a  resistance  coil  of 
about  six  times  that  of  the  circuit},  which  seems  to  kill  the  spark 
and  enables  us  to  get  on  comparatively  comfortably.  The  frequent 
sticking  of  the  springs  caused  by  fuaion  of  the  points  of  contact 
was  the  great  difficulty  we  had  to  contend  with. 

The  Pbesident  :  The  coil  is  inserted  as  a  shunt  to  the  circuit  ? 
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Tfi.  Cbiswzck  :  Yes ;  the  constant  current  not  only  caused  a 
failure  of  tiie  chronpgraphic  register,  but  always  disturbed  the  rate 
of  the  dock. 

Mr.  J.  A.  LuiTD;  Before  replyiug,  Mr.  President,  I  would 
apologise  for  having  omitted  to.  give  an  explanation  df  this  large 
circular  instrument  before  you.  It  is  what  we  call  a  fault-finder.* 
It  consists  of  a  number  of  drop  indicators,  corresponding  with  the 
number  of  springs  on  the  distributor.  The  instrument  achieves 
the  curious  result  of  making  a  broken  line  report  its  own  break, 
down.  Two  chattering  bells  (tuned  to  a  fifth)  are  joined  up  in 
circuit,  and  as  long  as  the  signals  pass  through  and  all  goes  well, 
the  bells  are  silent,  but  .should  a  breakdown  occur  on  one  of  the 
wires,  five  minutes  after  it  happens  both  the  bells  ring  violently 
until  Attention  is  given,  and  owing  to  Ibhis  speedy  announcement  of 
failure  it  sddom  happens  that  we  have  breakdowns  lasting  more 
than  two  hours.  .    .    '  i 

[The  detail  connections  of  the  instrument  were  described  on 
the  board.].  r 

I  have  not  much  to  say  in  reply  to  what  has  been  said,  but  I 
will  take  up  one  point.  It  has  been  suggested  that  the  clock 
should  also  be  regulated  if  posedble. ,  Now,  those  who  know  what 
a  system  of  synchronizing  is,  will,  I  think,  upon  consideration,  say 
at  once  that  it  is  practically  impossible  to  do  so,  for  this  reason^ 
that  you  must  ^i  that  case.faave  pendulunv9  of  oi^e  length,  or  at  all 
events  of  two  lengths,  haUlseconds,  and  seconds.^  You  cannpt  con** 
nect  up  a  dining-room. clock,  an  American  dial,  a  large  dial  dooky 
and  so  on,  with  each  other :  it  is.  impossiUe  to  send  a  current  to 
afifect  the  pendulums  of  all  three  in  equal  time  and  in  equc^  pro. 
portion.  We  have  ourselvjes  made  a  great  many  experinients  in 
this  direction,  and  have,  I  think,  fait  upon  sometiiing,  (which, 
perhaps,  on  a  future  occasion  I  may  have  the  opportunity  of  laying 
before  the  Society)  by  ^hich  we  shall  be  able  to  check  a  clock, 
)>ut  the  exper^nents  have  not  so  far  been  such  that  enable  me  to 
explain  to  you  at  present. 

There  was  one  very  important  remark  made  by  Mr.  Stroh  with 
reference  to  a  j>oint  which  I,  purposely  left  out  to  see  whether  it 
wa8.noticed«-I  mean  with  reference  to  using  time-ourient  m$m. 
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for  telegraph  or  telephone  purposes.  *  Experiments  in  this  direction 
have  been  made,  through  the  kindness  of  the  United  Telephone 
Company,  between  our  establishmenti  41,  ComhiU,  that  0(»i- 
pany's  offices  at  Coleman  Street,  City,  Broad  Street,  and  Victoria, 
upon  a  circuit  on  which  clocks  were  synchronized  and  telephonic 
communication  carried  on  with  perfect  success. 
I  have  a  telephone  in  this  room  [turning  to  it]. 
The  PSESIDENT  (speaking  through  telephone) :  Who  are  yoo, 
and  where  are  you  1 

Answer :  Barraud  &  Lund's  agents ;  office,  Pall  MalL 
Vit  Lund  :  The  circuit  extends  from  Pall  Mall  to  this  room, 
with  telephones  at  each  end,  and  ten  clocks  in  circuit  in  between, 
at  various  points  along  the  line. 

The  only  remaining  remark  worth  detaining  you  for  is  with 
reference  to  Sir  C.  Bright's  observations  about  Mr.  Jones's  systeuL 
I  think  I  was  correct  when  I  said  at  the  beginning  (and  I  most 
heartily  say  it)  that  every  one  that  helps  forward  any  result  of  this 
kind  ought  to  be  recognised.     If  a  man  makes  an  attempt  to  do  a 
certain  thing  and  miserably  fails,  he  has  not  utterly  failed,  for  the 
reason  that  he  has  enabled  some  one  after  him  to  avoid  making  the 
same  mistake.    And  therefore  I  say  that  those  who  have  laboured 
before  myself  deserve  all  credit  for  their  patient  perseverance, 
and  perhaps  more  than  myself,  because  they  have  been  willing 
very  often  to  take  failture  and  still  plough  on,  endeavouring  to 
succeed.    But,  as  an  answer  to  Sir  C.  Bright,  I  would  say  that  Mr. 
De  la  Rue,  who  for  a  long  time  was  known  as  the  most  determined 
adherent  of  a  slightly  modified  Jones's  system  used  on  a  private 
wire  between  Greenwich  and  Bunhill  Bow,  sent  for  me  about 
18  months  ago,  saying  that  he  had  tried  the  system  in  every 
way,  but  that  it  was  a  total  failure,  and  he  instructed  us  to  remove 
it  and  replace  it  by  our  system.    I  did  so,  and  it  gives  evezy 
satisfaction.     Continuous  control  currents  cannot   be  used    on 
account  of  the  varying  lengths  of  the  pendulums,  and  I  therefore 
still  adhere  to  my  opinion,  that  we  have  followed  the  best  plan  to 
allow  the  clock  to  jog  along  (I  do  not  care  what  kind  of  clock  it  is) 
for  an  hour,  and  if  at  the  end  of  the  hour  it  has  not  done  quite 
what  it  ought  to  do,  we  set  it  right  and  let  it  go  on  again.     If  it 
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gains  we  put  it  back,  and  if  it  loses  we  put  it  forward,  and  so  we 
are  enabled  to  keep  correct  time  at  all  places  where  the  syn* 
chronisers  are  fixed. 

Sir  C.  T.  Bbight  :  I  call  that  setting  a  clock,  not  regalating  it* 
A  hearty  vote  of  thanks  was  accorded  to  Mr.  Lund  for  his 
paper,  which,  Mr.  Lund  said,  went  a  long  way  towards  repaying 
him  for  his  labours  in  producing  the  results  he  had  shown. 

A  ballot  for  new  members  then  took  place,  when  the  following 
gentlemen  were  elected;  and  the  meeting  adjourned  until 
Thursday,  November  24th,  when  a  report  on  the  International 
Exhibition  of  Electricity,  by  Sir  C.  T.  Bright  and  Professor  D.  E. 
Hughes,  F.B.S.,  was  announced  to  be  read : — 

As  Foreign  Members: 


Don  Enrique  de  Arantave. 

William  D.  Baldwin. 

Don  Jose  Battle. 

Louis  Marcelin  Borgon. 

Don  Saturnine  Islas  y  Bustamente. 

Silvanus  Qotendorf. 

A.  van  Hasselt. 


M.  L.  Hellings. 

Captain  Johnke. 

F.  W.  Jones. 

E.  Mercadier. 

Don  Cristobal  Ortiz. 

Don  Engenio  Fortun  y  Yarona. 

Philip  Walker. 


As  Members: 


Thomas  Cushing,  F.B.  AS. 
Professor  George  Forbes,  F.R.S.E. 
James  E.  H.  Gordon,  B.  A 
Killingworth  Hedges. 


John  Hopkinson,  M.A,  D.Sc., 

F.R.S. 
James  Nelson  Shoolbred,  B.A., 

M.  List.  C.E. 


As  Associates : 


Lieut.  Ralph  W.  Anstruther,  R.E. 
Evelyn  D.  D.  Berrington. 
Walter  H.  Coffin,  F.C.S. 
Joseph  G.  S.  Cunnington. 
Francis  E.  Gripper. 
W.  Tighe  Hamilton. 
Lieut.  Christopher  T.  Hawker, 
R.E. 


Ernest  George  Hebbert. 
H.  L.  Hitchcock. 
William  Leon  Madgen. 
J.  Kenneth  D.  Mackenzie. 
Alexander  Charles  Mo&tt. 
Mark  Ruddle. 
Colonel  J.  G.  Sandeman. 
William  Oliver  Smith. 


The  Hundred  and  Fourth  Ordinary  General  Meeting  of  the  Society 

was  held  on  Thursday  evening,  November  24th,  1881,  at  the 

Institution  of  Oivil  Engineers,  25,  Qreat  Qeorge  Street,  WesU 

'     minster— Professor  Q.  C.  Fosteb,  F.R.S.,  President,  in  the 

Chair. 

The  minutes  of  the  last  meeting  having  been  read  and  oon- 
firmed, 

;  The  Secbbtaby  announced  that  the  following  gentlemen  had 
been  transferred  by  the  Council  from  the  class  of  Associates  to  that 
of  Members  :— 

Lieutenant  Philip  Cabdew,  B.E. 

B«  E.  OfiOHPTOlT. 

J.  FliBTOHBR  MOULTON,  F.R.S. 

The  Secbstaby  th^i  read  the  following  paper : — 

REPORT  UPON  THE  INTERNATIONAL  EXHIBITION 
OF  ELECTRICITY  IN  PARIS,  1881. 

S^  Sir  Chables  BbIGHT,  M.LC.E.,  and  Professor  HUGHBS,  FJLS. 

(Members). 

The  important  part  taken  by  this  Society  in  regard  to  the 
British  section  of  the  International  Exhibition  of  Electricity  at 
Paris,  appears  to  call  for  some  record  in  the  Journal  of  the 
Society ;  and  as  many  of  our  members  were  unable  to  see  that 
unprecedented  collection  of  industrial  applications,  now  being  dis- 
persed to  all  parts  of  the  world,  we  have  (with  the  approval  of  our 
colleagues  on  the  Council)  drawn  up  a  statement  of  the  circum- 
stances  attending  the  Society's  connection  with  it,  and  a  description 
of  some  of  the  more  prominent  machinery  and  apparatus. 

The  Exhibition  was  first  authorised  to  be  held  in  the  Palais  de 
riDdustrie,  and  its  organisation  established  by  a  decree  of  M. 
Grevy,  the  President  of  the  French  Republic,  in  October,  1880,  and 
application  was  made  to  H.M.  Government  to  appoint  a  commission 
to  represent  British  interests  there ;  but  after  some  time  had 
elapsed,  our  Government  signified  that  it  was  not  their  intention 
to  make  such  an  appointment.     Upon  this  being  notified  to  IC. 
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Beiger,  the  CotntniBsioner-General  in  Paris,  he  wrote  (on  the  5th 
March,  1881)  to  the  Society,  inviting  its  co-operation,  and  two 
days  later,  at  a  General  Meeting  of  the  Council,  a  committee  was 
formed  to  represent  the  Society  in  all  matters  connected  with  the 
Ibchibition,'  and  to  take  all  necessary  steps  to  make  the  British 
section  as  complete  and  as  saccessfnl  as  possible.  Under  theit' 
auspices,  and  with  the  imtiring  assistance  of  oar  Secretary,  Mr.' 
Webb,  and  of  Mr.  Aylmer,  our  honorary  secretary  in  Paris — ^botk 
of  whom  were  subsequently  appointed  hon.  secretaries  to  the 
Boyal  Commission — 'together  with  the  energy  and  great  enterprise 
of  the  exhibitors,  the  British  section  became  worthy  of  our  position' 
in  electrical  progress,  as  testified  by  the  awards  of  diplomas  and 
medals  apportioned  by  the  juries  at  a  later  period.  Still  it  mxst 
be  admitted  that,  had  more  time  been  at  our  disposal,  many 
departments  of  the  science  would  have  been  more  fully  represented* 

While  alluding  to  the  subject  of  awards,  we  feel  some  pride 
in  stating  that  the  one  single  name  occurring  in  the  official  list  of 
awards  relating  to  this  country,  under  the  head  of  Diplomas  of 
Honour  to  Ministers^  Administrations,  and  Learned  Societies,  is  that 
of  the  "Society  of  Telegraph  Engineers  and  of  Electricians." 

At  the  latter  end  of  June,  the  Government  officially  appointed 
a  Commission  to  represent  them,  consisting  of  the  Earl  of 
Crawford  and  Balcarres,  Lieut. -Col.  Webber,  R.E.,  and  the  writers 
of  this  report,  by  whom  the  work  relating  to  the  British  section 
of  the  Exhibition  was  carried  on  until  its  close  on  Sunday  last,  and 
we  feel  confident  that  the  work  has  been  done  to  the  satisfaction  of 
the  exhibitors  and  the  interest  of  the  country. 

Referring  now  to  the  salient  features  of  the  Exhibition,  we 
must  premise  that  it  is  impossible,  within  the  limits  of  a  paper  to 
be  read  at  one  of  our  evening  meetings,  to  do  more  than  mention 
in  a  condensed  form  some  of  the  most  striking  or  more  novel 
exhibits. 

Our  object  will  be  easiest  attained  by  conceiving  that  we  are 
conducting  a  visitor  through  the  building. 

The  Palais  de  Plndustrie  has  a  grand  nave  600  feet  in  length, 
and  about  half  that  in  breadth ;  it  has  also  a  series  of  galleries 
and  rooms  on  the  upper  story.    The  south  side  of  the  nave  was 
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given  up  almost  entirely  to  the  dynamo-electric  machiiiesy  the 
steam  and  gas  engines  (giving  a  total  of  1,800  horse-power),  the 
boilers,  and  the  oounter-shafting  which  were  needed  for  generating 
the  powerful  currents  of  electricity  required  all  over  the  building. 
The  main  part  of  this  nave  was  divided  into  two  equal  parts,  oaie 
of  which  was  devoted  to  the  French  nation,  and  the  other  to 
foreign  countries.  The  galleries  and  rooms  on  the  upper  stoiy 
were  used  for  miscellaneous  exhibits,  but  were  also  largely 
utilised  for  illustrating  the  applicability  of  the  electric  light  to 
domestic  purposes.  The  main  entrance  was  in  the  middle  of  the 
north  side,  and  the  first  object  of  attraction  was  the  lighting  of 
that  part  by  the  Siemens  and  Werdeman  lamps.  The  foimer 
were  very  efficient :  each  group  of  lamps  was  fed  by  the  current 
from  a  separate  machine.  The  latter  were  exceedingly  steady,  and 
gave  much  satisfeu^tion  for  this  reason,  although  expensive  to 
work. 

The  staircases  to  the  right  and  left  of  the  entrance  were 
lighted  by  six  Pilsen  lamps,  so  called,  not  from  the  names  of  the 
inventors  (Messrs.  Fiesse  and  Krizik),  but  after  the  village  in 
Bohemia  of  that  name.  We  found  this  lamp  from  repeated  obaer- 
vation  to  be  very  satisfactory  in  its  working. 

On  entering  the  nave  from  the  vestibule  there  was,  in  front  of 
the  visitor,  a  large  and  handsomely  constructed  lighthouse,  sup- 
plied  with  a  Fresnel's  lens  and  an  electric  light,  worked  by  the 
powerful  current  derived  from  a  De  Meritens  macbine.  A  pre- 
ference  has  been  given  to  this  magneto-electric  machine  for  light- 
house purposes  by  the  French  and  English  Governments,  and,  of 
course,  by  employing  permanent  magnets,  no  part  of  the  current 
is  used  up  to  maintain  the  magnetic  field ;  but  the  great  value  of 
such  a  machine  is  that  the  magnetic  field  is  absolutely  constant  in 
intensity,  however  much  the  steam-engine  or  other  power 
employed  may  'vary  in  speed ;  and  there  can  be  no  doubt  that 
steadiness  (which  is  a  great  factor  in  lighthouse  work)  is  vexy 
much  increased  by  the  use  of  permanent  magnets. 

A  miniature  lake  surrounded  the  lighthouse,  and  it  was  here 
that  M.  Trouv^  exhibited  his  boat,  worked  by  his  electro-motor 
and  a  bichromate  battery,  the  motor  being  attached  to  the  fore- 
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part  of  the  rudderi  and  not  to  the  steni-post.  We  did  not  find 
that  it  realised  a  practical  speed,  but  the  space  for  its  operation 
was  too  limited  for  any  useful  trial. 

In  front  of  the  lake  there  was  a  collection  of  Serrin  lamps, 
especially  constructed  for  use  in  lighthouses  and  on  board  ship. 
To  test  their  capabilities  under  Uus  last  head,  they  were  mounted 
in  such  a  manner  as  to  demonstrate  that  they  could  be  twisted  into 
all  possible  positions,  or  set  into  oscillation  without  afifecting  the 
steadiness  of  the  light. 

On  turning  to  the  left  firom  entering  the  nave,  we  came  first 
to  the  British  section,  of  which  a  catalogue  upon  an  enlarged  scale 
was  published  in  a  special  number  of  the  Journal  of  this  Society. 

The  first,  and  perhaps  the  principal  object  attracting  attention, 
was  the  pavilion  of  our  Postal  Telegraph  Department,  which  not 
only  contained  the  latest  forms  of  Sir  Charles  Wheatstone's  auto- 
matic and  other  instruments,  but  also  a  most  comprehensive  col. 
lection  of  great  historical  value  to  any  one  who  might  be  engaged 
in  writing  an  account  of  the  early  growth  of  telegraphs*  Here 
were  the  earliest  five-needle  telegraphs  of  Cooke  and  ^Wheatstone, 
of  1837,  the  first  telegraph  practically  at  work.  Here,  also,  were 
many  exhibits  of  scientific  interest,  amongst  which  may  be  men. 
tioned  Professor  Hughes'  induction  balance.  This  apparatus- 
well  known,  of  course,  to  the  members  of  the  Society — ^had  several 
interesting  practical  applications  during  the  Exhibition,  amongst 
which  may  be  cited  the  case  of  one  of  our  distinguished  foreign 
members,  Mr.  Elisha  Gray,  who  said  to  Professor  Hughes :  ''  Some 
thirty  years  ago  a  scrap  of  iron  entered  my  finger  while  at  work  : 
it  got  deeper  the  more  I  tried  to  get  it  out,  and  I  left  it  alone : 
try  if  your  balance  will  find  it."  On  trial  none  of  Mr.  Gray's 
fingers  disturbed  the  balance,  except  the  one  containing  the  piece 
of  metal,  which  did  so  unmistakably  when  placed  in  the  coil. 

The  department  of  electrical  science  in  which  the  British  section 
was  in  advance  of  all  other  nations  was  that  of  Submarine  Tele, 
graphy. 

The  Submarine  Telegraph  Company  showed  a  piece  of  the  first 
experimental  cable  laid  in  1850  between  Dover  and  Calais,  and 
specimens  of  all  their  cables,  late  and  early.     The  Telegraph 
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Constractioii  and  Maintenance  Company,  and  the  Indili  Rubber, 
Qatta  Percha,  and  Telegraph  Works  Company  (known  more  to 
most  of  us  as  the  Silvertown  Company),  both  the  English  main 
works  and  the  French  branch  at  Fersim- Beaumont,  made  a  good 
show  in  the  same  direction. 

Messrs.  Latimer  dark,  Muirhead,  &  Co.  showed  cables 
covered  with  their  new  insulating  material  called  ''  nigrite,"  which 
promises  to  be  much  cheaper  than  the'  compositions  now  in  use, 
but  it  will  have  to  pass  through  the  ordeal  of  time,  as  gutta  perdta 
has  done  before  it,  prior  to  being  adopted  by  engineers  for  lines  of 
great  length.  It  is  made  of  the  black  wax  left  as  a  residue  or  by 
product  in  paraffin  distillation,  mixed  with  india-rubber.  Mr. 
Muirhead's  duplex  working  for  long  cables,  which  has  been  used 
with  such  advantage  on  the  Eastern  Telegraph  Company's  system, 
was  also  exhibited.  The  last-named  company  had  Sur  William 
Thomson's  syphon  recorder  actually  in  work  through  an  artificial 
cable  of  1,200  miles. 

In  the  same  section  Messrs.  Siemens  Brothers  had  erected  an 
imposing  trophy  consisting  of  a  telegraph  buoy,  surrounded  at  its 
base  by  nearly  all  the  most  interesting  objects  associated  with 
submarine  telegraphy,  including  a  model  of  their  telegraph  ship 
the  "  Faraday,"  which  has  done  such  good  service  in  cable-laying. 

In  connection  with  cables,  we  ought  to  mention  the  Brooks 
subterranean  cable  in  the  Silvertown  exhibit.  It  consists  of  an  iron 
pipe  containing  a  large  number  of  conducting  wires  covered  with 
jute  to  prevent  contact  between  the  wires,  and  the  insulation  is 
given  to  it  by  liquid  paraffin  always  kept  under  pressure  by  a 
column  of  the  same  liquid  in  stand-pipes  (which  can  be  replenished 
from  time  to  time  if  and  when  required),  so  that  any  leak  will  be 
outwards  and  not  inwards. 

Messrs.  Elliott  Brothers  had  an  excellent  collection  of  their 
telegraph  and  testing  instruments,  so  also  had  Messrs.  Clark  & 
Muirhead.  Muirhead's  compound  iron  and  steel  posts  have  the 
advantage  of  combining  strength  with  lightness,  so  that  in  a 
country 'difficult  of  access  considerable  economy  is  secured. 

The  great  dimensions  of  Mr.  Spottiswoode's  induction  coil, 
made  by  Apps,  attracted  considerable  attention,  and  experiments 
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i^ere  oocasionally  made  with  it.  We  believe  that  in  England  we 
have  the  largest  induction  coil,  the  largest  electzo-magnet  (Lord 
Crawford's),  and  a  battery  consisting  of  the  greatest  number  of 
elements  (Dr.  De  la  Rue's),  but  it  was  only  the  first  of  these  that 
was  shown. 

Near  to  this,  the  fire-alarm  system  of  Mr.  Edward  Bright  was 
illustrated  by  eight  street  posts,  similar  to  those  fixed  by  the  Fire 
Brigade  in  London,  for  the  use  of  the  police  or  the  public  in  case 
of  fire.  On  pulling  out  a  handle  an  extra  resistance  is  thrown 
into  the  circuit,  passing  from  the  central  station  through  all  the 
posts,  the  amount  of  the  resistance  di£fering  at  each  post.  This 
disturbs  a  balance  of  resistance  at  the  central  station  and  rings  a 
bell,  when  the  fireman  on  watch  turns  a  handle,  which  inserts 
resistances  in  the  circuit  corresponding  to  those  in  the  posts,  so 
that  when  the  bell  stops  ringing  the  handle  points  to  the  place 
whence  the  alarm  proceeds,  and  this  without  clockwork  or  any- 
thing that  can  suffer  from  exposure  to  air  or  moisture  in  the  posts. 

Ftofessors  Ayrton  and  Perry  showed  some  nsefiil  and  very 
ingenious  apparatus  for  use  in  electric  light  measurements.  To 
measure  the  motive  power  used  in  a  machine,  they  have  a  shaft- 
coupling  in  which  two  discs  are  connected  by  springs^  so  that  there 
is  a  relative  twist,  the  amoimt  of  which  depends  upon  the  force 
used.  This  is  magnified  by  levers,  and  read  off  in  a  way  depending 
upon  the  persistance  of  visual  impressions,  the  horse-power  being 
obtained  by  multiplying  by  the  speed  of  revolutions. 

In  front  of  the  office  of  the  British  Commission,  Mr.  Crompton 
had  a  collection  of  lamps,  and  the  several  parts  of  a  dynamo- 
machine  made  upon  the  plan  of  M.  Burgin,  the  workmanship  of 
both  lamp  and  machine  being  exceedingly  praiseworthy. 

On  the  same  table  Mr.  Spagnoletti  showed  his  system  of  fire- 
alarms,  in  which  a  ball  runs  down  inclined  planes,  and  in  doing  so 
makes  a  series  of  electrical  contacts  which  move  a  step  by  step 
instrument  at  the  central  station.  He  also  showed  his  system  of 
railway  signal  locking  levers.  A  signalman  cannot  let  a  train  pass 
along  a  line  until  he  has  received  permission  jBrom  the  man  at  the 
other  end  of  the  section,  and  this  man  cannot  give  such  permission 
until  the  last  train  to  which  he  gave  leave  has  actually  passed  his 
station. 
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Messrs.  Saxby  &  Farmer  also  showed  their  system  of  railiray 
signalling  in  action  on  the  full  scale. 

Near  this  place  we  noticed  a  small  but  interesting  ooUectton  of 
Mr.  Oonrad  Cooke,  the  principal  object  in  which  was  a  galvame 
cell  and  galvanometer  combined,  in  which  spiral  glass  tubes 
composing  part  of  the  cell  surrounded  an  astatic  pair  of  needles. 
A  telephone  call  and  some  historical  instruments  were  alao  of 
much  interest,  but  we  are  obliged  to  condense  our  description  so 
much,  that  in  this,  as  in  other  cases,  we  have  no  choice  but  to 
pass  on.  ' 

Me8sr&  Siemens  Brothers  showed  a  large  number  of  dynamo, 
machines  of  different  sizes,  besides  specimens  of  their  pendulum 
and  differential  lamps.  They  had  also  some  induction  machines 
arranged  both  for  quantity  and  intensity,  for  exploding  mines  and 
torpedoes.  Among  their  testing  instruments  were  a  mirror, 
galyanometer-scale  of  ground  glass,  with  a  long  mirror  aboye  the 
scale,  and  a  long  mirror  below  the  needle.  The  adyantages  of 
this  arrangement  are  that  the  readings  can  be  made  with  fi&r 
greater  ease  and  accuracy.  Their  electro.dynamometer,  in  which 
the  torsion  required  to  bring  the  instrument  to  zero  is  measured,  is 
a  conyenient  appliance  for  use  with  alternate  currents. 

The  newest  piece  of  apparatus  shown  by  them  was  the  electrical 
furnace,  in  which  the  most  refractory  metals  can  be  melted  in  the 
arc  formed  by  two  carbons  of  large  section,  or  by  a  group  of 
carbons.  We  were  fortunate  enough  to  witness  seyeral  hig^hly 
saccessful  experiments  on  the  melting  of  steel,  and  it  would  be 
interesting  to  know  how  far  the  properties  of  the  steel  are  alt^ed 
by  this  treatment. 

The  firm  of  Siemens  &  Halske,  in  the  Qerman  section^  was 
close  to  the  last-mentioned  exhibit.  It  showed  a  yery  complete 
and  most  interesting  history  of  the  continual  progress  of  the  firm 
in  the  construction  of  telegraphs,  dynamo  machines,  electric  lamps, 
galyanoplasty,  and  numerous  applications  of  electricity  to  the  arts 
of  war  and  peace.  Not  the  least  important  was  the  collection  of 
yery  fine  testing  apparatus  which  was  displayed  in  their  oflSce. 

The  German  section  was  generally  of  yery  high  interest,  many 
scientific  men,  such  as  Wiedemann,  Eohlrausch,  and  others,  having 
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sent  the  apparatus  employed  in  their  well-known  researches.  We 
were  also  interested  to  see  exact  copies  (in  one  case  we  believe  we 
shoidd  say  the  original)  of  the  early  experimental  telegraphs  of 
Soemmering,  of  Steinheil,  and  of  Qauss  and  Weber.  The  German 
Post  Office  authorities  also  sent  a  fine  collection.  Heilmann. 
Ducommun  and  Steinlen  had  a  complete  workshop  fitted  up  with 
lathes,  planing  machines,  and  drills  driven  by  Gramme  dynamo 
machines,  all  of  them  of  imusual  excellence  of  manufacture.  The 
North  German  Befining  Society  of  Hamburg  exhibited  specimens 
of  pure  metals  deposited  by  six  Gramme  machines,  producing  at 
their  works  550  tons  of  pure  copper  annually.  They  have  also  a 
new  process  by  which  they  succeed  in  extracting  pure  gold  from 
its  alloys,  and  have  by  this  method  prepared  2,700  pounds  weight 
of  gold  during  the  year  1880. 

Betuming  now  to  the  office  of  the  British  Commission,  and  con. 
tinuiog  along  the  passage,  we  should  arrive  at  the  Austrian  section. 
One  of  the  most  important  exhibits  was  a  simple  form  of  the  Filsen 
lamp,  which  we  have  already  mentioned.  The  type  here  shown 
was  of  an  horizontal  form,  and  worked  exceedingly  well.  There 
was  also  an  interesting  telephone  by  Machalski,  in  which  the 
transmitter  is  a  tube  of  powdered  charcoal,  and  the  receiver  a 
Bell  telephone  of  the  Siemens  type.  The  chief  feature  of  this 
combination  is  that  the  voice  can  be  heard  at  a  considerable 
distance  from  the  receiver.  A  very  fine  exhibit  was  also  shown 
by  Schaffler  of  his  well-known  telegraphic  apparatus,  meteoro- 
logical registering  appliances,  and  electrical  clocks. 

In  the  Norwegian  section,  dose  by,  the  object  of  the  greatest 
attraction  was  the  series  of  experiments  by  Dr.  Bjerknes,  in  which 
he  finds  complete  analogies  to  magnetical  and  electrical  phenomena 
by  setting  up  vibrations  in  diaphragms  immersed  in  a  trough  of 
water.  Two  cylinders  are  employed,  with  pistons  worked  by  a 
revolving  wheel,  so  that  the  air  is  alternately  compressed  and 
rarefied,  and  india-rubber  tubes  can  be  connected  either  to  the 
froi^t  or  back  part  of  the  cylinders,  so  that  vibrations  can  be  set  up 
through  these  air  tubes,  either  qrnchronous  or  in  opposition  to  each 
other.  The  india-rubber  tubing  is  connected  to  the  various  instru- 
ments by  which  he  puts  the  water  into  vibration.    Our  time  would 
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again  not  permit  an  apparatus  of  this  kind,  which  deserves  man 
notice,  to  be  fully  described,  but  we  shall  probably  have  the  oppor. 
tnnity  of  seeing  it  at  one  of  our  meetings  hereafter. 

The  next  section  in  the  order  which  we  are  taking  was  tb 
Russian,  where  there  were  worthy  of  notice  some  early  expeiimenisd 
apparatus  by  Jacobi  and  otheis,  some  Siemens  machines  attadiel 
directly  to  rotary  engines,  and  some  excellent  galvanoplastic  leprou 
ductions  of  works  of  art^ 

The  Italian  Qovemment  exhibited  their  interesting  oollectiofi 
of  instruments  in  a  building  in  the  style  of  the  Doge's  palace  in 
Venice.  The  most  attractive  object,  on  account  of  claims  which 
have  been  put  forward  on  behalf  of  Signer  Pacinotti,  since  dynamo 
machines  have  been  developed,  was  a  small  machine  or  model  of 
the  ring  with  teeth  between  its  coils,  designed  as  an  electro-molct 
in  1860,  but  described  as  being  capable  of  being  used  as  a  magneto- 
electric  machine  in  the  Nuovo  Cimento  in  1864,  a  copy  of  the 
drawing  in  which  was  kindly  given  by  the  Italian  CommissicBer 
to  any  person  making  application  for  it.  The  apparatus  aa  there 
shown  would  not  have  made  a  dynamo  machine  equalling  thosi 
we  now  possess,  but,  considering  the  principles  involved,  the  model 
had  for  us  a  very  great  interest.  The  other  Italian  exhibits  of  an 
historical  kind  were  in  the  upper  story,  and  will  be  alluded  to 
hereafter. 

In  the  contiguous  Danish  exhibit  was  a  new  form  of  Gramme 
machine  by  Professor  Jiirgensen,  comprising  a  fixed  electro-magnet 
in  the  interior  of  the  ring  to  increase  the  induction.  The  mechas^cal 
construction  of  the  machine  is  difficult,  but  theoretically  the 
advantages  seem  deserving  of  being  followed  up. 

In  the  neighbouring  Swedidi  section  the  wonderful  meteoio. 
logical  self-registering  apparatus  of  M.  Theorell  was  constantly  at 
work.  It  gives  the  reading  of  the  instruments  every  quarter  of  an 
hour,  printed  in  numerals,  and  in  a  tabular  form.  The  hour,  the 
velocity  of  the  wind,  its  direction  (in  numbers  from  1  to  32),  the 
temperature,  the  humidity,  and  the  barometric  reading  are  all 
printed  in  bold  figures. 

The  Belgian  Observatozy  showed  an  apparatus  for  a  similar 
purpose  by  Professor  Rysselberghe,  but  in  this  machine,  whidi 
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recoxcb  its  observations  every  ten  minutes,  the  results  are  not 
printed  in  type,  but  are  engraved  on  a  metal  drum  as  curves,  which 
can  be  printed  off  on  to  paper  directly. 

The  Belgians  showed  many  things  of  great  interest.  First, 
there  is  the  Jaspar  lamp,  which  appeared  to  us  to  be  remarkable 
for  its  regularity  of  action.  Then  there  was  the  arrangement  of 
double-conducting  wires  in  telephones  by  M.  Brasseur,  for  getting 
rid  of  induction  by  twisting  two  wires  in  opposite  directions  round 
each  telephone,  and  leading  one  end  of  each  wire  to  earth ;  thus 
the  currents  in  the  line  wires  travel  in  opposite  directions,  and  an 
induced  current  will  produce  two  contrary  effects  in  the  telephone, 
but  the  resistance,  instead  of  being  double,  as  in  the  ordinary 
method  of  employing  two  wires,  is  actually  halved,  or  nearly  so, 
as  in  actual  practice.  This  method  is  identical  with  that  first 
described  by  Professor  Hughes  in  his  paper  upon  *'  Induction," 
read  before  this  Society,  March  12th,  1879. 

The  ''Lampe  Soleil"  was  also  shown  here,  and  has  attracted 
some  attention,  but  its  efficiency  is  not  very  high.  The  electric 
control  system  of  clocks  in  Brussels,  extending  over  the  entire 
city,  was  also  shown,  and  attracted  much  attention. 

Next  to  the  Belgian  section  came  the  American,  where  Mr. 
Elisha  Cray's  harmonic  telegraph  (now  working,  as  we  are 
informed,  on  one  wire,  with  six  instruments,  between  New  York 
and  Boston)  was  shown  in  action.  The  principles  of  its  operation 
have  been  described  in  a  paper  read  before  our  Society  several 
years  since,  so  that  we  need  not  allude  to  it  further,  except  to 
draw  attention  to  the  circumstance  of  its  being  now  at  work  upon 
the  multiple  system. 

There  was  also  a  useful  little  motor,  consisting  of  a  Gramme 
ringi  or  tube  inside  another  tube,  so  wound  as  to  give  the  Gramme 
a  suitable  magnetic  field.  It  was  worked  by  bichromate  batteries, 
and  was  used  with  good  effect  for  driving  sewing  machines,  of 
which  we  may  say,  while  speaking  of  them,  that  there  were  great 
numbers  in  the  building,  driven  by  M.  Marcel  Deprez*  and  other 
electric  motors. 

The  American  exhibits  also  comprised  an  apparatus  for  tele« 
phone  exchange  subscribers'  work  to  be  done  at  the  central  office, 
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"which  differs  in  no  important  respect  from  switches  of  the  same 
character  used  in  Europe. 

The  Dolbear  telephone  possesses  some  special  interest,  because 
it  differs  essentially  from  the  Bell  or  electro-magnetio  telephones 
belonging  to  the  class  now  known  as  the  Condenser  Telephone. 
The  transmitter  is  an  ordinary  microphonic  sender  and  an  indue 
tion  coil  of  high  resistance  is  employed  ;  the  line  wire  is  connected 
at  the  receiving  end  to  a  thin  disc  of  ferrotype  iron,  and  a  similar 
disc  is  placed  immediately  opposite  to  it,  very  close,  but  insulated 
from  it.  This  latter  disc  may  be  connected  to  a  return  wire  or  to 
the  earth.  Variations  in  the  primary  current  produce  static 
charges  of  opposite  electricities  in  the  two  discs ;  they  attract  eadi 
other  with  a  force  depending  upon  the  charge,  and  articulate 
speech  can  thus  be  successfully  transmitted,  and,  in  fact,  has  been 
conmiunicated  for  as  great  a  distance  as  from  London  to  Norwich. 

In  the  Swiss  section  there  were  shown  the  excellent  systems  of 
electric  clocks  by  M.  Hipp,  and  also  an  extremely  ingenious 
apparatus  by  Professor  Monnier  for  automatically  analysing  the 
fire-damp  in  a  mine,  and  transmitting  the  information  to  the  pit. 
mouth  every  hour.  Twelve  of  them  being  placed  in  differeut 
parts  of  the  mine  can  be  connected  with  a  single  receiver,  eadi 
one  being  connected  to  it  for  five  minutes  in  each  hour,  this  being 
the  time  required  for  the  analysis  to  be  completed. 

We  have  now  passed  in  review  most  of  the  objects  of  special 
note  in  the  foreign  side  of  the  main  body  of  the  nave,  and  are  now 
at  the  east  end  of  the  building,  whence  the  electrical  tramcar  of 
Messrs.  Siemens  Brothers  leaves  the  building  to  go  to  the  Place  de 
la  Concorde.  The  current  is  generated  by  a  powerfril  dynamo 
machine  within  the  building ;  it  is  then  carried  by  two  metallic 
tubes  split  on  the  under  side,  and  mounted  on  poles  like  telegraph 
wires ;  a  carrier,  attached  by  two  wires  to  the  car,  consisting  of 
two  contact-pieces,  runs  inside  of  the  two  split  tubes,  and  thus  the 
current  is  conveyed  to  the  car.  Here  the  current  passing  through 
a  dynamo  machine  sets  it  into  rotation,  and  by  a  chain  connection 
to  the  wheels  of  the  tramcar,  their  velocity  being  reduced  by  this 
gearing  to  suit  the  speed  required. 

The  east  end  of  the  building  under  the  gallery  was  devoted,  so 
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far  as  lighting  was  concerned,  to  the  Brush  Company,  who  showed 
a  very  large  exhibit  consisting  of  six  Bobey  engines,  and  a  large 
nnmber  of  machines  from  a  small  size  np  to  those  by  which 
forty  arc  lights  were  fed.  A  large  number  of  Lane  Fox  lamps 
were  exhibited  by  the  same  company.  Passing  now  down  the 
passage  at  the  south  side  were  to  be  seen  in  succession  all  the 
dynamo  machines  at  work,  some  driven  by  steam-engines  and 
some  by  gas-engines.  Here  was  Thomson  &  Sterne's  latest  form 
of  gas-engine,  and  beside  it  Brotherhood's  adaptation  of  his  three- 
cylinder  engine  to  Gramme,  Siemens,  and  Brush  machines.  Behind 
them  was  the  Dowson  gas-generator  for  heating  purposes,  for  which 
great  economy  is  claimed.  By  means  of  the  gas  itself  some  water 
is  heatedy  and  the  steam  with  air  is  injected  into  a  furnace  which 
decomposes  it,  anthracite  coal  being  employed,  liberating  carbonic 
oxide  and  hydrogen,  which  pass  through  a  purifier  and  thence  to 
the  gas-holder.  Messrs.  Bowatt  &  Fyfe  showed  some  Pilsen  and 
Joel  lamps,  and  also  a  Schuckert's  machine.  Schuckert,  Qiilcher, 
and  Naglo  each  had  a  Gramme  machine  with  a  flat  ring,  with  the 
magnets  at  the  side  of  the  ring.  So  also  the  White  House  Mills 
(United  States)  and  Home  (Berlin)  had  each  a  Siemens  alternate 
machine  without  any  deviation  in  principle.  The  Weston  and 
Maxim  machines  were  like  a  Siemens  armature  with  Gramme 
field-magnets,  and  vice  versa.  The  former  has  the  strips  of  the 
commutator  inclined,  and  not  parallel  to  the  axis. 

The  British  Electric  Light  Company  had  some  large-sized 
Gramme  machines  of  new  pattern,  and  well-established  engine 
power,  which  they  applied  to  Brockie  lamps,  and  to  their  own 
incandescent  lamps.  Crompton  employed  a  machine  made  by 
Burgin  to  light  his  lamps,  which  were  suspended  high  up  from  the 
top  of  the  dome. 

Swan's  lamps,  of  which  about  1,000  were  in  use,  were  fed  by 
Brush  and  Siemens  alternate  current  machines. 

Passing  to  the  machinery  in  the  French  section ,  we  noticed 
some  very  large  gas-engines,  some  of  40  horse-power,  and  some  very 
powerful  and  highly-finished  steam  engines.  They  were  mostly 
employed  to  drive  the  machines  of  Gramme,  De  Meritens,  and 
Lontin.  M.  Gramme  showed  a  large  number  of  experimental 
VOL.  Z.  29 
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machines  which  he  has  tried  at  different  times,  and  many  of  wbkh 
he  has  abandoned. 

The  principal  lamps  in  this  section  were  the  new  Gramme  lamp, 
the  jablochkoff,  and  the  Jamin.  Messrs.  Sauter  &  Lemomuer 
exhibited  Colonel  Mangin  s  reflectors  for  military  purposes,  wliich 
were  in  some  cases  a  m^tre  in  diameter ;  also  the  dynamometer  o( 
M.  Megy,  which  indicates  directly  on  an  engine  counter  the  amoani 
of  work  which  has  been  exerted  on  a  machine  in  any  given  time. 

At  the  end  of  the  passage  was  the  exhibit  of  the  Force  et  La- 
mi^re  Company,  where  their  secondary  batteries  were  employed  in 
lighting  incandescent  lamps  and  in  driving  motors,  .mostly  of  small 
size. 

The  most  interesting  as  well  as  the  lari;est  exhibit  of  the 
whole  of  the  Exposition  was  that  of  the  French  Minister  of  Poets  and 
Telegraphs,  who  had  a  large  pavilion  filled,  not  only  with  specimeis 
at  work  of  all  the  forms  of  apparatus  used  by  the  French  Govero. 
ment,  but  also  many  of  historical  interest,  and  some  whidi  hafe 
hardly  yet  passed  out  of  the  experimental  stage.  The  radiophooic 
experiments  of  M.  Mercadier  were  also  shown  here,  and  emplor^ 
were  in  attendance  to  explain  the  action  of  the  instruments  and 
show  them  actually  at  work. 

The  different  railway  companies  had  large  space  allotted  to 
them  for  exhibiting  full-sized  specimens  of  their  signallincr  and 
other  electrical  contrivances.  The  Chemin  de  Fer  de  I'Est  had  a 
very  completely  equipped  dynamo-metric  waggon,  for  indicating  ac 
any  moment  the  speed,  the  traction,  the  pressure  of  the  brakes,  etc 

The  Ministers  of  War  and  of  the  Marine  showed  field  electric 
light  apparatus,  chronographs,  and  complete  ballistic  instramest^ 
for  studying  pressures  and  the  velocities  of  projectiles.  M.  ChristoBe 
exhibited  a  fine  collection  of  galvanoplastic  works  of  art,  anc 
several  processes,  some  of  them  quite  new,  actually  at  wori 
M.  Plant^'s  collection  of  secondary  batteries  and  their  applicatioDS, 
to  which  he  has  devoted  so  many  years  of  study,  was  oiao  to  be 
seen  here. 

In  the  French  part  of  the  nave  there  were  also  nomeroos 
applications  of  the  transmission  of  electricity  to  produce  motive 
power  in  sewing  machines,  in  embroidering,  in  mining,  in  pomp. 
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ing  large  volumes  of  water,  in  cutting  stone,  in  ploughing,  and  in 
workshop  machinery.  In  the  exhibit  of  Messrs.  Siemens  Fr^res, 
there  were  also  shown  small  electrical  carriages,  weighing  a  few 
potmds,  intended  to  replace  the  pneumatic  despatch. 

Ascending  now  to  the  upper  story,  the  first  striking  exhibit 
consisted  of  a  suite  of  large  rooms  specially  illuminated  to  illustrate 
the  feasibility  of  domestic  lighting.  A  picture  gallery  was  illumi. 
nated  by  the  ''  Lampe  Soleil,"  a  theatre  by  the  Weideman  system, 
salons  by  the  Reynier  and  Jamin  lamps ;  a  kitchen,  a  billiard, 
room,  a  bath-room,  and  a  dining-room,  all  fitted  up,  were  lighted 
'  by  separate  sfystems.  Here  also  were  the  telephone  rooms  con. 
nected  with  the  opera,  which  were  visited  by  thousands  of  people 
every  evening  on  which  there  was  a  performance.  Fourteen 
microphones  were  placed  before  the  footlights  of  the  opera  con. 
nected  with  telephones  in  these  rooms,  besides  others  in  the  private 
room  of  the  Minister  of  Posts  and  Telegraphs.  The  telephones 
used  were  Ader's  modification  of  the  Oower-Bell  telephone,  and  it 
may  be  fairly  said  that  the  efiects  exceeded  the  most  sanguine 
expectations. 

Some  of  the  upper  rooms  were  lighted  by  the  Swan,  Edison, 
and  Maxim  lights,  and  others  by  the  arc  lights  of  Siemens,  but  of 
these  the  most  pleasing  effect  was  produced  by  M.  Jasper's  method 
of  throwing  the  light  upwards  upon  white  screens  while  concealing 
the  direct  light  from  view. 

Two  of  the  upper  rooms  were  filled  with  Mr.  Edison's  exhibits 
of  the  phonograph,  telephones,  and  incandescent  lamps,  which 
were  (during  the  greater  time  that  the  Exhibition  was  open)  used 
with  a  current  derived  from  some  machines  of  moderate  size.  At 
the  end  of  October  a  large  machine  was  installed,  the  armature  of 
which  weighed  3|  tons;  the  poles  of  the  field  magnets  of  this 
machine  are  magnetised  by  five  electro-magnets  for  the  upper,  and 
three  for  the  lower  one.  The  principle  upon  which  the  armature 
is  constructed  is  the  same  as  that  in  a  Siemens  machine.  The 
axis  is  connected  directly  to  the  steam-engine,  and  turns  at  the 
rate  of  350  revolutions  per  minute.  The  machine  is  designed  to 
feed  1,000  incandescent  lamps,  and  is  said  to  consume  120  horse- 
power. 
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One  of  the  upper  rooms  was  devoted  to  historical  appanks, 
and  here  the  Royal  Institution  showed  a  great  many  of  the  mpai 
instruments  used  by  Faraday  in  his  experimental  researdie 
Ampere's  electro-dynamic  apparatus  was  also  there,  and  the  Italic 
showed  a  great  number  of  interesting  apparatus  and  docuisi^, 
photographs  of  letters  from  Qalvani  and  Yolta,  apparatus  ased  bj 
Galileo,  by  Volta,  by  Marianini  (his  pupil),  by  Nobili,by  Zamksi 
and  by  Melloni.  Never  has  such  a  collection  been  hm;: 
together  under  one  roof.  King's  College  also  contributed  a  us 
interesting  collection  of  Wheatstone's  original  experimental  ^p^ 
ratus,  and  some  of  Daniell*s. 

In  concluding  this  general  summary  of  this  remarkable  Eilii^^ 
tion,  we  are  bound  to  confess  that  it  has  been  impossible  fori^i: 
so  short  a  compass  to  do  complete  justice  either  to  the  Eihibi^^' 
as  a  whole,  or  it  may  be  to  individual  exhibitors;  but  oorolier 
has  been  to  give  some  idea  to  those  of  our  members  who  bd  ^^ 
the  opportunity  of  being  present,  of  the  magnitude  of  the  exliil'^ 
and  the  direction  in  which  it  has  proved  that  our  science  hasliee: 
advancing. 

■ 

We  cannot  conclude  our  rapid  glance  at  the  ExhiLition  ^-^ 
without  mentioning  the  Electrical  Congress,  held  in  the  Ox^ 
Boom  in  the  same  building. 

The  Congress  consisted  of  some  two  hundred  of  the  ^^ 
distinguished  savants  of  Europe,  all  nominated  by  their  i^ 
spective  Qovemments.  The  Congress  was  not  open  to  the  p^^- 
and  the  press  was  not  admitted,  consequently  until  the  oi'^ 
publication  of  the  proceedings,  which  will  shortly  take  pl^^ 
we  are  not  justified  in  giving  any  account  of  these  remarb^  - 
meetings.  It  may,  however,  be  said  that  the  Congress  ^ras  a  ii>^ 
brilliant  success,  and  that  we  may  soon  hope  to  have  a  F^I' 
before  the  Society  giving  a  resum^  of  its  discussions  and  deci^i^^ 

The  visit  of  our  Society,  with  the  whole  of  its  official  staS^ 
many  of  its  members,  was  also  an  interesting  event,  as  well  i^' 
merited  compliment  to  the  grandeur  and  brilliancy  of  tbe  1^' 
position. 

The  electrical  world  owes  its  thanks  to  Monsieur  GocherT,^^ 
Minister  of  Posts  and  Telegraphs,  and  to  Monsieur  Qeoiges  Ber^^ 
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the  CSommissaire  General  of  the  Exhibition,  not  only  for  the  energy 
&iid  judgment  which  made  the  Exhibition  such  a  perfect  success, 
l>ut  also  for  the  uniform  kindness  and  attention  shown  by  them 
and  their  whole  sta£F  to  the  foreign  Commissioners  and  exhibitors. 
We  all  equally  laboured  to  ensure  success,  and  we  feel  sure  that 
our  British  exhibitors,  as  well  as  those  of  all  nations,  have  reason 
to  be  proud  of  the  great  success  of  this  the  first  International 
[Exhibition  of  Electricity. 

The  President  :  The  paper  has  not  dealt  with  matters  which 
can  very  well  admit  of  dispute,  but  I  hope  that  we  may  have  some 
interesting  conversation,  if  not  exactly  discussion,  on  the  subject. 
Many  members  present  were  at  the  Exhibition,  and  the  report 
teems  with  suggestions  and  matters  which  invite  interesting 
remarks. 

Professor  W.  E.  Aybton  :  I  am  sure  we  must  all  be  delighted 
to  hear  the  admirable  resum^  which  the  two  authors  of  the  paper 
have  given  us  of  what  was  exhibited  at  the  Paris  Exhibition; 
and,  as  they  have  given  us  so  much  information,  perhaps  it 
is  rather  unfair  to  ask  them  if  they  would  not  mind  giving  us 
a  little  more  about  one  point  which  I  think  many  like  myself 
would  be  interested  in,  viz.,  what  sort  of  experiments  were  the 
jury  able  to  make  in  trying  the  efficiency  of  the  vast  collection  of 
apparatus  for  electric  lighting  that  was  shown  in  the  Exhibition? 
We  know  that  there  was  a  large  staff  and  competent  jury  appointed, 
and  it  would  be  most  interesting,  in  connection  with  the  labours  of 
the  jury  that  may  have  to  carry  out  similar  duties  at  the  Crystal 
Palace  Exhibition,  to  hear  some  details  of  the  methods  that  were 
employed  at  Paris,  and  to  learn  what  success  the  labours  of  the 
jury  met  with. 

Sir  C.  T.  Bbight  :  By  one  of  the  regulations  (which  I  think 
was  a  very  proper  one),  neither  any  of  the  Commissioners  nor  any 
of  the  exhibitors — such  as  Professors  Ayrton  and  Perry  were,  with 
their  show  of  very  excellent  appliances — should,  according  to  our 
rules,  be  on  the  jury,  and  of  course  the  experiments  as  well  as  the 
decisions  of  the  jury  were  kept  entirely  to  themselves.  I  see  one 
or  two  faces  around  me  who  were  on  the  jury :  Mr.  Stroh,  who  is 
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a^  Tneffibor  pf  pur-  C!oiuiQUr;  Mn;  Jfoult^^  another  member  of  our 
Cpqx^cil;  axid^Prpf(Mspr  Oe«ig«  Foitoi  were  aU.<m  the  jiiij, 
apfi  ^^  pre^tfiiit,  ^oxd  eap^  I  ^^^^  ^''^^y  ia^^ly  the  iaformatiaD  to 
Pi;9fef||sor  Ayxtp^.^tef  t^i^o/  my^elff  beoaoae  I  did  not  attend  any 
of  .their  deliberations.  ^  , 

i  ^Lti,  J.  ¥".  MouLTQlf:  The  Bni^idL  Courta  of  Law  have  one 
extsemely  gopd  <?uat(Mn»  that  no  juryman  oan  eror  be  put  into  tha 
box  and  asked  what  he  decided  or  why  he  did  it ;  and  among 
the  jury  at  the  Paris  Exhibition,  though  there  was  the  wildest 
vaii^ty  ^t  opuaiiM^.on.  f^)3ao0t;  er^ry  possible  subject,  there  ms 
absolu^  unanimity  qx^  the  advisability  of  holding  our  UmgwoL 
Hoi^eyeJT;  AB  I  fortunately  wf^  Dot, on  that  part  of  the  jury  that 
had  to  deal  Mfiih  the  j6isiit^n  thiub  would  interest  this  Society  moat, 
if,  the  pa)*t  wbioh  hfidltot^  d^  withr  the  modun  deTolopments  in 
the  way  of  lighting  and  dynamo  machines,  I  think  that. I  shall 
p^bably  gain  :by  setting  >  the  example  of  breaking  this  rule  to  a 
certain  extwt,  fqr  I  shall  .involve  my  friend  Professor  Forbes  is 
the  neoessity  of  telling,  ihe  jSocieiy  something  which  will  be  veiy 
interesting  tq  them  and;to  miei  Hie  can  tell  us  all  about  the 
exhibition  of  eldctrio  Ughtingr;  for  not  only  did  he  go  through  all 
the  labpur  of  e^^amining  the. lamps,  but  there  was  no  member  of 
tha.i^  juxy  who  did  his  work  in  a  more  conscientious  and  oomplete 
manner* 

For  my  own  p^^  I  belonged  to  that  section  of  the  jury  that 
had  to  examine  the.  inatrumento  for  electric  measurements,  each  as 
galvanometers  and  electrometers,  etc.,  and  I  think  I  can  say  that 
the  general  feeling  of  the  jury  that  had  to  do  with  that  class  was 
that  the  makers  ;of  those  instruments  were  waiting  for  the  woridt» 
CQtiie  up  to  them;  for  the  exquidte  delicacy  of  the  inatnmientB, 
and  their  accuracy,  was  such  that  neither  science  in  its  practical 
notr  in  its  theoretical  form-^by  wfaidi  I  mean  the  science  of  the 
workshop  or  the  scienca  of  the  laboratory-— required  any  greater 
perfection.  I  am  glad  to  say  that  the  English  showed  well  in  tins 
cIass.  In  thd  li3t.  which  was  drawn  up  in  order  of  merit,  and 
on  which  the  medals  were  given,  there  were  three  English  names 
iu  the  first  ei^^t,  and  tboae  three  occupied  by  no  means  the 
lowest  places.    JBut .  ^dthbugh  the  English  did  so  admirably,  and 
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proved  by  their  exhibition  that  they  were  not  behind  in  the  race, 
I  think  that  those  .who  went  to  the  Paris  Exhibition,  and  who  were 
capable  of  judging  of  such  inatnimentSy  must  have  agreed  with  the 
jnry  in  their  high  opiaicm  of  the  marvellous  exhibition  of  Dr. 
Werner  Siemens*  of  Berlin,  in  this  particular  class.  I  do  not  know 
when  or  where  it  would  be  possible  to  see  such  an  admixable 
oollection  of  every  form  of  instrument  designed  for  electric  measure* 
ment.  Not  only  did  they  possess  all  appliances  ior  accuracy, 
but  many  of  the  varied  properties  of  electricity  and  the  galvanic 
current  were  most  skilfoUy  made  to  assist  in  rendering  the  instru- 
ments xxiore  useful  to  the  observer.  The  degree  of  accuracy  with 
which  these  instruments  were  capable  of  doing  their  duty  was 
something  almost  incredible*  and  I  hardly  know  how  many  ciphers 
would  come  before  the  first  significant  figure  in  representing  the. 
decimal  of  an  ohm  which  some  of  them  could  measure.  But  in 
giving  high  praise  to  the  exhibits,  I  am  not  simply  referriog  to  these 
instruments  of  Dr.  Werner  Siemens,  but  also  to  those  of  what  I 
may  call  the  first  exhibitors  in  the  class.  Not  only  were  the  in. 
struments  extremely  accurate,  but  they  were  extremely  practical : 
it  did  not  seem  as  if  delicacy  in  the  sense  of  sensitiveness  had  pro. 
duced  delicacy  in  the  sense  of  over-delicacy  or  of  unpracticality 
in  them ;  and  I  am  only  speaking  the  feeling  of  my  fellow-jurymen 
when  I  say  that  we  were  thoroughly  pleased  with  the  whole 
exhibit  of  the  class,  and  that  we  thought  that  in  it  electricity  was 
certainly  doing  all  that  could  be  demanded  of  it. 

Our  jury  had  another  small  class  under  their  care,  t.6.,  the 
class  of  static  electricity ;  but  I  am  sorry  to  say  that  in  that  subject 
the  world  is  as  nearly  as  possible  where  it  was  many  years  ago. 
Scarcely  any  advance  has  been  made,  a  fact  which  shows  that,  after 
all,  the  true  stimulus  to  advance  in  this  world  is  practical  utility, 
and  that  those  branches  of  electricity  which  are  not  in  the  purview 
of  the  man  who  has  to  deal  with  practical  science  are  likely  to 
be  much  slower  in  their  progress  than  others— a  conclusion  which 
cannot  but  be  agreeable  to  a  Society  like  our  own,  which,  without 
undervaluing  theory,  takes  practical  utility  as  one  of  its  main 
aim& 

Professor  O.  Fobbes:  I  certainly  did  not  know  that  I  was 
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going  to  be  called  on  to  speak  this  evening :  I  came  to  listen.  la 
the  first  place  I  must  compliment  Mr.  Moulton  on  the  excellent 
way  in  which  he  has  got  out  of  it  as  a  juryman.  I  have  a  sort  of 
feeling  that  gentlemen  who  have  been  members  on  a  jury  oug^t 
not  to  be  called  on  at  a  later  period  to  explain  the  reasons  and 
so  forth  of  their  decisions,  because  each  one  tried  no  doubt  to  do 
his  best ;  and  it  seems  hard  lines  that  each  one  of  us  ought  to  have 
to  explain  the  exact  reasons  why  different  awards  have  been  given. 
I  feel  this  all  the  more  because  Mr.  Moulton  has  particularly 
drawn  attention  to  me  as  an  electric  light  juryman,  that  is  to  say, 
one  who  had  to  decide  on  the  merits  of  the  different  electric  light 
systems. 

I  am  afraid  that  although  we  made  the  most  careful  measure- 
ments, experiments,  and  tests  (such  as  I  think  Professor  Ayrton 
would  be  content  with),  at  the  same  time,  owing  perhaps  to  some 
political  movement  which  caused  the  Ministry  to  go  out  a  little 
earlier  than  intended,  the  awards  had  to  be  given  more  quickly 
than  was  compatible  with  the  requirements  of  the  jury  themselves ; 
so  that,  in  obedience,  it  may  be,  to  the  wishes  of  the  Minister  of 
Posts  and  Telegraphs,  we  perhaps  were  sometimes  obliged  to  comply 
with  what  has  been  described  as  Jedburgh  justice.  In  other  words, 
we  decided  the  relative  merits  as  far  as  our  stern  decision  could 
possibly  go,  and  then,  after  having  done  so,  we  applied  the  most 
splendid  tests  that  could  be  applied  to  those  lamps  and  machines 
to  which  the  awards  had  already  been  given.  That  is  to  say, 
that  although  we  did  our  utmost  to  distinguish  between  the  merits 
of  those  lamps  and  machines  which  we  perfectly  knew  to  be 
nearly  on  a  par,  yet  those  lamps  and  those  machines  were  tested 
again,  and  many  of  them  before  the  awards  were  actually  given. 
Most  of  the  dynamical  tests  were  conducted  by  M.  Tresca,  who  had 
already  had  great  experience  in  that  line  of  research,  assisted  by 
a  most  competent  committee  ;  and  if  the  results  be  published,  I 
am  perfectly  certain  that  they  will  be  about  the  most  valuable 
results  which  have  ever  been  issued  in  connection  with  electric 
lighting  up  to  the  present  time. 

The  experiments  which  were  made  were  of  two  classes.  One 
with  a  fixed  set  of  apparatus,  with  steam-engine,  dynamometers. 


1681.]  AXD  FB0FE880B  D.  E.  HUGHES*  BEPOBT.  421 

and  so  forth  on  a  fixed  place,  with  a  machine  set  running,  placed 
at  our  disposal^  and  photometric  appliances  in  a  dark  room 
separately.  In  this  instance  the  power  which  was  consomedy  as 
indicated  by  the  steam-engiue,  was  registered  at  the  same  time 
that  measures  were  being  made  m  to  the  candle-power  of  the 
lights.  The  other  system— one  on  which  I  insisted  very  strongly, 
because  it  enabled  us  to  measure  a  large  number  of  different 
systems  which  we  could  not  have  measured  otherwise  (and  which 
we  were  able  to  measure  before  the  jury  awards  were  announced) 
— ^was  simply  to  put  indicators  on  to  the  different  steam-engines 
which  were  in  use.  The  machines  were  planted  in  the  best 
possible  way,  presumably,  in  which  the  exhibitors  could  show  them, 
and  indicators  were  put  upon  them  and  diagrams  taken ;  and  at 
the  same  time  photometric  measurements  were  made  on  the  lamps, 
careful  account  being  taken  of  the  number  of  lamps  in  circuit  at 
tie  same  time,  and  of  the  regularity  of  the  lamps.  Thus  the  two 
systems  were,  first,  to  employ  the  steam-engines  and  machines  just 
as  they  were  fitted  up  by  the  exhibitors,  and  register  the  horse- 
power  employed  per  lamp  as  indicated  by  the  steam-engine, 
which  is  a  very  important  thing ;  and,  secondly,  to  put  the  dynamo 
machines  on  to  the  steam-engine  which  was  specially  provided  for 
M.  Tresca,  and  to  examine  the  horse-power  that  was  employed 
in  each  of  the  different  systems. 

No  doubt  the  great  point  to  be  arrived  at  is  the  horse-power 
consumed  per  candle-power,  and  I  do  not  know  that  the  system 
employed  at  Paris  was  the  best,  but  I  believe  that  it  was  as 
efficient  as  anything  could  have  been  under  the  circumstances.  At 
the  beginning  of  the  jury  trials,  I  certainly  confess  that  I  feared 
that  sufficient  attention  might  not  be  paid  to  the  subject,  but  at 
the  end  of  it  I  am  convinced  that  a  most  thorough  system  of  trials 
was  undertaken ;  and  the  only  thing  I  fear  is  that  it  may  not  be 
possible  to  publish  all  the  results  (as  several  of  the  most  important 
members  of  the  jury  said),  because  it  might  compromise  the  ex- 
hibitors. If  they  are  published,  I  am  certain  that  they  will  be 
the  most  important  results  which  have  ever  been  published  in 
connection  with  the  subject  of  electric  lighting. 

The  Pbesident  :   I  am  sure  that  the  Society  will  forgive 
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Professor  Ayrion's  indiscretion  (i£  it  was  one)  in  inyiting  the 
members  of  the  jury  to  violate  the  eecxeciy  which  they  had  Towed 
to  each  other.  We  have  had  from  both  Mr.  Moolton  and  FEofessar 
Forbes  extremely  interesting  remarks,  and  I  think  it  is  matter 
for  great  satisfaction  that  it  should  be  publicly  known  that  the 
awards  of  the  jury,  which  will  be  shortly  announced,  haya  not 
depended  upon  general  impressions  formed  by  any  peiaoos,  iunrever 
eminent,  but  have  been  the  results  of  deliberate  and  carefol  ex- 
amination and  testing  of  the  objects  to  which  they  relate. 

Professor  C.  A.  Abel:  As  regards  the  exhibits  relating  to 
the  application  of  electricity  to  naval  and  military  purposes,  I 
regret  that  I  cannot  bring  before  the  Society  any  remarks  whick 
would  be  of  special  interest  to  them.  There  were  some  interesting 
exhibits  of  the  kind,  but  I  think,  with  perhaps  one  exoeptioo, 
they  were  already  well  known,  not  merely  to  this  Society,  but  to 
t^ose  gentlemen  in  this  country  generally  who  have  devoted  their 
attention  to  the  subject.  The  applications  of  electricity,  for 
example,  to  mining  purposes,  to  military  telegraph  purposes,  and 
so  on,  have  been  before  us  in  various  ways  on  several  occasions. 

The  only  exhibit  of  special  interest  in  the  first-named  direction 
which  I  noticed  as  a  novelty  was  a  small  instrument  constructed 
by  Burgin  (on  the  same  principle  as  his  large  dynamo  machine 
for  the  production  of  the  electric  light),  which  appeared  to  be 
(though  I  had  no  means  of  testing  on  the  spot)  a  very  efficient 
dynamo  machine  for  military  purposes.  There  seemed  to  be 
advantages  connected  with  it  in  reference  especially  to  the 
accumulation  of  the  maximum  force  of  the  machine  before  it  was 
shunted  into  the  exploding  circuits  Among  the  equipments 
exhibited  in  connection  with  military  telegraphy,  that  in  the 
American  section  much  struck  those  who  examined  them,  mainly 
in  regard  to  their  simplicity  and  apparent  efficiency,  especially 
perhaps  in  respect  to  portions  not  actually  electrical,  namely,  tiioee 
relating  to  transport  of  the  equipments.  Some  duplex  instru- 
ments without  condensers,  adapted  for  military  use,  exhibited 
in  the  Belgian  and  Spanish  sections,  attracted  the  attention 
of  military  men;  but  beyond  the  matters  I  have  mentioned, 
and  some  ingenious  appliances  coimected  with  ballistic  science. 
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I  do  not  think  there  was  anything  connected  with  militaiy 
matters  of  special  interest.  Our  militarj^telegraphic  and  mining 
department  eertainly  showed  censpieuously  by  the  complete 
absence  of  eihibits,  and  probably  to  this  is  to  be  ascribed  the  (I 
will  not  say  want  of  knowledge,  but)  want  of  information  ex. 
hibited  by  some  correspondents  of  important  papers  in  this- 
country,  who  sent  us  from  time  to  time  most  interesting  descrip- 
tions of  the  various  branches  of  the  Exhibition,  but  who  told  us. 
some  things  that  made  those  who  were  acquainted  with  the  condi- 
tion  of  military  telegraphy  in  this  country  smile  at  the  apparently 
benighted  condition  in  which  we  were  supposed  to  be  in  connection 
with  this  particular  branch  of  the  application  of  electricity*  I 
may  tell  the  members  of  this  Society  that  in  this  branch  we  had 
nothing  important  to  learn  at  the  Exhibition ;  and  if  our  Oovem- 
ment  had  thought  fit  to  allow  those  who  are  connected  with  this- 
branch  of  the  service  to  contribute  an  exhibition  of  military, 
telegraphic  and  other  appliances,  England  would  certainly  have- 
stood  pre-eminent  in  this  direction.  I  therefore  can  only  say 
that  I  trust,  when  there  is  another  electrical  exhibition,  official 
routine  and  official  reserve  will  not  prevent  our  standing  in  the 
front  rank  in  this  particular  branch,  as  we  should  do. 

Mr.  E.  Obayes  :  I  have  only  to  express  the  great  satisfaction 
with  which  I  have  heard  the  very  lucid,  clear,  and  explanatory 
report  on  the  facts  of  the  Exhibition  that  has  been  compiled  by 
Sir  C.  T.  Bright  and  Professor  D.  K  Hughes.  The  Post  Office 
exhibit  was,  as  has  been  stated,  a  collection  of  apparatus  intended 
mainly  to  show  the  historical  development  of  telegraphy  in 
England,  from  the  commencement  of  its  practical  operation  until 
the  present  day.  There  were  some  modern  instruments,  no  doubt, 
but  they  were  exhibited  rather  as  the  sequence  of  the  foregoing  i 
they  were  not  displayed  in  action,  and  there  was  no  attempt  to  bring 
them  into  competitive  comparison,  so  to  speak,  with  those  of  foreign 
nations.  It  was  the  desire  of  the  English  Qovemment  to  avoid 
anjrthing  beyond  a  complimentary  display  that  should  be  credits 
able  to  England  aa  a  ddsplay^  but  should  at  the  same  time  avoid 
anything  like  interference  with  the  amov/r  propre  of  any  foreign 
nation.    Our  position  was  rather  that  of  self-abnegation  than  of 
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attempting  to  claim  for  ourselves  any  prominent  place.  That 
we  sacceeded  in  the  object  that  we  proposed  to  onrselveSy  I  think  I 
may  &irly  claimi  though  we  were  pretty  well  abused  by  a  good 
many  newspapers  because  we  did  not  do  more ;  nevertheless^  as  we 
intended  to  do  no  more  than  we  did,  I  do  not  think  I  need 
apologise  for  the  shortcoming. 

The  President:  We  have  been  hearing  about  the  past 
Exhibition^  which  has  been  a  great  success ;  perhaps  we  may  have 
the  pleasure  of  hearing  something  about  a  future  Ezhibitiozi, 
which  we  hope  will  be  a  similar  success.  Major  S.  Flood  Page  is, 
I  believe,  present  with  us,  and  perhaps  he  can  give  us  an  indica- 
tion  of  the  arrangements  made  for  the  forthcoming  Exhibition  at 
the  Crystal  Palace.  / 

Major  S.  FLOOD  Page  :  Mr.  Chairman  and  gentlemen, — ^We 
certainly  move  very  quickly  in  these  days,  but  I  must  confess  that 
I  was  hardly  prepared  that  we  should  pass  so  rapidly  from  the 
immediate  past  into  the  very  near  future.  I  cannot  help  feeling, 
Sir,  that,  speaking  for  the  moment  on  behalf  of  the  Crystal 
Palace,  and  so  far  as  the  Exhibition  which  we  are  going  to  have 
at  the  Ciystal  Palace  may  be  considered  a  national  affair,  so  far  on 
behalf  of  the  nation,  that  we  may  be  very  much  encouraged  by  the 
report  that  we  have  just  heard.  Nearly  every  English  exhibit 
mentioned  in  that  report  as  being  of  the  first  interest  will  also  be 
exhibited  at  the  Crystal  Palace;  and  we  are  very  much  encouraged , 
Sir,  by  the  fact  that  so  very  large  a  number  of  the  distingaished 
members  of  your  Council  have  honoured  us  by  assisting  us  with 
their  knowledge  and  advice  in  the  arrangements  in  progress  for 
our  Exhibition,  and  have  become  members  of  our  Honorary  Council 
of  Advice.  In  my  opinion,  and  time  will  show  whether  I  am 
correct,  we  have  been  able  to  learn  something  from  the  marvellous 
Exhibition  that  has  just  been  held  in  Paris — ^I  mean  in  the  way  of 
a  more  scientific  arrangement  of  the  electric  light.  All  who  went 
to  Paris  must  have  felt,  especially  on  the  ground  floor,  the  impos- 
sibility  of  judging  the  effect  of  the  various  systems.  Of  course,  as 
Professor  Forbes  has  told  us,  the  jury  in  Paris  gave  their  decision 
from  a  scientific  point  of  view,  and  it  is  a  matter  (as  you  yourself 
have  said,  Sir)  of  the  greatest  possible  satisfaction  to  know  that 
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they  devoted  themselyes  thoroughly  to  their  work,  and  based  their 
deciflionB  upon  scientific  grounds.  But  there  is  another  point  of 
view  in  considering  an  exhibition  of  the  electric  light,  viz.,  there 
are  many  men  connected  with  railways,  with  large  works,  corpo- 
rations,  local  boards,  and  others,  who  wish  to  have  the  satisfac- 
tion  of  judging  for  themselves  with  reference  to  the  effect  of 
different  lights.  It  is  our  intention  to  divide  the  Palace  for  electric 
lighting  in  such  a  manner  that  no  single  system  will  interfere  with 
any  other  system,  except  so  far  as  it  may  borrow  laterally  as  one 
gas  light  does  from  another,  and  every  one  will  be  able  to  judge 
of  the  effect  of  each  system  by  itself. 

There  is  only  one  system  of  importance  of  electric  lighting  at 
Paris  which  will  not  be  represented  at  the  Crystal  Palace,  that  is  the 
system  of  Mr.  Jaspar,  of  Liege,  who  led  me  to  believe  he  would 
come  over,  but  for  some  reason  or  other  he  has  not  yet  sent  in 
any  application,  while  several  systems  will  be  seen  for  the  first  time 
in  public.     We  shall  have  one  advantage  over  the  Paris  Exhi- 
bition, viz.,  that  it  will  be  in  the  winter,  when  the  Palace  can 
be  lighted  up  at  four  or  five  o'clock  in  the  afternoon,  a  more 
convenient  hour  for  visitors  than  that  necessary  (eight  o'clock)  at 
Paris.    I  cannot  conclude  those  few  impromptu  remarks  without 
alluding  (in  the  presence  of  Mr.  Graves)  with  gratitude  to  the  fact 
that  Her  Majesty's  Post  Office  have  been  good  enough  to  undertake 
to  send,  and  will  send,  a  larger  and  more  important  exhibit  than 
they  had  at  Paris.    And  (in  the  presence  of  Professor  Abel)  I  can 
only  go  on  to  say  that  we  have  asked  the  War  Office  and  Ad. 
miralty  to  do  the  same  thing ;  and  if  Professor  Abel  will  use  his 
influence,  and  can  kindly  induce  the  War  Office  to  send  the  things 
familiar  to  him,  but  not  to  the  British  public,  we  shall  be  extremely 
glad.    Just  one  other  word.  We  are  going  to  pass  a  vote  of  thanks 
to  Sir  C.  T.  Bright  and  Professor  Hughes  for  their  paper,  but  we 
must  not  forget  the  other  British  Commissioners,  and  we  can  hardly 
mention  them  without  a  feeling  of  shame  coming  over  us  as  English - 
men,  and  at  the  same  time,  as  EDglishmen,  a  feeling  of  pride — 
shame,  when  we  remember  that  our  Government  was  so  shabby 
as  not  to  pay  a  single  penny  of  the  expenses  of  the  Commis- 
sioners; and  pride,  when  we  reJeJise  that  these  gentlemen  gave 
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months  of  their  valuable  time,  and  hundreds  of  pounds  ootc 
their  pockets,  in  order  that  English  electrical  science  should  k 
worthily  represented  in  Paris  at  the  first  Interoational  Elects 
Exhibition. 

Mr.  A.  Stboh,  Member :  One  interesting  subject  which  caise 
to  my  notice  during  the  Exposition  in  Paris  was  the  maiiu£Byctoi 
of  permanent  magnets.     Having  myself  been  engaged  in  th 
manufetcture  of  a  great  many  permanent  magnets,  I  know  the 
difficulties  which  exist  in  obtaining  the  proper  quality  of  steel  b 
that   purpose.     Now,  in  the   Paris  Exhibition  the  pennaDe£: 
magnets  were  specially  under  my  notice  as  a  juror,  and  I  iom: 
that  most  of  the  makers  of  permanent  magnets  who  exhibiiad 
used  one  particular  kind  of  steel,  a  kind  of  cast-steel  manuCacton^ 
by  Messrs.  Charriire  et  Cie.,  Allevard  (Is^re),  France.     I^  ^ 
•called  ''  acier  d'AUevard."    This  steel  appears  to  be  well  known ifi 
France,  and  the  exhibitors  showed  great  willingness  in  stating  tbi 
they  make  use  of  it  as  the  best  kind  of  steel  for  magnets ;  bath 
never  came  under  my  notice  in  England^  and  I  believe  that,  if  h 
was  only  known  to  English  manufacturers  of  permanent  ms^ets, 
they  would  get  good  assistance  by  its. use.    For  instance,  in  tbe 
Oower-Bell  telephones  we  have,   some  time  ago  in   this  loooi, 
admired  the  great  power  of  the  magnet.    M.  Trouve  had  in  tbe 
Exhibition  magnets  which  carried  45  to  50  times  their  own  weigbt. 
The  magnets  in  the  Alliance  machinoi  and  in  that  of  H.  de 
Meritens,  for  producing  electric  light,  and.  many  other  poweifol 
magnets,  appear  to  be  all  made  of  this  steel.    The  method  d 
hardening  and  magnetising  differs  with  each  manufacturer,  bat  I 
know  from  my  own  experience  that,  having  once  obtained  t^ze 
right  steel,  the  principal  difficulty  is  overcome^  and  it  does  not 
matter  much    which  process  is    employed  for   hardening  sod 
magnetising. 

Mr.  A.  Le  Neyb  Fosteb  :  May  I  be  permitted  to  say  a  fei^ 
words  on  the  subject  of  permanent  magnets?  I  have  been  listeiui^  i 
to  the  remarks  Mr.  Stroh  has  just  made  with  regard  to  the  use  '^ 
France  of  Allevard  steel,  and  can  endorse  a  great  deal  that  he  h^ 
said.  Like  Mr.  Stroh,  I  have  had  some  considerable  experience  is 
the  manufacture  of  magnets,  and,  further,  have  for  this  purpose  for 
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the  last  eighteen  months  or  so  been  using  large  quantities  of 
the  Allevard  steel.  I  have  made  a  number  of  experiments 
with  various  qualities  of  steel,  and  perhaps  the  results  obtained 
may  not  be  without  interest  to  the  members  of  this  Society. 

Of  each  particular  class  of  steel  tried,  quantitive  analyses  have 
been  made,  and  as  an  invariable  rule  I  have  found  that  there  is  a 
very  marked  superiority  in  all  the  samples  of  steel  which  contain 
in  their  composition  tungsten.  The  Allevard  steel  proves  on  analy. 
fiis  to  contain  some  three  per  cent,  of  tungsten,  and  it  is  to  this 
fact  that  I  attribute  in  a  great  measure  its  superior  magnetic 
qualities.  With  a  sample  of  German  steel  containing  about  half 
this  quantity  of  tungsten,  I  have  had  very  fair  results ;  whilst  with 
a  number  of  other  samples  of  steel  said  to  contain  tungsten,  I  have 
been  surprised  at  the  bad  results,  imtil,  on  analysis  in  each  case,  it 
was  proved  that  no  tungsten  existed,  and,  as  probably  many  of 
you  are  aware  that  tungsten  has  very  marked  reactions,  even  a 
Tory  small  percentage  would  be  detected.  It  appears  to  me,  as  far 
as  I  have  gone  at  present,  that  the  presence  of  tungsten  in  steel 
very  materially  improves  its  magnetic  qualities,  but  how  far  this 
holds  good,  and  what  part  other  substances  may  play  in  the  com- 
position of  steel,  J  am  unable  to  say. 

I  have  been  assured  as  a  fact  that  the  manufacturers  of  the 
Allevard  steel  were  not  themselves  aware  only  very  recently  to 
what  to  attribute  the  superiority  of  their  magnet  steel,  so  that 
with  them  its  manufacture  was  a  matter  of  chance,  not  being 
acquainted  with  its  peculiar  composition.  I  am  not  certain,  but 
believe  I  have  heard  that  Dr.  Siemens  mentioned  at  a  meeting  of 
the  Steel  Institute,  that  he  had  found  the  presence  of  tungsten 
in  steel  to  improve  its  magnetic  qualities ;  at  any  rate,  from  my 
own  experiments  with  magnets,  I  certainly  have  arrived  at  this 
conclusion. 

Sir  C.  T.  Bbight:  Professor  Hughes  and  myself  are  very 
much  pleased  if  we  have  given  any  information  about  the  Exhi. 
bition  to  any  of.  those  who  had  not  the  opportunity  of  going  over 
to  Paris.  We  do  not  seem  to  have  had  any  difference  of  opinion 
during  our  discussion,  and  I  do  not  know  that  the  paper  itself  was 
likely  to  give  rise  to  any.    There  is  one  thing  I  may  add,  though 
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I  have  not  the  exact  figures,  bat  there  was  a  very  consideiable 
profit,  something  like  £17,000,  accrued,  as  the  result  of  the  Exhi. 
bition,  to  the  French  Government.  The  total  power  of  the  electric 
light  exhibited  must  have  been  more  than  a  million  candles, 
and  the  total  horse-power  of  the  engines  employed  to  drive  the 
dynamo  machines,  and  for  other  purposes,  was  upwards  of  1,806 
horse.power.  I  had  hoped  to  be  able  to  announce  the  total 
number  of  visitors  to  the  Exhibition,  but  I  received  a  reply  from 
Paris  this  morning  to  the  effect  that  the  total  was  not  yet  made 
out. 

Mr.  R.  E.  Cbompton:  Before  we  separate  this  evening,  I 
think  that  we  who  were  Exhibitors  at  Paris  should  testify  to 
the  very  great  services  we  received  from  the  Commissioners, 
and  from  the  Secretary  to  the  British  section  of  the  Exhibition. 
Those  who  were  present  in  Paris  when  the  Exhibition  was  inoom. 
plete,  in  its  early  stage,  when  the  whole  of  the  space  set  apart 
for  the  dynamo  machines  was  rough  like  a  ploughed  field,  will 
call  to  mind  ho"^  they  saw  our  Commissioners,  hard-working  scien. 
tific  men  of  the  eminence  of  Lord  Crawford,  Professor  Hughesi 
and  others,  hurrying  about  in  their  shirt  sleeves,  in  fact,  doing  our 
work  for  us,  and  assisting  us  in  every  way  to  get  our  exhibits  into 
order.  I  believe  but  few  of  you  are  aware  of  this.  I  myself  feel 
how  much  I,  as  one  of  these  exhibitors,  am  indebted  to  the  Com- 
missioners for  their  aid  and  assistance.  We  should  never  have 
been  ready  in  time  but  for  them,  and  I  believe  most  of  the  other 
exhibitors  were  similarly  situated.  One  gentleman's  name  should 
not  be  passed  over  this  evening:  it  is  that  of  the  Secretary, 
Mr.  J.  Aylmer.  (Hear,  hear.)  He  worked  throughout  the  ESxhifai- 
tion  in  a  perfectly  untiring  manner.  He  was  always  to  be  found 
at  his  post,  from  the  first  moment  the  Exhibition  opened  in  the 
morning,  and  was  the  last  man  out  at  night.  Such  devotion  to  his 
duties  must  have  been  at  the  expense  of  his  own  private  business, 
and  I  hope  that  this  Society  will,  at  some  future  meetiog,  take 
steps  to  co-operate  with  the  rest  of  the  English  exhibitors  in 
showing  our  appreciation  of  Mr.  Aylmer's  services  by  some  nxxr« 
substantial  token  than  a  mere  vote  of  thanks. 

The  Pbbsidbnt  :  It  now  only  remains  for  me  to  ask  you  to 
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pass  a  formal  vote  of  thanks  to  Sir  C.  T.  Bright  and  Professor 
Hughes,  not  only  for  the  paper  which  we  have  had  to-night,  bat 
for  their  great  services,  which  Mr.  Crompton  has  reminded  us  of, 
as  Commissioners  for  the  English  portion  of  the  Exhibition. 

Mr.  J.  F.  MOULTON :  I  have  great  pleasure  in  seconding 
that  resolution.  Not  being  an  exhibitor,  and  not  having  been 
in  Paris  at  the  commencement  of  the  Exhibition,  it  is  not  for 
me  to  speak  from  personal  experience  of  the  most  important  part 
of  the  senrices  that  were  rendered  by  the  Commiasioners,  and 
Mr.  Aylmer,  their  Secretarji  but  I  have  never  seen  men  more 
thoroughly  devoted  to  their  work ;  and  I  think  that  the  fact  that 
the  English  exhibit  was  so  satisfactory  to  all  the  visitors  at  the 
Exhibition  was  very  largely  due  to  their  untiring  energy,  and  to 
the  way  in  which  they  absolutely  devoted  themselves  all  day  and 
every  day  to  their  duties.  For  this  paper  and  for  such  services  as 
those,  a  vote  of  thanks  is  a  very  slight  return,  and  I  most  heartily 
second  the  vote  of  thanks  to  Sir  C.  T.  Bright  and  Professor 
Hughes. 

The  vote  was  expressed  most  heartily. 

The  meeting  was  then  adjourned  until  the  15th  December, 
when  the  Annual  General  Meeting  will  be  held. 
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The  Hundred  and  Fifth  Ordinary  Qeneral  and  Tenth  Anniud 
Meeting  of  the  Society  was  held  at  the  Institution  of  Civil 
Engineers,  25,  Great  Qeorge  Street,  Westminster,  on  Thursday 
evening,  December  15ib|  1881 — ^Professor  Q.  C.  Fostkb, 
F.B.S.,  President,  in  the  Chair. 

The  minutes  of  the  last  meeting  were  read  and  confirmed,  and 
the  names  of  new  candidates  announced  and  suspended* 

Voting  papers  for  the  election  of  officers  for  the  ensuing  year 
were  deposited,  and  Mr.  F.  C.  Webb  and  Mr.  W.  Ladd  appointed 
scrutineers. 

The  Secbetaby  then  read  the  following  reports : — 

ANNUAL  REPORT  OF  THE  COUNCIL. 

The  Cotmcil  have  satisfaction  in  reporting  that  the  additioDS 
made  to  the  several  classes  of  Members  during  the  year  aie  as 
follows  :— 

Honorary  Members  1 

Members 24 

^□kSsociates  •••        •••        •••        ..«        on 

Students     ...         ...         ...         ...  1 

In  addition  to  which,  23  Candidates  are  announced  for  ballot  this 

evening. 

The    losses  by    death,   resignation,   and  other   causes    haTe 

amounted  to  41,  viz : — 

Foreign  Members 3 

Members    ...         ...         ...         ...         11 

dissociates  •««        •••        •••        •••        Zt 

Among  the  deaths  we  have  to  lament  the  loss  of  no  less  than 
five  officers  of  the  Royal  Engineers,  viz.— Col.  Qlover,  Lieat.-CoL 
Anderson,  C.M.O.^  Major  Eckford,  Capt  Heneage,  and  Lieut. 
Mac^egor. 

The  Institution  of  Civil  Engineers  have  continued,  with  their 
accustomed  liberality,  to  allow  the  Qeneral  Meetings  of  the  Society 
to  be  held  in  their  Lecture  Hall. 
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The  following  Papers  have  been  read  daring  the  Session: — 

Some  Experimenti  on  Indtiction  with  the  Telephone.    By  A.  W.  Hxayuidk, 

Member. 
Earth  Gorrents— Electric  Tides.    By  Alsz.  J.  8.  Adams,  Associate. 
On  the  Application  of  Dynamo-Electric  Machines  to  Bailway  Boiling  Stock. 

By  Lieut.  P.  Casdev^  B.E. 
On  the  Interference  with  the  Processes  of  Manufacture  of  Wool  and  Hair, 

arising  from  the  development  of  Electricity  daring  Spinning,  with  a 

description  of  Apparatus  applied  to  obviate  it.    By  Edwabd  B.  BaioHT, 

Member. 
Telegraphs  in  Japan.    By  J.  Morbis,  Member,  Local  Honorary  Secretary 

and  Treasurer  for  Japan. 
On  the  Application  of  Electricity  to  Lighting  and  Heating  for  Domestic 

and  other  Purposes.    By  St.  Gsoboi  Lani  Fox  Pitt,  Member. 
On  Becent  Besearches  in  Badiophony.    By  W.  H.  Pbxbok,  F.B.S.,  Past 

President. 
On  the  Construction  and  Working  of  a  Military  Field  Telegraph  (based 

upon  experience  gained  during  the  Campaign  in  Afghanistan  in  1878, 

1879, 1880.)    By  P.  Y.  Luke,  Member. 
A  B^sum^  of  the  Earlier  days  of  Electric  Telegraphy.    By  Willouohbt 

Smith,  Member. 
'<  Badiophonie.**    By  M.  Mxrcadiib. 

On  Telegraphic  Photography.    By  Shiltobd  Bidwxll,  M.A.,  Associate. 
Les  Chemins  de  Fer  Electriques.     By  Dr.  WzaNXB  Sixusin,  Foreign 

Member,  Honorary  Secretary  and  Treasurer  for  Germany. 
L'Anneau  de  M.  Pacinotti.    By  M.  le  Professeur  Govt. 
The  System  of  Synchronizing  Clocks  adopted  in  London  and  elsewhere, 

with  an  exhibit  of  a  complete  set  of  all  the  various  instruments  con- 
nected with  its  working.    By  John  AhtXAKDva,  Lukd,  Member. 
Beport  upon  the  International  Exhibition  of  Electricity  in  Paris,  1881. 

By  Sir  Chablxs  Bsiobt,  Member,  and  Professor  D.  E.  Huohxs,  FJEt.S., 

Member. 
On  a  Convenient  Form  of  Constant  Battery  of  very  Small  Besistance.    By 

0.  F.  Vablet,  F.B.S.,  Member. 

Among  these,  the  communioations  of  Mr.  Adams,  Mr.  Freece, 
and  Mr.  Luke  led  to  important  discussions,  while  the  communica- 
tions  of  M.  Mercadier  and  Professor  Qovi,  read  at  the  Paris 
meetings,  were  of  unusual  scientific  interest. 

Professor  Helmholtz's  visit  to  England  in  April  last  enabled 
the  Society  to  evince  their  appreciation  of  that  distinguished 
physicist's  labours,  by  inviting  him  to  meet  its  members  and  a 
large  number  of  scientific  men  at  a  Conversazione  in  the  Flazman 
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Gallery  and  the  library  and  adjoining  rooms  of  the  University 
College,  which,  through  the  good  offices  of  the  President,  were 
kindly  placed  at  the  disposal  of  the  Society  for  that  purpose,  by  the 
Council  of  the  College.  Thanks  to  the  readiness  with  which  their 
efforts  were  seconded  by  many  members  of  the  Society,  the 
Committee  appointed  to  carry  out  the  arrangements  for  the 
Conversazione  were  able,  notwithstanding  the  very  short  time  at 
their  disposal,  to  bring  together  for  exhibition  during  the  evening 
a  large  collection  of  objects  of  great  scientific  and  technical 
interest. 

The  year  now  drawing  to  a  close  has  been  made  memorable  in 
the  annals  of  electrical  science  by  the  International  Exhibition  of 
Electricity  which  was  opened  in  Paris  in  August  last,  and  by  the 
Congress  of  Electricians  which  met  there  about  the  same  time,  and 
continued  its  deliberations  until  October. 

Both  the  Exhibition  and  the  Congress  owe  their  inception  to 
M*  Cochery,  the  French  Minister  of  Posts  and  Telegraphs ;  and, 
looking  to  the  undoubted  impetus  which  the  former  has  given  to 
every  branch  of  applied  electricity,  and  the  important  questions 
which  it  is  hoped  will  be  settled  by  the  latter,  the  Council  believe 
that  ibey  have  but  given  expression  to  the  unanimous  feeling  of 
the  members  of  the  Society  by  electing  M.  Cochery  an  Honorary 
Member  of  the  Society. 

Her  Majesty's  Government  having  in  the  first  instance  declined 
to  appoint  Commissioners  to  the  Exhibition,  the  Society  were 
requested  by  the  French  Government  to  endeavour  to  bring  the 
proposed  Exhibition  to  the  knowledge  of  English  electricians,  and 
to  take  measures  to  secure  the  due  representation  of  Great  Britain 
at  that  international  competition. 

Although  so  late  in  the  field,  the  Committee  which  was 
immediately  appointed  by  the  Council,  in  response  to  the  applica. 
tion  of  M.  Berger,  the  Commissaire  General,  succeeded  in 
obtaining  the  co-operation  of  all  the  principal  English  companies 
and  firms  established  to  carry  out  the  various  branches  of  electrical 
engineering  work,  as  well  as  the  aid  of  most  of  the  leading 
electricians.  They  were  thus  enabled  to  secure  for  the  British 
Section  of  the  Exhibition  a  display  which,  although  perhaps  not 
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SO  complete  a  representation  of  the  position  occupied  by  this 
country  in  relation  to  the  science  and  practical  applications  of 
electricity  as  it  might  have  been  had  longer  time  been  available 
for  organisation,  was  still  not  unworthy  of  the  occasion.  The 
energetic  ccoperation  of  our  Secretary,  Mr.  F.  H.  Webb,  contributed 
not  a  little  to  the  successful  result  of  the  exertions  of  the 
Committee. 

Some  time  before  the  Exhibition  was  opened,  the  Oovemment^ 
on  the  joint  application  of  this  Society  and  the  Society  of  Arts, 
consented  to  appoint  Commissioners,  viz.,  The  Earl  of  Crawford 
and  Balcarres,  F.B.S.,  Colonel  C.  E.  Webber,  B.E.,  Sir  Chas. 
Bright,  and  Professor  D.  E.  Hughes,  F.B.S.,  through  whose 
indefatigable  exertions,  ably  seconded  by  our  Local  Honorary 
Secretary,  Mr.  J.  Aylmer,  the  work  commenced  by  the  Society 
was  most  successfully  carried  on  up  to  the  last. 

For  the  convenience  of  visitors  to  the  Exhibition,  the  Council 
published  a  special  catalogue  of  the  British  exhibits,  containing  a 
fuller  description  than  was  to  be  found  in  the  French  official  cata. 
logue. 

The  efforts  of  the  Society  in  these  matters  were  referred  to  in 
warm  terms  both  by  the  Minister  and  the  Commissaire  General 
upon  more  than  one  occasion,  and  have,  moreover,  been  signally 
recognised  by  the  distinguished  compliment  of  a  dipldme  d'hormeur 
being  awarded  to  the  Society  by  the  jurors. 

The  assembly  of  so  large  a  number  of  eminent  electricians  of 
all  countries,  among  whom  the  Society  could  reckon  many  of  its 
foreign  members,  suggested  to  your  Council  the  desirability  of 
holding  a  short  stance  of  the  Society  in  Paris,  and  accordingly  two 
meetings  were,  by  the  kind  consent  of  the  Minister,  held  in  the 
Salle  des  Conferences,  in  the  Exhibition  Building,  on  the  22nd 
and  24th  of  September.  The  meetings  were  attended  by  the 
Minister  and  by  nearly  all  the  eminent  scientific  men  then  in  Paris, 
besides  a  large  number  of  our  home  members,  and  the  proceedings 
were  rendered  of  great  interest  through  the  valuable  communica- 
tions on  telegraphic  and  electrical  science  which  were  read  upon 
those  occasions. 

The  financial  position  of  t^e  Society  is  satisfactory :  the  income 
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has  increased,  and  all  our  liabilities  have  been  paid  off,  and  it  wiU 
now  be  in  the  power  of  the  Council  to  commence  the  investmeot 
of  the  Life  Compositions,  which  hitherto  has  been  impracticable. 

As  will  be  seen  by  the  report  of  the  Librarian  appended  hereto, 
the  Library  has,  by  his  prompt  applications,  received  nameroiB 
accessions  through  the  liberality  of  authors,  while  other  additioni 
have  been  made  by  purchase* 

In  accordance  with  the  expressed  assent  of  a  very  large 
majority  of  members  at  home  and  abroad,  and  in  conformity 
with  the  resolution  passed  at  the  Special  Qeneral  Meeting  held 
last  December,  the  Society  has  adopted  firom  the  commencemoit 
of  the  year  its  amended  title^  by  the  addition  of  the  words,  *'  and 
of  Electricians ;"  and  the  proportion  of  scientific  names  to  be  found 
among  the  list  of  members  elected  this  year  seems  to  afford  evidence 
that  this  alteration  of  the  title  has  certainly  assisted  in  mAlring 
better  known  a  £Etct  which  appears  to  have  been  previously  only 
partially  recognised,  viz.,  that  the  Society  is  established  to  promote 
Electrical  Science  in  oZ!  its  branches. 

The  proposed  incorporation  of  the  Society  under  the  **  Com- 
panics  Act*'  has  rendered  it  desirable  that  the  Bules  and  Begula- 
tions  should  undergo  some  revision,  and  this  matter  has  been  under 
the  careful  consideration  of  a  Special  Committee  appointed  for  that 
purpose.  Their  recommendations,  approved  by  the  Council,  are 
now  under  the  consideration  of  your  Honorary  Solicitor,  with  a 
view  to  framing  the  Articles  of  Association,  which  will  shortly  be 
submitted  for  your  approval  at  a  Special  General  Meeting. 

The  Council  have  much  pleasure  in  recording  the  continued 
kind  services  of  the  several  Local  Honorary  Secretaries,  to  whoee 
iexertions  are  due  to  a  great  extent  the  increase  in  the  number  of 
members  elected  during  the  year,  and  the  reduction  of  the  arrears 
of  subscriptions,  which  at  one  time  seriously  crippled  the  action  of 
the  Society. 

Li  conclusion,  the  Council  feel  justified  id  congratulating  the 
members  generally  upon  the  firm  position  which  the  Society  has 
attained  in  the  scientific  world. 
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SOGIETT  OF   T£LEGBAFH   EnGINEEHS  AND  OF   ELECTRICIANS, 

4,  The  Sanctuaet,  London,  S.W., 

December  16<A,  1881. 

Deab  Sib, 

I  have  the  honour  to  submit,  for  the  information  of  the 
Council,  the  following  Report  upon  the  Library  of  the  Society  for 
the  present  year. 

The  Library  was  declared  open  to  the  Members  on  the  10th 
NoTember,  1880,  and,  on  the  1st  January  this  year,  was  thrown 
open  with  certain  restrictions,  to  the  public  generally.    In  order 
to  meet  the  convenience  of  those  not  able  to  visit  the  Library  in 
the  daytime,  it  was  decided  to  have  the  Library  open  in  the 
evening  till  8  o'clock  on  four  evenings  in  each  week,  and  this 
privilege  has  been  taken  advantage  of  by  many  Members  of  the 
Society  and  others. 

The  number  of  visitors  since  the  1st  January  this  year  has  been 
as  follows : — 

Members  ...         ...         ...         ...        180 

Non-Members     158 


Total    ...        338 


The  visitors  were  not  very  numerous  during  the  early  part  of 
the  year,  owing  no  doubt  to  the  fact  that  the  opening  of  the 
Library  was  not  generally  known,  nor  was  the  attendance  during 
the  summer  months  very  great ;  but  from  the  number  of  visitors 
during  the  past  two  months,  I  venture  to  think  that  now  the 
Library  is  becoming  better  known,  its  usefulness  will  be  more 
appreciated,  and  the  attendance  greater. 

I  would  again  draw  attention  to  the  valuable  collection  of 
Specifications. of  Electrical  Patents  which  the  Society  possesses. 
These  specifications  are  presented  by  H.M.  Commissioners  of 
Patents,  on  application  being  made  for  them ;  and  I  have  made  it 
my  especial  duty  to  compile  the  lists  each  week  in  order  that  the 
specifications  may  be  obtained  immediately  after  publication. 
Visitors  to  the  Library  are  therefore  able  to  refer  to  all  the  latest 
published  specifications  on  electricity,  magnetism,  and  their  applica- 


« 
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tion,  without  the  necessity  of  a  previous  search,  and  a  journey  to 
the  Patent  Office  for  the  purpose.  The  time  and  trouble  thus  saved 
must  therefore  in  many  cases  be  considerable,  and  the  fact  that 
the  Society  possesses  such  a  collection  cannot  be  too  widely  known. 
I  am  glad  to  say  that  this  collection  has  already  been  found  of 
great  value,  and  has  been  much  referred  to.  I  may  add  that  there 
have  been  more  than  430  electrical  patents  taken  out  since 
January  1st  this  year.  While  referring  to  electrical  patents,  I 
would  mention  that  the  Official  Gazette  of  the  United  States  Patent 
Office,  containing  short  abstracts,  with  illustrations,  of  all  the 
United  States  Patents,  is  received  in  the  Library  every  week ;  a 
complete  set  from  January  Ist  having  been  presented. 

The  large  number  of  English  and  foreign  periodicals  which  are 
received  have  been  as  far  as  possible  completed  and  bound  up,  and 
they  form  one  of  the  most  valuable  portions  of  the  Library. 

At  the  end  of  this  report  I  have  appended  a  catalogue  of  the 
accessions  to  the  Library  during  the  year.  It  will  be  seen  that 
these  accessions  are  very  numerous,  more  than  165*  books  and 
papers  having  been  acquired,  many  of  them  of  great  value  and 
importance.  The  greater  portion  of  these  have  been  presented 
by  the  authors,  and  the  thanks  of  the  Society  are  due  to  those 
gentlemen  who  have,  either  voluntarily  or  at  my  request,  furnished 
the  Library  with  copies  of  their  works. 

I  desire  particularly  to  draw  attention  to  a  collection  of  doca- 
ments  presented  by  the  Bureau  International  des  Administrations 
Telegraphiques,  Berne.  These  documents  form,  together  with  those 
which  were  previously  in  the  Library,  a  complete  collection  (with 
one  exception)  of  the  works  published  by  the  Bureau.  The 
Society  is  to  be  congratulated  upon  having  received  this  valuable 
present. 

My  visit  to  Paris  enabled  me  to  obtain  several  works  both  by 
presentation  and  purchase,  some  of  which  I  should  not  otherwise 
have  heard  of,  and  which  have  been  accordingly  added  to  the 
Library.    Through  the  kindness  of  Prof.  Hughes  and  Mr.  Aylmer, 


•  These  figures  do  not  include  the  works  presented  by  Mr.  Q,  J.  Symons^ 
FJI.B.,  hereafter  referred  to. 
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I  obtained  special  permission  to  examine  several  of  the  very 
valuable  and  interesting  collections  of  books  exhibited  at  the 
Paris  Exhibition ;  and  it  is  satisfactory  to  know  that,  with  the 
exception  of  Mr.  Latimer  Clark's  collection,  they  contained  but 
few  rare  books  which  the  Society  itself  could  not  have  exhibited. 

One  of  the  important  results  of  the  Paris  Exhibition  has 
been  tho  publication  of  an  Italian  bibliography  of  Electricity 
and  Magnetism,  w^ch  is  stated,  in  the  preface  to  the  work,  to 
have  been  partly  compiled  from  the  Bonalds  Catalogue. 

I  havOi  during  the  past  two  years,  compiled  a  classified  subject 
index  to  the  Journal  of  the  Society,  from  the  beginning  to  th& 
present  time,  which  I  forward  herewith,  and  which  I  shall  be 
happy  to  place  at  the  disposal  of  the  Society.  Should  the  Council 
accept  it,  I  will  make  it  complete  up  to  the  end  of  the  tenth 
volume,  the  last  number  of  which  will  be  published  at  the  end  of 
the  year.  The  compilation  of  this  index  has  been  a  work  of  great 
labour,  and  was  undertaken  to  supply  a  want  which  has  been  felt 
for  a  long  time  past,  and  the  M.S,  has  already  been  found  of  much 
value. 

The  limited  sum  placed  at  the  disposal  of  the  Library  Com. 
mittee  for  the  purchase  of  new  books  will  not  permit  very  much 
to  be  done  towards  perfecting  the  Library,  but  I  shall  always  keep 
this  object  in  view,  and  from  time  to  time,  where  possible,  obtain 
such  works  as  are  required  to  make  the  Library  as  complete  as  its- 
importance  deserves. 

I  am,  dear  Sir, 

Yours  faithfully, 

A.  J.  FROST, 

Librarian, 
F.  H.  Webb,  Esq., 

Secretary  of  The  Society  of 

Telegraph  Engineers  and  of  Electricians* 

P  S. — Since  writing  the  above,  I  have  received  the  enclosed^ 
letter  from  Mr.  0.  J.  Symons,  F.R.S.,  accompanying  a  parcel  con- 
taining 60  important  and  valuable  works  on  Lightning  and  Light* 
ning  Conductors,  a  list  of  which  is  also  enclosed  herewith. 
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[Copt.] 

« 62|  Cauden  Square,  London,  N.W., 

"  Dec.  19,  1881. 
**  A.  J.  Fbost,  Esq.,  Librarian^ 

"  Society  of  Telegraph  Engineers. 

''  Bear  Sib, 

*'  Taking  great  interest  in  Scientific  Bibliography,  I 
naturally  esteem  very  highly  the  services  to  science  which  your 
Society  has  rendered  in  issuing  the  Ronalds  Catalogue,  and  in 
rendering  the  Library  accessible. 

*'  Finding  that  I  have  a  good  many  books  and  papers  on  elec- 
trical subjects  which  are  not  in  the  Bonalds  Library,  and  having 
(now  that  the  Lightning  Rod  Conference  has  finished  its  work)  no 
special  need  for  them,  I  have  decided  upon  offering  them  all  to 
your  Society,  as  at  once  a  duty — that  of  helping,  as  {iar  as  in  me 
lies,  to  perfect  your  splendid  collection — and  as  a  slight  indicatioQ 
of  my  appreciation  of  the  good  work  done  by  your  Society. 

"  I  believe  the  enclosed  is  a  nearly  perfect  list  of  the  contents 
of  the  parcel  which  will  be  sent  to  you  to-morrow. 

(Signed)  «  G.  J.  SYMONS." 

LIST  OP  WORKS  PHESENTED  TO  THE  LIBBABY  BY 

G.  J.  SYMONS,  Esq.,  F.B.S. 

InBimction  anr  les  Paratonneres  adoptee  par  rAcad^mie  Boyale  des  Sciences,  le 
28  Juin,  1828.    8vo.    61  pp.    2  plates.    Qfty-Lussac,  rapporteur. 

Patris,  19n 

Instruction  sur  les  Paratonnerres  du  Louvre  et  des  Tnileries.    [Eai.dsM  dm^tes 
Bendtis,  tome  Ixyii.    Stance  20  Juillet^  1868.]    Pouillet,  rapporteur. 

Paris,  1868 

AragO  [P.]    Ueber  Gewitter.    12mo.    208  pp.  W§im€Br,  18S9 

Bandisius  [A.]    De  lapide  Fulminari.    4to.    24  pp.  WitUherga^  1668 

Bertholon  [cle  St.  Lazare.]    Die  Electricitat  d.  Lufterscheinungen.    2  vols. 
8vo.  Lei^Uf  1792 

Boxrel  [A.  P.]    instruction  sur  les  Paratonnerres.    4to.    6  pp.  and  plates. 

Brooks  [DO    Atmospheric  electricity.    8to.    14  pp.  FhUadtHphia,  1878 

Brough  [^*  S.]    Protection  of  Buildings  from  Lightning.   4to.   24  pp.    [Litho^ 
graphed.']  Mussooriet  1878 

Bnchanan  [G.]     An  account  of  the  chimney  of  the  Edinburgh  Gas  Works. 
8vo.    8  pp.    [Proc.  Bey.  Scot  8og,  ArtB,"]  EdMurgh,  1851 
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Buchner  [0.]  De  bUkiamafleiden,  door  0.  J.  v.  Boom.  6vo.  181  pp.  and 
plates.  HoArlem,  1867 

Ghapmaa  [Sir  F.  £.]  Instractions  as  to  the  application  of  Lightning 
Conductors.    8?o.    lArmy  CirctilarBj]  London,  1876 

CoUin  et  Fils.    Paratonnerres.    [Eislra^  from  Catalogue.']    4to.         Paris^ 

Dempp  [K.  W.]  Yollst&ndiger  XJnterricht  in  der  Technik  der  Blitzableiter- 
setzung.    870.    110  pp.  Munchen,lBi2 

Sdznonds  [B.]  On  the  two  great  thunderstorms,  with  agitations  of  the  sea  in 
1846.    8vo.    5  pp. 

Esebedns  [J*  S.]    De  fulmine  et  tonitru.    4to.    16  pp.  1669 

Fonvielle  [W.  de.]  Thunder  and  Lightning  (translated  hy  Phipeon).  8yo. 
216  pp.  London,  1868 

Fonmet  [J*]    Sur  la  distribution  des  coups  de  foudre  h  Lyon.    8vo.    2  pp. 

t  Lyon,  1862 

Gay-Lussac  et  Ppuillet.  instruction  sur  les  Paratonnerres  adoptee  par 
I'Acad.  des  Sciences.  Part  I.,  1828,  M.  GktyJiussac,  rapporteur ;  Part  n., 
1854,  and  Part  IIL,  1867,  M.  Pouillet,  rapporteur.    12mo.    148  pp. 

PaHs,  1874 

Gray  [J*  W.  &  Son.]  Lightning,  its  destrucUye  action  on  huildings.  8yo. 
15  pp.  London,  1875 

Hfiuingi  [Bonno].    Disquisition  de  Fulmine  Naturalis.    4to.    21  pp.  1660 

Hamberg  [H.  E.]    Om  den  s.  k.  luftelektriciteten.    8vo.    92  pp.     UpsaXa,  1872 

Harward  [S.]  A  Discourse  of  the  severall  Kinds  and  Causes  of  Lightnings, 
written  by  occasion  of  a  fearefull  Lightning  which  on  the  17&i  day  of 
this  instant  Nouember,  Anno  Dom.  1606,  did  in  a  very  short  time  bume 
vp  the  spire  steeple  of  Bletchingley,  in  Surrey,  and  in  the  same  melt  into 
infinite  fragments  a  Goodly  Bing  of  Belis.    4to.    21  pp.        London,  1607 

Heminer  [J*  «r.]  Yerhaltungsregeln  wenn  man  sich  zur  gewitterzeit  in  keinem 
bewafneten  gebaude  befindet.    8yo.    63  pp.  Mannhwn,  1789 

Henry  [J-J  Directions  for  constructing  Lightning  Bods.  8yo.  [Smithsonian 
Institution.]    4  pp.  Washington,  1871 

Hepbnxn  [J*  S.]  Should  Lightning  Conductors  terminate  in  a  point  or  in  a 
ball?    (^Proc.  Roy.  Scot.  8oc.  ArU.)    8yo.  Edinburgh,  1865 

Hllgneny  I  F.I  Le  coup  de  foudre  de  Tile  du  Bhin.  4to.  40  pp.  [Ext.  Mem. 
8oG.  aea  Sciences  Nat.  de  Btrashowg.']  Strasbourg,  1869 

Jairiant*  Noyeau  Paratonnerre  accepts  par  PAcad^mie  des  Sciences.  8yo. 
8  pp.  Paris,  1877 

Etude  sur  les  Paratonnerres.    8yo.    16  pp.  Pari*,  1878 

Johnston  [W.  P.]  Beport  on  the  Lightning  Conductors  at  Dum  Dum,  Cal- 
cutta.    4to.    8  pp.  CoZeutta,  1878 

Karsten  [G.]  TJeber  Blitzableiter  und  Blitzschlsge  in  Gteb&ude  welche  mit 
Blitzableitem  yersehen  waren.    8yo.    20  pp.  £mZ,1877 

Gemeinfatzliche  Bemerkungen  iiber  die  Elektricitftt  des  Oewitters 

und  die  Wirkung  der  Blitzableiter.    IstEdn.    8yo.    60  pp.       Kiel,  1979 

Ditto.  2nd£dn.    64  pp.  JKal,  1880 
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Koenig  [J*  O.]    De  Falmine,  Fulgore,  ac  Tonitru  Hiemali.    4to.    16  pp. 

Noriooi,  ITOS 

Krayenhoff  [Baron.]    Handleiding  tot  het  stellen  van  BliksemafleitieTs.    8to. 
61  pp.  and  plates.  Nijmegei^  188S 


Kahn  [K.  G.]    Bemerknngen  ilber  BlitzschlAge.   8yo.   29  pp.   [Au»,  d. 

d.  h.  h.  Akad,  d.  WUs^  1867,  B.  H.,  H  42.]  Munehen^  1867 

Langlois  [£.  H.]    Notice  sar  Tincendie  de  la  Cath^drale  de  Bouen  occasionn^ 
par  la  foudre,  le  15  Septexnbre,  1822.    8vo.    168  pp.  Rouen,  1828 

[This  Cathedral  is  reported  to  have  been  strack  by  Lightning  in  1110, 
1117, 1284,  1851, 1625, 1627, 1642, 1768»  and  1822.] 

Lane  [<^-  O^O    De  telo  falmine.    4to.    20  pp.  Lipnce,  1706 

Leigh  [ J>]    Directions  for  Insaring  personal  safety  during  storms,  and  for  the 
right  application  of  Lightning  Condactors.    12mo.   6th  Bdn.   60  pp. 

London^  1835 

Slajendie  [V.  DJ    Beport  on  the  destruction  by  Lightning  of  a  Gunpowder 
store,    ^cp.  fol.    [Official  Beport — ^unpublished.]    5  pp.    London^  1878 

Mohn  [H.]    Lynildens  farlighed  i  Norge.    4to.    22  pp.  KrisUania,  1875 

Monnet  [P*  A.]  Nouveau  pioc^d^  pour  ^tudier  r^lectricit^  atmospb^rique. 
8vo.    12  pp.  J^fo^  1865 

Murray  [^l^O    A  Treatise  on  Atmospheric  Electricity.    8yo.    149  pp. 

London,  1880 

Nollet  [J*  A.]  Yergleichung  der  Wurkungen  des  Donners  mit  den  Wur- 
kungen  der  £lectricit&t.    Svo.    (Jf^.  de  Pa/ris,  1764.)    126  pp. 

Pra^,  1769 

Peltier  [J*  C.  A.]  Sur  le  trombe  de  Monville  (cliyage  des  arbres  par  la 
foudre).    4to.    5  pp.  Rouen,  1815 

Perrin  [P-]    Etude  sur  les  Eclairs.    Svo.    108  pp.  Paris,  1878 

Phillips  [B.]    On  atmospheric  electricity.    8yo.    57  pp.  London,  1863 

Plieninger  [Dr.]  Ober  die  Blitzablelter,  ihre  Yereinfachung  und  die  Termin. 
derun^  ihrer  Kosten.  Nebet  einem  Anhang  iiber  das  Verhalten  der 
Menscnen  bei  Gtewittem.  Eine  gemeinfassliche  Belehrung  far  die 
Yerfertiger  der  Blitzablelter,  sowie  filr  die  Hausbesitzer.  Im  Aoftrage 
der  k.  GentralstiBlle  des  landwirthschaftlichen  Yereins  in  Wiirtemberg. 
8vo.    114  pp.    8  plates.  Shatgari,  183S 

Poey  [A.]    Des  caractdres  physiques  des  Eclairs  en  boules.    Svo.    7  pp. 

Paris,  18S5 

■  8ar  les  Eclairs  sans  tonnerre  observe  k  la  Hayanne,  pendant  I'ann^ 

1859.    8yo.    8  pp.  Porw,  1860 

B^dares  [0.]    Histoire  abr^g^e  du  tonnerre.    4 to.    16  pp.  Avignon,  1858 

BenssiUS  [J-  A.]    Exercitatio  Physica  de  Fulmine.    4to.    24  pp.  1676 

Simmons  [J*]    An  essay  on  the  cause  of  lightning.    Svo.    81  pp. 

Roehegter,  1775 

Tessier.    Obseryatlon  sur  Tefiet  du  tonnerre  k  Bambouillet.  4to.    4  pp. 

Paris,  1785 

Tomlinson  [0.1  The  Thunder  Storm.  An  Account  of  the  Properties  of  Light. 
ning,  and  of  Atmospheric  Electricity  in  yarious  parts  of  the  World.  8yo. 
348  pp.  London,  1830 
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TomUllSon  [C]    On  Lightning  Figures.    (Ed.  New  Phil.  Jowr.)    8vo.    11  pp. 

London,  1861 

Farther  Bemarks  on  Lightning  Figures.     (Ed.  Nmo  PhU,  Jour.)     8vo. 

8  pp.  London,  1862 

Waelpnt  [O.]    Construction  et  placement  de  Paratonnerres.    8vo.    Ist  Edn., 
11  pp. 

Ditto  2nd  Edn.  12  pp. 

Weber  [L.]    Berichte  tiber  Blitzschliige  in  der  Provinz  Schleswig-Holstein. 
8vo.    25  pages.    2  plates.  1880 

Berichte  fiber  Blitzschlage  in  der  Provinz  Schleswig-Holstein.    8vo. 


70  pages.     2  plates.  Kiel,  1880 

Wilson  [B.]    Boiler  and  Factory  Chimneys,  and  on  Lightning  Conductors. 
8vo.    64  pp.  London,  1877 

Zenger  [^^ro^ .]    Symmetrische  Blitzahleiter.    4to.    2  pp. 

A.  J.  Frost, 

Librarian, 


LIST  OF  ACCESSIONS  TO  THE  LIBBABY  DUBINQ  THE  YEAB  1881. 

Worlcs  marlted  thus  *  hone  been  presented  5y  their  Authers. 
„         „         „     f  hckve  been  purchased, 

*  Allard  [E.]    M^moire  sur  les  phares  €lectriques.    La.  4to.  PaHs,  1881 

*  America  [United  States  of].    Official  Gazette  of  the  United  States  Patent 

Omce.    4to.  Washington,  19S1 

By  Exchange. 

*  Anderson  [B.]     On  Lightning  Conductors  and  Accidents  by  Lightning. 

8vo.    8  pp.    iBritish  Assoeiatian,  Dublin,  Aug.  20, 1878.]      London,  1878 

*  I  On  the  Necessity  for  a  Begular  Inspection  of  Lightning  Conductors. 

8vo.    10  pp.     [British  Association,  Swansea,  Aug.  27,  1880.]  London,  1880 


*  ■    Information  about  Lightning  Conductors^  issued  by  the  Academy  of 
Sciences  of  France.    4to.    68  pp.    [Translated  hy  B.  Anderson.] 

London,  1881 
Angot.    [Vide  Cazin  &  Angot.] 

t  Annales  T^legraphianes.   8vo.   48o  pp.  Paris,  1874 

t  Armengand  [ain^.    Manuel  de  P^clairage  ^ectrique.    8yo.    282  pp. 

Paris,  1881 

t  Armengand  [Becquerel,  and  others].    L'^ectricit^  et  ses  applications    8vo. 
174  pp.  Paris,  1881 

*  Ayrton  [^-  E.]  F.B.8.    The  Future  of  Mechanics'  Institutions.    8to.   4  pp. 

[Delivered  at  the  Manchester  Mechanics'  InstUute,  Oct.  22nd,  1880.]       1880 

*  Ayrton  &  Perry.    The  Efficiency  of  Electric  Lamps.    [Engineer,  Nov.  26, 

1881.]    FuT.    4  pp.  London,  1881 

*  Note  on  the  Index  of  Befraction  of  Ebonite.    8vo.    4  pp.    [PhU, 

Mag.,  SeptJ]  London,  1881 

*  -I Kote  on  Professor  Ezner's  Papers  on  Contact  Electricity.     8vo. 

12  pp.    [P^a.  Ifo^., /oti.,  1881.]  jLondoii,1881 
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*  Ayrton  ft  Perry.    A  Portable  Absolute  Galyanometer  for  Strong  Carrmts, 

and  a  Transmission  Dynamometer.    8vo.    9  pp.    [/our.  8oc.  Tel.  Eng^ 
Mo/y,  1881.]  London,  1881 

*  Baxik  of  England.    Oatalogne  of  Library.    8vo.    285  pp.  London,  1881 

By  Exchange. 

t  Barbosa  [Jos^  Casas]    Manual  de  Electricidad  popular.    8vo.    240  pp. 

iradrid,1881 

*  Blavier  C^-  ^-j    Des  Grandeurs  ^ectriques  et  de  leur  mesure  en  unices 

absolues.    8vo.    586  pp.  ParUy  1881 


t  Bondet  [de  Paris].    Des  applications  du  tAtfphone  et  du  microphone  ^  U 
physiologie  clinque.    8vo.    169  pp.  Pair%9^  1880 

t  Boul6ng6  [P*  ^]*     Description  et  emploi  du  chronographe  le  Booleng^. 
8yo.    64  pp.    2nd  Edition.    4  plates.  BrmtXUi-^PoBria^  ISTI 

Brassenr.    [F*d«  Sussex,  S.  W.  de.] 

Bnrean  International  des  Administrations  TA^graphiqneB  IBene', 

La  legislation  T^ldgraphique.    8vo.   585  pp.  Berne,  187S 

■  Documents  de  la  Ck>nf tfrence  T^^graphique  Internationale  de  Bome. 

1872.    Fcap.  4to.    688  pp.  B«me,  1872 

«— — >»  Documents  de  la  Conference  T^Mgraphique   Internationale  de  St 
Petenbourg.    Foap.  4to.    677  pp.  Beme^  187S 

— —  Documents  de  la  Conference  Tei^graphique  Internationale  de  Londrea. 
Fcap.  4to.    667  pp.  Berne,  188D 

.  Nomenclature  des  Bureaux  T^iegraphiques.    5th  Edit.    4to.    224  pp. 

BoriM.  188G. 


■  Statistique  g^n^rale  de  la  t^l^graphie  dans  les  different  pays  de 

I'ancien  continent.    4to.  Berne,  ivfl — 1881 

Oantoni.    IVide  Bossetti  and  Cantoni.] 

Oappanera  [B^     Bopra  un  fenomeno  di  elettricitk  natural^.      Sm.  Sra 
20  pp.    Isst  dall  ^nnuairo  delta  Sezione  Alpina  Lucanck,  N.  1. 1880.] 

Potensa,  1881 

t  Oassell's  Family  Sffagazine.  A  Family  of  Inyentors.  The  Brothen 
Siemens!    Part  80.    4to.    5  pp.  London,  1881 

t  Oastelnan,  Onriibres  de.  Notice  sur  les  signaux  eiectriques  design^  sous  le 
nom  de  "Cloches  Autrichiennes."  8yo.  24  pp.  Plates.  [£ct. dee  Ann, 
dee  Mines,  Nov.-J>ec,  1880.]  Parie,  1880 

t  Oazin  et  Angot*  Traits  theorique  et  pratique  des  piles  ^lectriqnes.  8vo. 
811  pp.  Parie^  1881 


*  Ohinese  Goremment.    Proclamation  relating  to  the  first  Telegraph  line 

built  by  the  Chinese  Qovemment.    1  sheet. 

Presented  by  J.  A.  Betts^  Esq. 

t  Chretien  [JO    Chemin  de  fer  ^lectrique  des  Boulevards  k  Paris.   4to.  58  pp. 

Parte,  1881 

*  Clark  [Edwin].    Inaugural  Lecture,  given  at  the  Town  Hall,  Great  Marlow, 

Dec.  12, 1858.    Svo.    16  pp.  1853 

*  Clark  [Latimer],    List  of  a  Selection  of  Works  relating  to  Electricity  and 

Magnetism,  exhibited  at  the  Exposition  Internationale  d'Electricit^, 
Pans,  1881.    Syo.    10  pp.  London,  ISBi 
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*  Clark,   Mnirhead,   ft   Oo.    Ixutractions  regarding  Hturhead's  Artificial 

Cable,  and  the  Mode  of  Adjustment  of  the  same  in  Duplex  Working  on 
Submarine  Cables.    8yo.    9  pp.    Plates.  London,  1881 

t  Clonet  and  others  [rapporteurs],     Bapport  g^n^ral  sor  Ptfclairage  ^lec- 
trique  des  Quait  de  Bouen.    4to.    64  pp.  Rouen^ldBX 

t  CoUadon  [D.]    M^moire  sur  les  effets  de  la  foudre,  &c.    4to.  84  pp. 

Genive,  1872 

*  Congrds  Inteniational  dTlectricit^-     Pro  jet   de  Programme  pour  les 

stances.    Sm.  fo.    8  pp.  Parte,  1881 

Cnrieres  de  Castelnaa.    [Fufe  Castelnau.] 

*  Tambrach  [O.]    Le  Droit  T^l^graphique.    8yo.    72  pp.  Berne,  1872 

Presented  by  the  Bureau  International  Administration  TM^graj^hiques. 

*  D'Amico    [Commandeur].    Belazione   Statistica   sui   telegrafi  del   Begno 

d'ltalia,  1879.    4to.    68  and  198  pp,  Firenze,  1880 

De  la  Ene.    [Fids  La  Bue.] 

t  D^SChaiiel  [A.]    Elemental^  Treatise  on  Natural  Philoiophy.     Part  III., 
Electricity.    Sixth  Edition.    8vo.    814  pp.  London,  1881 

*  Da  Moncel  V^^]    Notice  sur  la  yie  et  les  travaux  de  M.  Gtaugain.    Syo. 

92  pp.    Portrait.  Caen,  1880 

Edison.    [Vide  Sonbnm^s  Monthly,^ 

*  Engineering  [Beprinted  fh>m].     Heinrich's  System  of  Electric  Lighting. 

4to.    10  pp.  London,  1881 

*  Engineers,  Society  of«    Transactions  for  1878, 1874,  and  1880.    Svo. 

Lond(m,  1874, 1876, 1880 

*  Exposition  Internationale  d'Electridte.   Catalogue  g^tfral  ofDciel.  Svo. 

229  pp.  Pons,  1881 

*  Catalogue  Officiel.    Section  Beige.    8yo.    55  pp.  Bruxelles,  1881 

.  [FicZd  also  Nystrom.] 


t  Evans  and  Smith.  On  the  Magnetic  Character  of  the  Armour-plated  Ships 
of  the  Boyal  Nayy,  and  on  the  Effect  on  the  Compass  of  particular 
arrangements  of  Iron  in  a  Ship.   4to.  62  pp.    [PhU.Tran.]  Xonclon,  1866- 

*  Faija,  Hy,    Portland  Cement  for  Users.    Svo.    97  pp.  London,  1881 

t  Faraday  [Michael],  D.C  Jj.,  FJI.S.  A  course  of  Six  Lectures  on  the  Chemical 
history  of  a  Candle,  to  which  is  added  a  Lecture  on  Platinum.  Edited 
by  Wm.  Crookes.    Svo.    208  pp.  London,  1861 

t  Fonmier  [George].  Beceuil  g^n^ral  de  tons  les  brevets  d'invention  ayant 
trait  k  r^ectricit^  pris  en  France  depuis  le  7  Jan.  1791,  jusqu'  li  ce  jour» 
8yo.    221pp.  Panj,1881 

t  Fraser's  Magazine.  The  Electric  Telegraph.  By  Dr.  J.  H.  Japp.  Svo. 
13  pp.    [Oct.  1881.]  Lon<2on,  1881 

Gamett  [Wm.]    IVide  Maxwell  J.  Clerk.] 

Gangain.    [Vide  Du  Moncel.] 

t  Gentlemen's  Magasine.  A  First  Electrician.  By  6.  W.  Bichardson.  Svo. 
17  pp.    [Oct.  1881.]  London,  IWt 
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Gilliland  Electric  Mannfactming  Oo.   Catalogae.   8vo.    15  pp. 

IndianopoliM,  1881 

Qore  [Gt'l  LL.D.,  F.B.8.  Thermo-electric  Behaviour  of  Aqneoiu  8elntir>ns 
wifh  Mercurial  Electrodes.   8vo.  11  pp.    IProe,  Boy,  8oe.,  No,  199.  Ib/^.' 

London,  1879 

^— ^>    On  Some  Properties  of  Anhydrous  Liquefied  Ammonia.    9to.    9  pp. 
[Pf  oc.  Boy.  Soc.,  No,  141.]  London,  1873 

.    Chemico-Electric  Belations  of  Metals  in  Solutions  of  Baits  of  Potas- 
sium.   8vo.    12  pp.     [Proc,  Boy.  Soc,  No.  200.    1879.]  London,  1879 

— —  Influence  of  Voltaic  Currents  on  the  Diffusion  of  Liquids.  8ro. 
30  pp.    [Proc.  Boy.  8oe.,  No.  213.    1881.]  London,  1881 

—^  Phenomena  of  the  Capillary  Electroscope.  870.  19  pp.  IProc,  Boy. 
80c,  No.  212.    1881.]  Loiidcm,lSSl 

Haiper'B  Monthly.     The  Telegraph  of  to-day.     8vo.     15  pp.     Oct.  ISSI. 

London,  ]8§1 

Heinrichfl    [  Vide  Engineering.'] 

Helmholtz  [H.]  Popular  Lectures  on  Scientiac  Suhjects.  1st  Series.  Bvo. 
848  pp.    [Translated  by  Dr.  E.  Atkinson.]  London,  1881 

^-— «  Popular  Lectures  on  Scientific  Subjects.  2nd  Series.  8vo.  285  pp. 
[Translated  by  Dr.  E.  Atkinson.]  London,  1881 

^-«-»     Populare  wissenschaftliche  vortriige.     Erstes  Heft.     8yo.    134  pp. 

Brawieehweig,  1876 

Hope  [^  ^'1    Wonders  of  Electricity.    Sm.  8vo.    128  pp.  London,  1881 

Hospitaller  [S-]   l^^s  principales  applications  de  r<^lectricittf.   8vo.     344  pp. 

Paris,  1881 

n  Telegrafista.    Monthly  Journal.  Rome,  1881 

Incorporated  Law  Society.  Calendar  for  1881.  Svo.  696  pp.    London,  1881 

Institntion  of  Mechanical  Engineers.   Proceedings.   8vo.     London,  I881 
Iron  and  Steel  Institnte.     Journal.     8vo.     10  vols.     1868-1880. 

London,  1880 

Italian  Telegraphs.    [  Vide  D' Amico.] 

Jamieson  [A.]  The  History  of  Selenium  and  its  action  in  the  Bell  Photo- 
phone,  with  description  of  a  recently  designed  form.  8yo.  18  pp. 
Plates.  Glasgow,  1881 

_..    The  Laying  and  Bepairing  of  Submarine  Cables.    8vo.    4S  pp. 

Qlaegow,  1881 

Jamin  [J*]    Cours  de  Physique  de  l*^kx)1e  polytechnique.    8vo.    3  vols. 

Paru,  1863-8-8 

■  Les  Essais  d*^clairage  ^ectrique  k  I'opera.    8yo.    9  pp.    [Revue  de$ 

demMondee.    Nov,]  Paris,  1881 

Japp  [Dr.  J.  H.]    [Vide  Fra8er*s  Magaxine,'] 

t  Jordan  [W.  L.]    The  Elements.    2  vols.    870.    Plates  and  Maps. 

London,  1863-67 

t  Joubert  fH.  J.]    Etudes  sur  les  machines  magn^to-dectriques.    4to.    46  pp. 
lEwt.  dee  Ann.  de  VEcole  Normale  Sugp&ieure.    Tome  X.  1881.]   Paris,  1881 
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*  Kalml  [Map  on.    The  Two  Boutes  to  Kabul,  via  Jellalabad  and  via  the 

Euram  Valley.     Diagram  of  Field  Telegraph— Peshawar  to  Kabul. 
S  Maps.  1879.1880 

Presented  by  S.  P.  Y.  Lnke,  Esq. 

*  Kempe  [H.  B.]    A  Handbook  of  Electrical  Testing.    8vo.    872  pp. 

London^  1881 

t  Kohlfturst  P^O    Die  Elektrischen  Wasserstands-Anzeiger.    Byo.    70  pp. 

Berlin,  1881 

*  La  Ene  [Warren  de].    The  Phenomena  of  the  Electric  Discharge  with 

14,400  Chloride  of  Bilyer  Cells.    8vo.    29  pp.    1  plate.    [Boy.  InH.'] 

London,  1881 

*  LTlectridM.    Beyne  Boientiflque  Ulostrte.    Yol.  L    Sm.  Fo.       Pans,  1881 

By  Exchange. 

t  Levander  [F*  W.]    Solatlons  of  the  Questions  in  Magnetism  and  Electricity 
set  at  Preliminary  B.  8c.  Examinations.    8vo.    94  pp.       London,  1880 

*  Liverpool  Ezigineerixig  Society*    Transactions.    8vo.  Liverpool,  1881 

t  ICazweU  [J.  Clerk,  F.B.S.1   An  Elementary  Treatise  on  Electricity.   Edited 
by  wm.  Qametty  H.A.    8vo.    208  pp.  and  plates.  O^ord^  1881 

*  ^.*—    A  Treatise  on  Electricity  and  3Iagnetlsm.    2yols.    Plates. 

<Vord^  1881 

*  Mechanical  Ezigixieen.    Proceedings.    8yo.  London,  1881 

By  Exchange. 

t  Marling  [A.]   Die  Telegraphen.   Technik.   8vo.   764  pp.        Hannover,  1879 

t  Monitenr  Officiel  de  I'Electricitd.    Bevue  hebdomadaire  illustr^e  des 
arts  des  sciences,  et  de  Tindustrie.  Pane,  1881 

t  Montagn  [A.]    Aimantation  Universelle  vie  6th6r^e  et  Vie  plan6taire.    Svo. 
240  pp.  Parte,  1871 

*  Montreal  Telegraph  Oo*    LiBt  of  Stations.    8vo.    20  pp.       Montreal,  1880 

*  ■    Annual  Statement  of  President,  and  List  of  Shareholders,  1880.    Svo. 
19  pp.  Montreal,  1881 

t  Neumann  [PO    Vorlesnngen  fiber  die  theorie  des  magnetismus  namentllch 
iiber  die  theorie  der  magnetiachen  induktion.    Boy.  8vo.    116  pp. 

Leipzig,  1881 

*  Niandet  [A.]    Machines  ^lectriques.    2nd  Edition.    Svo.    203  pp. 

PaHe,  1881 

*  NyBtrom  [C  A.]   La  Section  Bu^doise  de  I'Exposition  Internationale  d'illec- 

tridt^  en  1881.    Description  Sp^iale.    12mo.    133  pp.  Pans,  1881 

t  Orerend  [Josh.],  M.A.    Elementary  Experiments  in  Magnetism  and  Elec- 
tricity.   12mo.    76  pp.  Ediviburglh,  1879 

*  Fadnotti  [Antonio].     Sulle  Elettricitk  date  dalle  copple  per  attrito.    8vo. 

22  pp.    lEstraiio  doZ  Nwvo  Cimenio,    Serie  II.    Yol.  XIII.]  Piea,  1876 

*  — —    Sulle  Elettricith  prodotte  dalle  coppie  per  attrito.     8yo.     76  pp. 

Mem.  n.    [Eetratio  dal  Nuovo  Cimento.   Serie  II.  Vol.  XIV.]  PUa,  1875 

*  —    DescrizionediunamacchinettaElettro-Magnetica.  8vo.  7  pp.  1  Plate. 

[Estratto  dal  Nuovo  Cimento  Oi'ogro,  1864.]  Piea,  1861 

*  Sulle  Elettro-Calamite  Trasversali.    8vo.    21  pp.    1  Plate.    [Eetratto 

dal  Ku')vo  Cimento,    Serie  II.    Vol.  IX.    1873.]  Pisa,  1873 

VOL.  X.  31 


448  LIBBASIAITB  BEFOET.  [Dea  ISth, 

t  Pftiva  [Adraino,  de].    La  Wleacopie  61ectriqae  bai^  rar  I'emploi  da  sdUainm. 
8V0,.    48  pp.  Porto,  Wli 

*  PArliamentaxj  FtUMr*     Beport  from  Select  Committee  on  Idghting  br 

Electricity,    f o.  London^  ISTI 

*  Perry  ['J»^    Preliminary  Besolts  of  an  Investigation  on  the  Electric  Can- 

ductiyity  of  Glass  at  diflbrent  temperatures.    Syo.    6  pp.    [Proc.  Ba^, 
Boe,,  Ko.  162.   1876.]  Lomdomg  183S 

— —    [See  also  Ayrton  and  Perry.] 

*  Perry  and  Ayrton.    A  Preliminary  Account  of  the  Beduction  of  Obaerra- 

tions  on  Strained  Material,  Leyden  Jars,  and  Voltameters.    IProc  Jivy. 
Boe.,  No.  204, 1880.]  L<mdon,  1680 

[See  also  Ayrton  and  Perry.] 


*  PfflSarewsky  [N.]    Galvanic  Elements  employed  in  Telegraphy  in  different 

countries.    4to.    67  pp.    Plates.     [RiMnaii.]  8i.  Petorwbury,  1880 

*  — .»    Meidinger  Element   as  used  in  Bussia.    4ta     12  pp.  plates. 

[BttMiofi.]    Bt,  PgteraJmrff,  1881 

*  Preece  [W*  H.],  F.B.S.    Sur  la  m^sure  pratique  des  grandeurs  ^ecttiqnei. 

Svo.    25  pp.  Ports,  1881 

t  Prescott*  [^-  B.]    Electricity  and  the  Electric  Telegraph.    Bvo.    98  pp. 

New  York,  1881 

t  Badcliffe  [0.  B.]    Vital  Motion  as  a  Mode  of  Physical  Motion.  8vo.    252  pp. 

London,  187S 

*  Bansomes.  Head,  &  Jefferles,    Steam  Engines  for  Driving  Electric  Light 

Machinery.    4to.    28  pp.  LoBcfoisl88l 

Blchardson  [B.  W.]    [Vide  OewOeman'e  Magazine.'] 

*  K^naldff  [Sir  Francis]  and  Others.    Collection  of  Correspondence  and  other 

Documents  relating  to  Electric  Telegraphs.    4to.  1816 — ^1871 

[NoTB.— 'This  interesting  collection   contains  the   important  and 

curious  letter  from  Sir  John  Barrow  to  Francis  Bonalds,  dated  6ib 

Aug.,  1816.]  Presented  by  J.  O.  Garter,  Esq. 

*  BoBSetti    [P]  ft   Oantoni  [G.]      Bibliografia   Italiana    di   Elettricit^  « 

Magnetismo.    4to.    117  pp.  Podsvo,  1881 

[This  important  Bibliography  of  Italian  woriss  on  Electricity  and 
Magnetism  has  been  partly  compiled  from  the  Bonalds  Catalogue.] 

*  Bosetti  [Francesco].    Sullo  stato  presente  della  telegrafia  e  della  tel^onia. 

8vo.    85  pp.  P«dbpflsl881 

t  Bottok  [Capt.]    Die  Deviationstheorie  und  ihre  anwendung  in  der  Praxis. 
8vo.    119  pp.,  and  plates.  BorUny  1881 

*  Boyal  Engineers'  Institate.    Occasional  Papers  of.   8vo.   Vols.  IV.  and  T. 

Chaiham^  IBBOSi 

*  Boyal  [Observatory]    Greenwich.    Bates  of  Chronometers   on  trial  for 

purchase  by  the  Board  of  Admiralty.    4to.    7  pp.  .    London^  1881 

*  ■    Description  of  the  Greenwich  Time  Signal  System.    4to. 

Lomdon^lBBl 

*  ■  Magnetical  and  Meteorological  Ovservations.      1879.     4to. 

Loftdm^VBn 

*  Bnssian  Telegraphs*    Statistical  Beport  for  1879.    8yo.    40  pp.  1879 

Presented  by  the  Direotor-€toend  of  Bnssian  TUegraphs. 
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t  SaaTddra  [Don  a.  8.]    Tratado  de  Telegnfia.    2iid  Edn.    8to.    6S6  pp. 

Bar6«2ofM^  lB8t 

•  Salvatori  [F.l    Istraziani  8iill*aso  del  ponte  di  Wheatstone.     8vo.    71  pp. 

Roma  and  Firmue^  1881 


t  Sawyer  [W.  EJ  Electric  Lighting  by  Incandetcence,  and  its  Application  to 
Interior  Illumination.    Bvo.    185  pp.  Nmo  Torh,  1881 

t  Schidleil  [Dr.  H.]  Die  magneto  and  dynamo  elektrischen  maschinen.  8vo. 
428  pp.  Koln,  1879-80 

*  Schwendler  [lioais].  On  lome  Experiments  instituted  to  supply  all  the 
lines  terminating  at  the  Oalcutta  Telegraph  Office  witn  currents 
tapped  from  the  Main  Ourront  produced  by  *  a  Dynamo-electric 
Machine.  8^0.  8  pp.  [Journal  of  Atiatie  Society  qf  Bengal,  YoL 
XLIX.,  Part  II.,  1880,  p.  167.    Bee  also  abstract  of  same  paper.]      1880 

• Beport  on  the  Electric  Light  at  the  East  Indian  Railway  Company's 

Station,  Howrah,  (Oalcutta).    Fol.    9  pp.  CaiouUa,  1881 

t  Scrilmer's  Monthly.  Edison's  System  of  Fast  Telegraphy.  8vo.  7  pp. 
[Oct.,  1879.]  London,  1879 

t  Sebeit  [H.]  Notice  sur  de  noaveauz  appareils  balistiques.  1  YoL  Plates. 
8vo.    20  pp.  PortJ,  1881 

Siemens  [0.  W.],  D.O.L.,  P.B.8.  Copy  of  Communication  from  the  "Times" 
and  from  « Nature"  regarding  the  Smoke  Question.  8vo.  16pp. 
Plates.  London,  1880 

■    On  the  Dynamo-electric  Current,  and  on  Certain  Means  to  Improve 
its  Steadiness.    4to.    18  pp.    [Phil.  Trane,^  London,  1880 

*    Le  gaz  et  Telectricit^.    8vo.    33  pp.  Pom,  1880 

^    Gas  and  Electricity  as  Heating  Agents.    8vo.    23  pp.    Plates. 

I^Ofidofi,  1881 

^    Some  Applications  of  Electric  Energy.    8vo.    16  pp.       London,  1881 

Science  and  Industry.    An  Address  delivered  in  the  Town  Hall, 

Birmingham.    8vo.    28  pp.  London,  1881 

-  [Vide  CauelV*  Fa/miiy  Magaaine.] 


Siemens  [Werner].  GesammelteAbhandlungen  undYortri&ge.  8vo.   682  pp. 
and  portrait.  Berlin,  1881 

Smith  [Willoughbyl.     B^sum^  of  the  Earlier  Days  of  Electric  Telegraphy. 
8vo.    66  pp.    [Freneh  and  English.]  1881 

Smithsonian  Institution-    Annual  Beport  of  the  Board  of  Begents.    8vo. 

852  pp.  WaehingUm,  1874 

Annual  Beport.    8vo.    631  pp.  Washington,  1880 

Somz^e  [L.]     Moyens  de  pr^yenir  les  explosions  dans  les  mines.     8vo. 
24  pp.    8  plates.  Schaerheek,  1880 

Sussex  [8.  W.  de].    Appareils  T^l^graphiqnes  li  transmission  en  duplex  sans 
condensateurs.   Syst^me  Bra&seur  and  De  Sussex.   8vo.    16  pp.    Plates. 

Brmelles,  1878 

Temant  [A.  L.]     Epreuves  ^lectriques  pratiques  des  cables  sous  marins. 
8vo.    41  pp.  Paris,  1880 

■    Les  T^l^graphet.    8va    368  pp.  Porif,  1881 
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*  Tamant  [A.  L.]    Kanuel  pratique  de  T^^grapbie.  8to.  28  pp.  Ltrndon,  1881 

t  Thompflon    [B.   P.]   B.A.,  D.8c.    Elementary  Lesaona   in  Electricity   and 
fiagnetlBzn.    Svo.    446  pp.  Loiubm|lJB81 

*  Thonuon  [Sir  W.],  D.C.L.,  F Jt.&     Electrolytic  Oonduction  of  Solids.    8to. 

2  pp.    [Proc,  Boy.  Boo,    No.  182.    1875.]  Londofi^  1878 

*  ■  Electro-dynamic  Qualities  of  Metals.'    Eflfects  of  Stress  on  InductiTe 

Magnetism  in  Soft  Iron.    8yo.    2  pp.    [Proe,  Boy.  8oe.    No.  162,  p.  47S. 
1876.]  Lo%d4m,  1875 

t  "  &  Tait  [P-  C^.]    Elements  of  Natural   Philosophy     Part  L     ftvo. 

279  pp.  (Word,  1878 

t  Tripier  [Dr.  A.]    Manuel  d*6lectroth^rapie.    6vo.    624  pp.  Porii,  1861 

t  Tyndall  [J*]    Iie90n8  sur  r^lectricit^.    8yo.    151  pp.  Paris,  1878 

*  Uni'VarBitsr  OoUege.    Calendar  Session,  1881-82.    8yo.    835  and  88  pp. 

London,  1881 

t  Weidenbach    [!<•]     Gompendium  der   elektrisohen  telegrapbie.     S  weite 
augsgabe.    8vo.    654  pp.  WieMhadmiy  1881 

*  Wheatstone  [Sir  a]    The  Scientiflc  Papers  of.    8vo.    880  pp.   £Md<m,  1879 

Presented  by  the  Pbysical  Socie^. 
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*  Zenonl  [Antonio],    n  Telegrafista.    8vo.    228  pp.  Ports,  1869 

t  Zie^er  [M.]    Le  Bayonnement  magntftique.    6to.    81  pp. 

Oenev« — Bale    Lyon,  1881 

A.   J.  Frost,  Libraricm, 

The  President  :  In  asking  you  to  propose  that  the  reports  be 
adopted  and  printed  as  part  of  our  proceedings,  I  think  I  can 
fairly  congratulate  the  Society  on  its  present  position  and  prospect 
of  future  success ;  and  I  may  also  refer  to  the  very  satisfactoiy 
state  of  the  Library,  and  the  results  that  have  followed  upon  the 
zeal  with  which  our  Librarian  has  looked  after  its  interests. 

Mr.  M.  F.  ROBEBTS :  I  have  great  pleasure  in  proposing  that 
the  report  which  has  just  been  read  be  adopted,  and  I  am  sure 
every  member  present  cannot  but  consider  it  most  satisfactory,  and 
that  it  augurs  well  for  the  future  prosperity  of  our  Society. 

I  should,  however,  like,  with  the  President's  permission,  to  take 
this  opportunity  of  referring  to  the  method  followed  in  the 
election  of  new  members  to  fill  vacancies  in  the  Council.  The 
members  have  all  doubtless  remarked  that,  in  this  year's  ballotiog 
list,  just  so  many  names  have  been  nominated  by  the  Council  as 
are  required  to  fill  the  vacanciesi  thus  practically  making  the 
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ballot  which  is  now  going    on    almost  a  matter  of  form.     In 

referring  to  this  questioD,  I  cannot  but  say  that  I  think  the 

new  names  which  have  been  proposed  could  not  possibly  be 

improved  upon,  and  in  this  view,   doubtless,  every  gentleman 

present  will  agree — (hear,  hear) — ^but  I  think  it  would  certainly 

tend  to  the  welLbeing  of  the  Society  if,  in  future,  the  Council 

put  forward,  say,  double  the  number  of  names  required,  and 

members  would  then  have  an  opportunity  of  exercising  some 

selection,  and  of  making  the  ballot  more  than  a  mere  matter  of 

form.     At  present  it  would  be  almost  impossible,  in  the  few  days 

that  elapse  between  the  time  when  the  list  of  the  proposed  new 

members  is  circulated  and  the  day  on  which  the  ballot  takes  place, 

for  a  sufficient  number  of  members  to  arrange  to  vote  for  another 

gentleman    in    place  of  one  of  the  names  submitted,  however 

desirable  they  might  think  such  a  change  would  be.    I  must 

certainly  say,  however,  in  the  present  case,  that  I  do  not  think 

any  change  in  the  names  proposed  for  election  could  possibly  be 

an  improvement ;  bat  this  very  fact  has  led  me  to  make  these 

remarks,  and  has  enabled  me  to  do  so  without  the  possibility  of  a 

suspicion  that,  in  saying  what  I  have,  there  was  any  personal 

objection  to  any  of  the  gentlemen  nominated.    I  hope  the  Council 

will  see  no  objection  to  the  course  I  propose  being  followed  in 

future.    I  have  pleasure  in  again  proposing  the  adoption  of  the 

report. 

The  Pbesident  :  The  question  referred  to  by  Mr.  Roberts,  as 
to  whether  a  larger  number  of  names  than  of  vacancies  should  be 
given  in  the  balloting  list,  has  been  very  carefully  considered  by 
the  Council,  and  has  not  escaped  their  attention  in  any  degree. 
The  point  was  considered  of  much  importance^  and  after  many 
discussions,  in  which  various  opinions  were  expressed,  it  was 
decided  by  a  considerable  majority  that  the  smaller  evU  was  to 
nbioinate  a  number  of  names  corresponding  to  the  number  of 
vacancies.  It  is  known  that,  in  some  cases  in  which  the  nominations 
exceeded  the  vacancies,  annoyance  has  been  caused  to  gentlemen 
whose  names  have  been  suggested  by  the  Council,  but  not  adopted 
by  the  Society.  On  the  one  hand,  there  is  the  danger  of  causing 
difficulties  of  this  kind ;  while,  on  the  other,  there  is  the  evil  that 
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membeiB  of  the  Society  may  feel  tliat  they  are  deprived  of  &ee 
ohoioe  by  the  plan  of  nomination  that  has '  been  adopted.  A 
similar  plan  is  foUovred  by  a  large  nnmber  of  societies,  including 
the  Boyal,  Physical,  Chemical,  Linnsean,  Geological,  and  a  great 
many  more,  but  of  coarse  it  is  in  the  power  of  this  Society  to  lay 
down  any  rule  it  may  please.  At  present  no  fixed  rule  eziste, 
though  there  has  been  a  prevailing  usage.  It  is  felt  by  the 
advocates  of  the  present  plan  that  the  Council  probably  have  a 
better  opportunity  of  judging  of  the  wants  of  the  Society,  and  of 
choosing  for  nomination  gentlemen  who  would  represent  the 
various  classes  of  our  members,  than  perhaps  any  individual 
member,  or  even  any  group  of  members.  The  Council  have 
acted  to  the  best  of  their  judgment :  they  may  have  made  a 
mistake,  but  they  have  certainly  not  desired  in  any  degree  to 
fetter  the  free  expression  of  the  wishes  of  the  Society. 

Mr.  H.  K.  ElEiCPE  seconded  the  proposition.  He  remarked 
that  it  would  be  a  great  advantage  to  the  electric  world  generallj 
if  in  connection  with  the  Library  a  catalogue  of  patents  referring  io 
electricity  were  provided.  The  Patent  Office  record  referred  to 
patents  generally,  and  great  difficulty  was  felt  in  searching  out 
particular  electric  patents,  which  would  not  be  the  case  if  a 
catalogue,  as  suggested,  were  compiled  and  kept  up  to  date  at  the 
Library. 

The  proposition  was  carried. 

Mr.  J.  Lajstbb  proposed  the  following  resolution ; — **  That  this 
meeting  resolves  unanimously  that  a  cordial  vote  of  thanks  of 
this  Society  be  presented  to  the  Members  of  Council  and  Members 
of  the  Listitution  of  Civil  Engineers,  for  their  kindness  in  ooDp 
tinning  to  permit  the  general  meetings  of  the  Society  to  be 
held  in  the  theatre  of  the  institution,"  and  said  that  such  a 
resolution  must  commend  itself  to  all  the  members  of  this  Society. 
Every  year  it  became  less  and  less  a  formal  matter  to  pass  this 
resolution,  for  every  year  the  obligation  to  the  Listitution  for  ifes 
extended  oourtecfy  became  more  and  more  substantia!,  and  de- 
manded  that  our  thanks  be  given  with  increased  heartiness. 

Mr.  F.  HiGOIKS  seconded  the  proposition,  which  was  carried 
most  heartily. 
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M.  R.  Yon  Tbeuekitelp  proposed  a  vote  of  thanks  to  the 
Honorary  Secretaries  for  the  performance  of  their  duties  daring  the 
past  year.  Having  recently  returned  from  South  America,  M. 
Treuenfeld  said  he  was  able  to  say,  of  his  own  knowledge,  that, 
owing  to  tlie  distance  (in  some  cases  hundreds  of  miles)  that 
members  were  separated,  it  was  no  easy  matter  for  the  local 
Honorary  Secretaries  to  thoroughly  look  after  the  interests  of  the 
Society. 

Mr.  C.  E.  Spagnoletti  seconded  the  vote  of  thanks,  and  referred 
to  the  exceptionally  heavy  duties  which  were  liable  to,  and  do  at 
times,  fall  upon  local  Honorary  Secretaries  and  Treasurers,  as  in  the 
case  of  the  recent  Paris  Exhibition,  to  the  success  of  which,  as  far 
as  the  British  section  waa  concerned,  the  untiring  zeal  and  energy 
of  Mr.  J.  Aylmer  so  largely  contributed,  as  well  as  to  the  satis- 
faction and  comfort  of  the  exhibitors,  especially  to  those  who  were 
unable  to  stay  there  all  the  time. 

The  vote  was  carried. 

Lieut..Col.  J.  U.  Batehak-Gsahpaik,  B.E.9  moved :  ''  That 
the  best  thanks  of  the  Society  are  due  to  Mr.  Bristows,  Honorary 
Solicitor,  for  his  kind  services,  involving,  as  they  have  done 
during  the  past  year,  the  occupation  of  much  valuable  time." 
With  reference  to  the  duties  performed  by  the  Honorary  Solicitor, 
Lieut.-Col.  Champain  said  that,  without  Mr.  Bristows'  courteous 
and  skilful  aid,  the  difficult  problems  met  with  in  the  process  of 
incorporation  of  the  Society,  now  being  gone  through,  would  have 
seriously  embarrassed  the  Council. 

Dr.  J.  HOFKINSON  seconded  the  proposition. 

Mr.  C.  F.  Yablby  :  I  have  known  Mr.  Bristows  ever  since 
1846.  Messrs.  Wilson  and  Bristows  were  solicitors  to  Messrs. 
Cooke  and  Wheatstone  before  any  Telegraph  Company  existed:  they 
in  part  helped  all  the  world  to  telegraphs,  and  I  have  very  great 
pleasure  in  seconding  the  resolution. 

The  Pbesident  :  I  am  informed  by  the  scrutineers  that  the 
following  gentlemen  have  been  elected  as  Officers  of  the  Sociely 
for  the  following  year,  viz. : — 
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Preaident 
Lieut.-CoL  C.  E.  Wbbbeb,  RE. 

Vice-Preaidents. 


WiLLOUQHBY  SMITH. 

C.  E.  Spagnoletti,M.  Inst.  C.E. 


Professor  W.  G.  Adams,  F.R,& 
Professor  D.  E.  HuGHBS,  F.RS. 


Eonorary  Treasurer. 
Mr.  Edwabd  Gbavss. 

Eonorary  Secretary. 
Lieut-Col.  Feank  Bolton. 

Members  of  CowncU. 


W.  S.  Andbbws, 
W.  T.  Anskll. 

Sir  C.  T.  Beight,  M.  iDst  C.E. 
G.  B.  Bbight. 
H,  O.  Ebiohsen. 
H.  0.  F,  FoEDB,  M.  Inst.  O.E.  |    Matthbw  Gbay. 

J.  F.  Moulton,  F,B.S. 


Alexandbb  Siemens. 
Augustus  Stboh. 
0.  F.  Vabley,  F.RS. 
Earl  Cbawtobd  &  Baloabbbb, 
F.R.a 


Associate  Members  of  Council. 
Capt.  Bicknell.  I         T.  R  Ceampton. 

C.  H.  B.  Patby. 

A  vote  of  thanks  was  passed  to  the  scrutineers. 
The  following  paper  was  then  read : — 

ON  A  CONVENIENT  FORM  OF  CONSTANT  BATTERY 
OF  VERT  SMALL  INTERNAL  RESISTANCE. 

By  Cbomwell  F.  Vabley,  F.RS. 

In  1854, 1  obtained  Letters  Patent,  No.  2,555,  for  Improvements 
in  Voltaic  Batteries  in  which  neutral  salts  were  used,  the  two 
solutions  being  kept  apart  by  the  action  of  gravitation :  hence  the 
battery  has  been  called  the  gravity  battery.  In  the  before-men- 
tioned  patent,  I  pointed  out  that,  when  powdered  burnt  clay  or 
other  porous  substance  was  used,  the  solutions  were  more  easily 
kept  apart  without  the  resistance  being  greatly  increased. 
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The  Electric  luternational  Telegraph  Company  used  large 
numbers  of  these  cells.    They  were  constructed  as  follows : — 

A  plate  of  lead  was  attached  to  a  copper  wire,  and  this  plate 
was  rather  more  than  twice  the  length  of  the  bottom  of  the  square 
batteiy  cell.  The  lead  was  first  bent  at  right  angles,  so  that  it 
should  lie  at  the  bottom  of  the  cell  On  this  was  placed  2  lbs.  of 
sulphate  of  copper  in  crystals.  The  upper  portion  of  the  lead  was 
then  bent  down  over  the  crystals  of  sulphate  of  copper.  On  the 
top  of  this  lead  was  placed  some  pulverised  burnt  clay,  sometimes 
unbumt  clay.  The  zinc  being  placed  over  the  lead  plate  at  a 
distance  of  about  2  inches,  the  cells  were  filled  with  a  quarter 
saturated  solution  of  sulphate  of  zinc.  This  fonn  of  gravity 
battery  received  the  cognomen  of  '*  Yarley's  mud  battery." 

The  zinc  plates  were  cast  in  the  form  of  a  very  fiat  pyramid, 
with  the  apex  downwards.  This  is  necessaiy  to  enable  the  bubbles 
of  gas  which  rise  to  escape  from  the  surface  of  zinc,  otherwise 
they  cause  a  very  considerable  increase  in  the  internal  resistance 
of  the  battery.  Owing  to  the  comparatively  small  resistance  of 
this  form  of  neutral  salt  Daniell's  batteiy,  they  received  another 
cognomen,  namely,  ''  quantity  battery." 

The  battery  in  this  form  was  patented  by  Menotti,  about  the 
year  1861.  He  used  sand  to  separate  the  solutions.  The  sand 
had  been  replaced  by  sawdust  by  Sir  William  Thomson  in  1858, 
who  patented  it.  The  gravity  battery  with  sawdust  usually  passes 
under  the  name  of  Menotti,  notwithstanding  that  my  above-named 
patent  has  been  very  well  known  to  those  who  have  used  the  latter 
name. 

In  the  same  patent  will  be  found,  both  in  the  specification  and 
in  the  drawings,  a  battery  made  with  sulphate  of  mercury,  since 
so  largely  known  as  the  Marie  Davy  battery. 

The  battery  itself  is  a  modification  of  the  constant  battery  so 
justly  associated  with  the  name  of  the  late  Professor  Daniell,  and 
is  generally  known  as  the  Daniell's  battery.  He,  however,  made 
use  of  fluids  strongly  impregnated  with  sulphuric  acid,  which 
reduced  the  internal  resistance  prodigiously.  The  porous  cells  or 
diaphragms  themselves  add  largely  to  the  internal  resistance  of 
the  battery. 
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Strong  sulpharic  acid  is  not  a  good  conductor  of  electricity, 
but  when  dilated  its  conducting  power  rapidly  increases  up  to  a 
certain  pointy  when  it  slowly  decreases  again.  Strong  sulpbuzk 
acid  will  not  dissolve  sulphate  of  copper.  The  commercial  czys^ 
of  the  latter  consist  of  one  atom  anhydrous  cupric  sulphate,  speoifie 
gravity  169'4y  combined  with  five  atoms  of  water:  in  xocmd 
numbers,  sixteen  of  anhydrous  cupric  sulphate  to  nine  of  water  bj 
weight. 

When  blue  crystals  of  sulphate  of  copper  are  placed  in  afcroog 
sulphuric  acid,  the  acid  has  so  great  an  attraction  for  the  water  d 
crystallisation  that  it  actually  pulverises  the  crystals  of  capcic 
sulphate,  leaving  the  anhydrous  salt  in  a  greenish  white  amorphooi 
powder. 

Sulphuric  acid,  in  round  numbers,  is  nearly  twice  as  heavy  as 
water,  its  specific  gravity  being  1'842,  and  when  the  stzoog 
sulphuric  acid,  which  consists  of  one  atom  of  sulphuric  anhydride 
combined  with  one  atom  of  water,  is  mixed  with  twice  its  volume 
of  water,  instead  of  three  volumes  being  obtained,  the  whole  if 
condensed  into  a  much  smaller  compass.  This  condenaatioD 
renders  this  solution  much  heavier  than  it  would  otherwise  be. 

The  acid  has  now  become  a  powerful  conductor  of  electricity, 
but  if  two  more  volumes  of  water  be  added  it  attains  to  its  highest 
conducting  power.  When  one  part  of  acid  is  combined  with  eight 
volumes  of  water,  the  conducting  power  of  the  weaker  aeid  k 
equal  to  that  of  the  acid  consisting  of  one  volume  of  acid  added  to 
two  volumes  of  water;  but  with  sixteen  volumes  of  water  its 
conducting  power  is  still  great. 

In  the  remainder  of  the  paper  I  will  use  the  expreasioni 
^'strong  acid  "  and  "  weak  acid,"  to  express  these  two  solutions. 
If  some  of  the  strong  acid  be  placed  into  a  glass  or  other  jar,  and 
the  weaker  acid  be  poured  on  top  of  it  carefully  by  means  of  a 
funnel  having  a  flat  disc  underneath  it,  the  two  solutions  will 
remain  separate,  by  gravitation  alone,  for  a  considerable  time. 

Prior  to  pouring  in  the  strong  solution,  a  plate  or  coil  of  copper, 
to  which  a  stout  copper  wire  has  been  riveted,  is  inserted  in  the 
jar,  to  form  the  negative  pole  or  plate.  When  the  weak  solution 
has  been  poured  in,  a  rod  or  cone  of  zinc,  well  amalgamated,  is 
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suspended  in  any  convenient  manner  in  the  weaker  eolation,  at 
a  distance  of  one  or  more  inches  above  the  copper.  The  battery 
is  now  ready  for  use.  It  is,  in  fact,  an  acid  Daniell  battery  without 
a  porous  cell. 

In  order  that  the  eye  may  see  how  the  acids  difiiise,  I  colour 
the  strong  solution  with  indigo,  or  litmus,  or  red  cabbage.  When 
the  battery  is  i/n  aihi,  the  strong  acid  is  poured  in.  This  acid  I 
colour  with  sulphate  of  indigo ;  a  brass  or  glass  tube  is  now 
inserted,  and  through  it  are  thrown  crystals  of  sulphate  of  copper, 
to  dehydrogenise  the  copper  surfaces. 

I  will  now  describe  an  eicpedient  to  which  I  resorted  in  a 
country  inn,  being  suddenly  called  upon  to  procure  an  electric 
current  for  an  investigation  upon  the  spot. 

The  chemist  had  blue  stone  and  oil  of  vitrei :  the  plumber  had 
copper  bell  wire  and  thin  sheet  zinc.  The  chemist,  luckily,  was 
provided  with  mercury.  The  inn  supplied  me  with  tumblers  and 
water.  Some  pieces  of  copper  wire  were  twisted  up  into  spirals 
at  one  end,  to  form  the  negative  plate  at  the  bottom  of  the  tumbler ; 
the  wire  coming  from  that  was  bent  sharply  over  the  edge  of  the 
glass  and  then  up  again,  to  hold  it  m  aUu. 

On  the  end  of  each  wire  was  soldered  one  of  the  slips  of  zinc, 
and  this  was  afterwards  amalgamated.  The  two  solutions  of 
sulphuric  acid  were  prepared  and  allowed  to  cool,  the  tumblers 
and  metals  were  arranged  in  order  on  a  piece  of  common  deal 
board,  and  the  terminal  copper  and  zinc  were  fixed  to  the  board  by 
means  of  nails.  In  this  way,  ten  elements  were  soon  extemporised, 
each  having  a  resistance  of  0*5  ohm. 

When  in  process  of  time  the  sulphate  of  copper  is  seen  to  be 
rising,  all  that  is  necessary  is  to  fill  up  the  tumbler  with  diluted 
acid,  insert  the  nozzle  of  a  syringe  down  to  within  an  inch  of  the 
copper  plate  or  coil.  On  withdrawing  the  fluid,  the  intermediate 
portion,  consisting  of  a  weaker  acid  than  the  strong,  but  a  stronger 
acid  than  the  weak  solution,  is  withdrawn,  leaving  the  line  of 
demarcation  between  the  coloured  sulphate  of  copper  solution  in 
the  strong  acid  and  the  transparent  weaker  solution  sharp  and 
well  defined. 

In  process  of  time  it  becomes  advisable  to  lower  a  funnel  to  the 
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bottom  of  the  Tessel,  and  admit  a  small  qoantity  of  the  strong  acid 
solution  previously  cooled. 

In  this  way  the  battery  may  be  kept  going  for  monthsj  without 
having  to  remove  the  metals.  Sulphate  of  copper  must  frcxn  time 
to  time  be  added  in  crystals,  and  this  may  be  done  by  dropping  a 
large  diy  crystal  of  sulphate  into  the  vessel  from  time  to  time, 
through  a  piece  of  tubing. 

This  battery  is  so  small  in  internal  resistance,  is  so  simple  of 
construction,  and  so  costless  in  manufacture,  that  it  will  be  found 
of  great  service  to  electricians  in  all  ranks  of  life,  especially  when 
they  suddenly  want  a  battery  in  out-of-the-way  localities.  I  have 
therefore  thought  that  this  description  will  be  of  value  to  the 
members  of  the  Society  of  Telegraph  Engineers  and  of  Electricians. 

In  Patent  2,555  of  1854, 1  pointed  out  a  method  of  preventing 
the  sulphate  of  copper  from  reaching  the  zinc  plate. 

In  1864,  1865,  and  1866,  when  testing  the  Atlantic  Cables,  I 
used  at  the  Wharf  Road,  City  Road,  Outta  Percha  Works,  500  cells 
of  battery,  and  at  the  Cable  Works  at  Oreenvrich,  another  set  of 
500  cells,  constructed  in  the  following  manner : — 

A  ring  of  copper  was  placed  at  the  bottom  of  an  earthen  jar. 
About  1  lb.  of  crystals  of  sulphate  of  copper  were  placed  inside 
the  copper  ring.  A  layer  of  1  inch  of  prepared  sawdust  was 
next  laid  on  the  copper  crystals.  Upon  this  was  placed  half  an 
inch  of  oxide  of  zinc,  and  again  upon  this  was  placed  about  an 
inch  of  the  prepared  sawdust.  Upon  this  upper  layer  of  sawdust 
a  heavy  zinc  mass  with  a  conical  bottom  rested.  The  sawdust 
was  prepared  by  first  boiling  in  a  caustic  soda  to  dissolve  the  resin. 
It  was  then  well  washed  in  water,  and  lastly  in  a  diluted  solution 
of  sulphate  of  zinc,  consisting  of  one  part  saturated  solution  to 
three  of  water.  When  the  zinc  plate  had  been  placed  in  situ  the 
whole  was  moistened  with  sulphate  of  zinc.  The  object  of  the 
layer  of  oxide  of  zinc  is  to  arrest  the  sulphate  of  copper  which 
slowly  diffuses  upwards  towards  the  zinc.  The  sulphuric  acid  o^ 
the  sulphate  of  copper  is  seized  upon  by  the  oxide  of  zinc  forming 
sulphate  of  zinc^  while  the  oxide  of  copper  so  formed  replaces  the 
oxide  of  zinc. 

The  deposition  of  metallic  copper  upon  the  zinc  not  only  lowers 
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the  potential  of  the  battery,  bat  makes  its  action  ^erj  irregular. 
The  layer  of  oxide  of  zinc  prevents  this,  and,  if  the  zinc  plate  be 
-well  amalgamated,  the  battery  will  seldom  be  found  to  vary  more 
than  1  in  300.  This  battery  is  very  constant.  Its  only  incon- 
venience is,  that  after  the  lapse  of  two  or  three  months  the  internal 
resistance  becomes  nearly  doubled  by  the  deposition  of  a  compact 
layer  of  oxide  of  copper. 

I  have  used  1,000  cells  of  this  battery  almost  continuously 
since  the  year  1858.  I  place  a  glass  tube  in  the  cell,  to  admit  of 
the  introduction  of  crystals  of  sulphate  of  copper  from  time  to 
time.  I  seldom  have  to  dismantle  the  battery  more  than  once  in 
the  course  of  a  year. 

The  Pbbsidbnt:  As  a  convenient  form  of  battery  with  low 
resistance  and  high  electro-motive  force  is  what  we  are  all  wishing 
for,  I  am  sure  we  are  glad  to  hear  remarks  on  the  subject  from 
one  who  has  had  so  great  experience  as  Mr.  Cromwell  Yarley.  I 
should  like  to  ask  Mr.  Varley  if  the  zinc  in  the  battery  he  has  just 
described  is  cast,  and  whether  such  material  has  proved  by  his 
experience  better  than  rolled  zinc  for  batteries. 

Mr.  C.  F.  Yabley  :  It  is  cast  zinc,  well  amalgamated. 

Dr.  Walter  C!offin  remarked  that  ten  years  ago,  as 
described  in  the  "Chemical  News"  for  November  17th,  1871, 
page  231,  he  experimented  with  sulphate  of  mercury  gravity 
cells,  as  described  by  Mr.  Yarley,  smd  found  tbat,  owing  to 
the  slow  solubility  and  diffusion  of  the  salt,  considerable  varia- 
tion occurred  on  short  circuit,  otherwise  it  was  a  veiy  useful  and 
convenient  battery,  from  the  fact  that  the  basic  metal  supplied  as 
the  negative  element  produced  no  local  action  if  reduced  upon 
the  zinc.  In  the  same  communication  to  the  "  Chemical  News," 
he  (Dr.  Coffin)  described  a  battery  in  which  mercury  chloride 
(calomel)  was  used  for  the  same  reason ;  a  solution  of  hydrochloric 
acid  was  employed,  and  to  increase  the  conductivity  of  the  chloride 
it  was  mixed  with  crushed  carbon,  and  very  constant  results  were 
obtained,  nearly  equal  to  that  of  chloride  of  silver.  In  his  opinion, 
the  principle  of  employing  as  the  negative  element  a  material 
which,  when  reduced,  should  improve  the  zinc  instead  of  increasing 
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local  action,  was  interesting  and  important,  and  mth  high  external 
resistance  rapid  diffusion  was  not  necessary  to  give  oonatant 
resolts. 

Mr«  C.  F»  Yablby  :  I  can  confirm  Dr.  Cioffin's  remarks.  The 
use  of  bichloride  of  mercury  is  very  good  in  a  battery,  and  is 
preferable  to  chloride  of  silver. 

Mr.  H.  R  Kemfe  enquired  whether  the  wedge  shape  of  the 
zinc  in  Mr.  Yarley's  battery  was  for  the  purpose  of  enabling 
the  hydrogen  gas  to  disengage  freely.  The  common  practice  of 
making  batteries  with  flat  plates  was,  he  believed,  thoroTi£^j 
efficient ;  and  he  asked  whether  the  wedge  form  was  the  result  ol 
experiments. 

Mr.  C.  F.  Yablby  :  I  do  not  think  any  person  has  yet  satisiac 
torily  explained  why  hydrogen  gas  should  be  given  o£f  in  that  form 
of  battery,  but  I  have  proved  by  analysis  that  it  is  so.  If  you  have 
a  plate  as  shown  in  the  diagram,  a  gas  will  form  underneath  it,  and 
the  presence  of  that  gas  causes  resistance.  I  put  the  zinc  in  the 
form  shown  in  the  diagram  in  my  early  patent  (and  it  has  always 
been  used  in  that  form),  in  order  that  the  copper  which  will 
diffuse  and  will  deposit  on  the  zinc  shall  drop  off  again;  bat^ 
without  anticipating  it,  I  found  that  the  shape  was  good  for  letting 
off  the  hydrogen  as  well,  and  since  then  I  have  always  used  that 
form.  I  always  have  2,000  cells  charged  at  my  house,  and  they 
work  very  well  indeed ;  they  cause  no  trouble,  and  I  see  no  reason 
why  I  should  alter  them.  They  have  been  in  work  since  1854 : 
they  let  off  the  gas,  drop  off  the  copper,  give  off  plenty  of  power, 
and  work  very  well,  and  I  do  not  know  what  I  could  do  to  make 
any  better  arrangement. 

Mr.  F.  HiGGiNS :  If  I  understand  the  description  of  the  battery 
correctly,  it  is  composed  of  a  lot  of  sulphate  of  copper  in  the 
bottom  of  the  cell,  with  an  amalgamated  zinc  plate  at  the  top,  and 
a  sulphuric  acid  solution  between  them.  My  experience  with 
such  an  arrangement  is,  that  after  a  time  a  portion  of  sulphate  of 
copper  reaches  the  surface  of  the  zinc  plate,  producing  a  copper 
amftlgft^^  upon  it,  which  would  create  local  action,  and  tend  veiy 
soon  to  destroy  the  efficiency  of  the  battery.  Has  Mr.  Yarley 
made  any  arrangement  to  prevent  the  rmng  of  the  solphate  of 
copper,  such  as  I  have  described  ? 
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Mr.  0.  F.  Yaslsy  :  If  you  keep  your  zinc  well  amalgamated^  it 
takes  the  potential,  not  of  the  copper,  but  of  the  most  ozidisable 
metal ;  and  it  will  always  be  found  that  the  potential  of  the  zinC|  so 
long  as  it  is  weU  amalgamated,  is  that  of  zinc  and  not  sulphate  of 
zinc.  The  same  rule  holds  good  with  sodium,  the  only  solution  I  know 
of  which  allows  a  difference  is  sugar  of  glycerine,  when  twice  the 
potential  is  obtained,  but  it  does  not  make  a  practicable  batteiy. 

Mr.  F.  HiGGiKS :  Certainly  we  have  to  learn  as  we  go  on,  but 
I  have  tried  a  great  many  batteries  in  which  there  have  been  zinc 
plates,  well  amalgamated,  with  copper  plates  in  sul]diate  of  copper 
solution,  and  after  a  time  a  little  sulphate  of  copper  has  got  over  to 
the  zinc,  and  a  few  spiculse  of  copper  have  been  precipitated  upon 
the  amalgamated  surface  of  the  zinc,  and  nothing  you  can  do  will 
cause  these  particles  of  copper  to  lie  down  sufficiently  flat  to  prevent 
a  current  of  hydrogen  gas  being  given  off  from  their  points.  I  do 
not  know  how  that  difficulty  is  to  be  got  over.  I  have  made  a 
great  number  of  batteries  with  amalgamated  zinc  plates  opposite 
copper  plates,  and  the  copper  invariably  deposits  a  point  or  points 
from  which  the  hydrogen  is  given  off  in  continuous  streams.  A 
battery  getting  over  that  difficulty  must  be  very  efficient  indeed ; 
a  gravity  battery  like  the  one  shown  on  the  diagram,  with  plates 
about  six  inches  inches  in  diameter  and  about  an  inch  apart,  would 
give  an  immense  volume  of  current,  and  be  very  useful  in  most 
telegraphic  operations.  But  I  have  invariably  found  that  the  local 
action  was  enormous.  If  brushed  over  occasionally,  to  cause  the 
amalgamation  of  the  precipitated  copper,  this  destructive  action 
is  somewhat  checked,  but  is  still  very  great. 

Professor  Atbton  drew  Mr.  Higgins'  attention  to  Mr.  Yarley's 
description  of  the  use  of  the  syphon,  by  which  he  prevented  the 
copper  in  solution  from  reaching  the  zinc,  by  drawing  it  away. 

Mr.  HiGGlNS :  Of  course,  if  that  be  so,  the  difficulty  I  mentioned 
is  disposed  of;  but  I  repeat  that  if  the  copper  once  reaches  the 
zinc,  is  deposited  on  it,  and  is  precipitated  in  a  metallic  form,  it 
must  result  in  local  action. 

Mr.  C.  F.  Vablbt  :  When  the  copper  rises  up  to  the  zinc,  the 
zinc  IB  well  amalgamated ;  the  zinc  then,  of  course,  becomes  covered 
with  a  coating  of  copper  and  mercury.  That  action  may  go  on 
for  months  without  producing  an  appreciable  effect,  but  when  the 
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copper  coating  becomes  thick  the  resalt  is  **  polarisation."  This 
action  is  prevented  by  using  the  syringe  as  I  have  stated,  and 
keeping  the  solutions  well  apart. 

Professor  Atbton  remarked  that  some  years  ago,  when  in 
Western  America,  he  was  shown  a  form  of  battery  in  which  two 
spirals  of  copper  twisted  in  reverse  directions  were  used,  one  above 
the  other,  and  he  was  told  that  the  magic  of  its  action  depended  on 
the  spirals  being  wound  in  opposite  directions,  a  conclusion  about 
which  he  was  naturally  dubious.  Such  an  arrangement  suggested  to 
him  the  possible  advantage  of  using  two  plates.  He  took  a  copper 
box,  in  the  top  of  which  a  few  holes  were  made  to  allow  the  solution 
to  pass  through,  and  the  difficulty  he  found  was  that  the  top  of  the 
box  would  become  eaten  away,  possibly  through  the  insufficient 
supply  of  sulphate  near  it — i.e.,  as  the  sulphate  of  copper  diminished 
in  quantity,  so  the  density  of  the  sulphate  at  the  top  of  the  box 
decreased,  and  local  action  commenced  between  the  top  and  bottom 
of  the  box.  Mr.  Yarley  had  evidently  found  the  same  difficulty, 
but,  by  the  arrangement  of  the  cell  described,  did  he  propose  to 
overcome  it  ? 

Mr.  C.  F.  Yablet  :  If  you  take  a  plate  of  copper  and  place  sni. 
phate  of  copper  at  the  bottom  in  a  jar,  and  sulphuric  acid  at  the  top, 
at  the  line  of  demarcation,  there  will  be  a  slow  deposit  of  copper  on 
the  lower  part  of  the  plate  in  the  sulphate  of  copper.  This  ought 
not  to  occur,  according  to  chemical  theory,  but  it  is  a  fact. 

Mr.  F.  HiGGiNS :  The  spiral  battery  referred  to  by  Professor 
Ayrtonisthe"Lockwood*'  battery.  Therewas  no  electrical  virtue  in 
the  arrangement  of  the  spirals,  but  the  arrangement  was  convenient 
for  withdrawing  either  of  them  when  it  became  very  much  incrusted 
with  a  deposit  of  copper.  Such  cells  are  extremely  efficient,  and 
20  of  them,  with  6  units  internal  resistance  each,  upon  a  circuit 
of  300  units  resistance,  will  work  for  seven  or  eight  months  without 
being  touched  in  any  way  whatever,  and  by  that  time  the  sulphate 
of  zinc  solution  becomes  so  dense  that,  shortly  after,  it  crystallises 
into  an  almost  solid  block.  The  reason  why  a  copper  plate  i«; 
dissolved  in  sulphuric  acid  solution  or  sulphate  of  zinc  solution, 
when  in  connection  with  a  copper  plate  in  sulphate  of  copper  solu- 
tion, is,  because  the  copper  plate  in  the  sulphate  of  zinc  soluticu 
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is  electro-positive  to  the  other,  and  acts  somethiDg  like  a  zinc  plate 
would.  It  is  only  necessary  for  the  precipitation  of  copper  in 
solution  to  have  a  potential  of  about  one-tonthof  a  Yolt,  and  there 
is  very  much  more  than  that,  there  is  about  one-fifth  of  a  volt,  in 
an  arrangement  of  the  kind  mentioned. 

Dr.  CoVFiN  referred  to  the  great  number  of  patents  that  had 
been  taken  out  for  the  purpose  of  preventing  the  diffusion  of  the 
copper  upwards,  and  said  that  in  America,  where  closed  circuits 
and  gravity  battories  are  employed,  it  was  found  that,  in  spito  of 
every  such  device,  copper  always  gets  to  the  zinc.  Such  action 
does  not  lower  the  potential  of  the  zinc  to  any  extont,  and  the 
precaution  of  hanging  a  second  piece  of  zinc  in  the  solution 
involved  an  economic  fallacy;  the  only  remedy  in  his  opinion 
being  the  separation  of  the  platos  as  &r  as  possible,  or  the  constant 
attention  described  by  Mr.  Yarley. 

A  vote  of  thanks  was  passed  to  Mr.  Yarley  for  his  paper. 

A  ballot  for  new  members  then  took  place,  and  the  following 
were  elected : — 

As  Foreign  Members. 


Monsieur  de  Bedemann, 
Frank  L.  Freeman. 


William  H.  Davies. 
Frederick  N.  Gisbome. 


Charles  F.  Heinrichs. 
Don  Carlos  de  Orduna. 


As  Members. 

E.  H.  Pringle,  F.R.C.S. 

As  Associates. 


Thomas  Anderson. 
Professor  W.  F.  Barrett. 
Eustace  W.  Chetwynd. 
C.  H.  Grace. 

Charles  G.  Giimpel,  A.  Inst.  C  J!. 
W.  H.  Massey. 
Henry  M.  S.  Mathews. 
WiUiam  Moon. 


Fritz  Cunliffe  Owen. 
William  Picken* 
F.  W.  Pope-Cox. 
Frederick  T.  Rickards. 
A.  G.  Dew  Smith. 
Major  Stopford. 
Frederick  William  Vane. 


As  Student. 
Harold  W.  Ansell. 

After  which  the  meeting  was  adjourned  until  January  19th,  1882. 
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PREPARATION  OF  THE  PURE  MERCUR0T7S  SULPHATE 
FOR  LATIMER  CLARK'S  CONSTANT  CELL. 

By  T.  IWATA,  M,E., 

Iiutruetcr  in  Natural  Phihaophy  and  Telegraphy  in  the  Iwperiai  CoOeffe  of 

JEngineeriuyy  T<^eM^  Japan, 

As  in  countries  like  Japan,  where  pure  chemicals  are  not 
easily  purchasable,  it  is  necessary,  for  the  manufacture  of 
Latimer  Clark's  constant  cells,  to  prepare  for  oneself  pure  mer- 
curous  sulphate,  the  following  two  methods,  originally  suggested 
to  me  by  the  Professor,  and  which  have  now  been  employed  for 
some  years  in  the  Physical  Laboratory  here,  may  be  interesting  to 
some  of  the  members. 

In  making  mercurous  sulphate  there  are  two  distinct  methods, 
which  may  be  called  the  hot  and  the  cold,  and  which  are  as 
foUows : — 

Hot  Method. — Pour  plenty  of  pure  metallic  mercury  into 
an  evaporating  dish,  and  add  to  it  distilled  sulphuric  acid^  the 
quantity  of  which  should  not  be  more  than  the  half  of  that  of  the 
mercury.  Heat  these  up  to  about  210^  C,  and  keep  the  temjiera- 
ture  constant ;  after  a  while  the  mercury  will  be  covered  with  a 
white  shell,  which  is  mercurous  sulphate,  or  more  generally  a 
mixture  of  mercurous  and  mercuric  saltiS.  Care  must  here  be 
taken  not  to  convert  all  the  acid  into  sulphate,  otherwise  most  of 
the  product  will  be  mercuric  sulphate.  When  the  amount  of  the 
acid  is  very  much  diminished,  say,  to  a  tenth  of  the  original,  the 
source  of  heat  should  be  taken  away  and  the  product  allowed  to 
become  quite  cold,  when  the  sulphate  should  cautiously  be  removed 
10  another  evaporating  dish,  or,  better,  put  into  a  bottle,  care  being 
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taken  not  to  get  out  any  trace  of  metallic  mercury  or  the  part  of 
the  sulphate  touched  to  mercury,  otherwise  it  is  imposnble  to 
obtain  clean  white  sulphate.  The  sulphate  should  be  washed  with 
clean  pure  water,  and  if,  after  decanting  off  as  much  water  as 
possible,  the  colour  of  the  sulphate  changes  into  yellow,  which  is 
the  sign  of  mercuric  salt  existing,  the  sulphate  should  be  washed 
with  distilled  water  until  the  colour  of  it  becomes  quite  free  from 
yellow.  If  the  product  bontains  so  much  mercuric  salt  that  we 
are  unable  to  get  rid  of  it  by  washing  it  simply  with  distilled 
water,  we  must  pass  through  the  step  of  washing  the  product  with 
dilute  sulphuric  acid,  to  purify  it.  For  this  purpose  ordinary 
sulphuric  acid  may  be  used,  provided  the  acid  contains  no  trace  of 
chloride. 

Cold  Method. — ^First  prepare  dilute  nitric  and  sulphuric  acids, 
which  can  be  done  simply  by  diluting  ordinary  acids,  if  the  acids 
contain  no  trace  of  chloride. 

Put  the  dilute  nitric  acid  into  a  bottle  containing  plenty  of 
pure  mercury,  and  leave  it  at  least  for  24  hours.  The  yellowish 
white  crystal  will  be  found  on  the  metallic  mercury.  Decant  off 
all  of  the  watery  liquid,  leaving  the  white  crystal  on  the  surface 
of  the  mercury.  Washing  the  mercury,  together  with  the  crystal, 
with  the  dilute  nitric  acid,  it  will  be  seen  that  all,  or  nearly  all,  of  the 
crystal  is  dissolved  by  the  acid  forming  clear  liquor,  which  should 
be  decanted  off.  Adding  the  dilute  sulphuric  acid  to  the  clear 
liquor,  a  white  fine  powdery  precipitate  will  be  produced,  which 
is  mercurous  sulphate.  Decanting  off  the  clear  liquor,  and 
washing  the  precipitate  with  clean  pure  water,  we  get  clean  pure 
mercurous  sulphate. 

The  time  which  is  required  for  dissolving  mercury  in  the  dilute 
nitric  acid  varies  according  to  the  strength  of  the  acid,  so  that  it  is 
desirable  to  use  moderately  strong  dilute  acid,  unless  it  is  so  strong 
as  to  produce  sensible  heat  when  acting  on  the  mercury.  Usually 
we  may  safely  use  dilute  nitric  acid,  consisting  of  one  of  acid  to 
three  of  water  by  volume.  As  to  the  strength  of  dilute  sulphuric 
acid,  somewhat  weak  is  preferable  to  stronger. 

Of  these  two  methods  it  is  very  advisable  to  employ  the  cold  in 
preference  to  the  hot  one,  since  with  tbe  former  the  operation  is 


464   PBEPABATIOK  OF  THE  FUSB  HUBGUBOUB  BUIiPHATE,  Eic 

Tery  much  aimpler  than  that  involved  in  the  latter.  In  reality  it 
is  nearly  impossible  to  obtain  pure  mercurous  sulphate  by  the  hot 
method* 

Testa  for  Pwriiy  of  Mercwroua  SuJphate. — The  sulphate  should 
at  fibrst  be  converted  into  chloride  by  adding  hydrochloric  acid  and 
allowing  the  mixture  to  stand  without  heating.  Filter  the  liquor 
containing  the  grayish  white  powder,  when  the  clear  liquor  should 
be  treated  (1)  with  protochloride  of  tin,  and  (2)  with  ammonium 
sulphide,  previously  neutralising  the  excess  of  acid  with  potaasium 
hydrate.  In  the  first  case,  if  a  white  precipitate  is  formed, 
mercuric  sulphate  is  present ;  and,  in  the  second  case,  if  a  black 
precipitate  is  found,  the  salt  will  also  contain  mercuric  sulphate  as 
an  impurity.  These  tests,  however,  are  not  necessary  when  the 
sulphate  is  produced  by  the  cold  method. 
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ABSTRACTS. 


B.   HBLMBO^TZ— AN  ELEGTBO-DYNAMIO  BALANCE. 
{AwnaUn  der  PhyM  wnd  Chmnie,  B.  XIV,,  H.  1,  29b.  9, 1881,  pp.  62-54.) 

The  author  nndertook  the  oonBtraction  of  an  eleotro^ynamio  balance,  in 
order  to  eliminate  the  disturhanceg,  produced  by  changes  of  direction  and 
intensity  of  the  earth's  magnetism,  in  the  measurements  of  galvanic  currents 
by  means  of  their  eleetro-magnetic  eif  ects. 

Two  coils  of  copper  wire,  the  height  of  which  is  equal  to  their  internal 
diameter,  are  suspended  from  the  arms  of  the  beam  of  a  small  chemical  balance, 
in  place  of  the  usual  scale-pans.  Their  axes  are  placed  vertically,  and  any 
rotation  about  these  axes  is  prevented.  Two  larger  coils,  of  the  same  height  as 
the  suspended  ones,  but  of  greater  diameter,  are  fixed  to  a  horizontal  metal  bar, 
which  is  attached  at  its  centre  to  the  pillar  of  the  balance.  The  connections  of 
the  wires  are  so  arranged  that  one  of  the  suspended  coils  is  attracted  by  one  of 
the  fixed  coils,  while  the  other  suspended  coil  is  repelled  by  the  second  fixed 
coil.  Both  the  fixed  coils  are  placed  somewhat  above  the  suspended  ones,  so 
that  the  attracted  coil  is  raised,  and  the  repelled  coil  descends  when  the  current 

Two  chief  difficulties  have  to  be  overcome  in  the  construction  of  such  a 
balance.  The  connections  for  the  movable  coils  must  not  interfere  in  any  way 
with  their  freedom  of  movement;  and  yet  weak  contact  springs  cannot  be 
employed,  as  they  would  cause  changes  in  the  resistance  of  the  circuit.  This 
difficulty  was  overcome  in  a  very  satisfactory  manner  by  using  Dutch  gold  for 
the  coxmections.  Strips  of  this  about  80  cm.  long  and  6  to  7  mm.  wide  are  very 
flexible,  show  no  internal  friction,  have  a  very  moderate  resistance,  and  are  not 
easily  heated,  owing  to  the  large  surface  exposed  to  the  air.  Each  of  the 
movable  coils  was  connected  to  the  wires  carrying  the  current  by  two  such 
strips,  hanging  down  from  pieces  of  brass  fixed  on  the  upper  part  of  the  glass 
case  of  the  balance. 

The  second  difficulty  is  to  place  the  coils  in  such  relative  positions  that 
neither  the  stability  nor  the  sensitiveness  of  the  balance  is  interfered  with.  For 
this  reason  the  intensity  of  the  electro-dynamic  force  must  not  vary  too  much 
during  the  usually  small  oscillations  of  the  balance.  This  force  is  nil  when  the 
middle  of  the  movable  coil  is  in  the  same  plane  with  that  of  the  fixed  ooil,  and 
also  when  the  coils  are  at  an  infinite  distance  from  each  other.  Between  these 
two  positions  there  is  one  of  maximum  force,  which  nearly  corresponds  to  that^ 
in  which  the  upper  surface  of  one  coil  is  in  the  same  plane  with  the  lower 
surface  of  the  other.   Between  the  central  position  and  the  position  of  maximum 
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effeoti  the  difiiBrential  coefficient  of  the  force,  for  increaiiiig  distance  of  the 
middle  points  of  the  two  coils,  is  positive ;  and  it  becomes  negative  when  the 
position  of  maximum  effect  is  passed.  At  an  infinite  distance  it  is  again  aero. 
Between  the  position  of  maximnm  eftect  and  the  infinite  distance  there  must, 
therefore,  be  a  position  for  which  the  negative  differential  coefficient  of  tht 
force  reaches  a  maximum,  and  the  second  differential  coefficient  is  zero.  This 
position  is  the  one  which  must  be  given  to  the  coils.  As  the  distance  of  the  one 
pair  of  coils  is  always  diminished  by  just  so  much  as  that  of  the  other  pair  ii 
increased,  the  change  in  the  force  depends  only  on  the  second  diffeiential  co- 
efficient. If  this  is  positive,  the  xmrrent  produces  a  state  of  unstable  equili- 
brium ;  if  it  is  negative,  the  equilibrium  is  increased,  «.«.,  the  balance  is  ksi 
sensitive  when  the  current  passes  than  when  there  is  no  current.  If  the  coils 
are  brought  into  the  right  position,  neither  the  equilibrium  nor  the  stability  of 
the  balance  is  sJtered,  and  in  this  way  the  correct  position  can  be  ascertained. 

If  the  apparatus  is  well  set  up,  the  error  which  can  occur  is  not  greater 
than  a  milligramme.  As  the  force  exerted  by  the  current  is  proportional  to  the 
square  of  the  intensity,  the  intensity  of  a  current,  which  is  balanced  by  s 
gramme,  can  be  determined  within  ^^.  The  only  force  opposed  to  the 
electro-dynamic  force,  and  which  serves  to  measure  it,  is  that  of  gravity,  and  x» 
fluctuations  are  introduced  into  the  measurement,  such  as  might  arise  from  the 
earth's  magnetism,  or  from  the  elasticity  of  a  unifilar  or  bifilar  suspension. 

The  determinations  of  the  electro-dynamic  equivalent  of  a  current  com- 
spending  with  one  gramme^  made  by  several  independent  observers,  showed  a 
marked  coincidence. 


TEMFEBATUBE  OF  THE  ELECTBIO  ABC. 

(ElektroUehnitthe  Zeitsehrift,  SeptemXwr,  1881,  p,  S48.) 

In  1860,  Becquerel  found  that  the  temperature  of  an  electric  arc  produced 
by  80  Bunsen  cells  was  from  2,070  to  2,100  degrees  cent.,  and  he  laid  it  down  that 
the  illuminating  power  of  the  arc  increased  in  direct  proportion  to  the  amount 
of  heat  radiated,  a  law  which  had  been  already  established  by  Dulong  and 
Petit.  Other  observers  having  found  that  this  law  does  not  hold  good  for  high 
temperatures,  Bosetti  undertook  the  investigation  of  the  question.  His  experi- 
ments  were  carried  out  in  a  different  manner  to  any  tried  before.  He  caused 
the  heat  rays,  which  emanated  from  a  given  surface  of  the  carbons,  to  fall 
upon  the  surface  of  a  thermopile  in  circuit  with  an  astatic  galvanometer.  The 
results  of  a  large  nxmiber  of  experiments,  made  with  160  Bunsen  cells  and  a 
Dubosq  lamp,  showed  that  the  temperature  of  the  positive  carbon  varied 
between  2,400  and  8,900  degrees  cent.  The  smaller  the  radiating  surface,  the 
greater  the  heat^  provided  that  the  extreme  point  of  the  carbon  was  included  is 
the  surfiEice  observed.  The  temperature  of  the  negative  carbon  varied  between 
2,188  and  2,530  degrees  cent.,  but  the  extreme  point  had  a  temperature  of  not 
less  than  2,500  to  8,900  degrees  cent.  In  a  Beynier  lamp  worked  by  8  or  10 
Bunsen  cells,  the  positive  carbon  reached  a  temperature  of  2,406  to  2,784  d^:rees 
cent. 
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AN  EIiE0!CBO.l£AaK£T  OP  UNUSUAL  BIZfi. 
(JBaMroUchn%MehsZeUiehrift,Ma/y,ldSl,pA^^ 

Professor  yon  Frilitzsch  and  Dr.  W.  Holtz  have  constmcted  an  electro- 
magnet for  the  Phyiioal  Institate  of  the  Greifswalder  University,  which  greatly 
exceeds  in  size  any  hitherto  known.  The  core  weighs  628  kgs.,  and  consists  of 
28  hars  of  sheet-iron  7  mm.  thick,  which  form  a  cylindrical  horse  shoe  195  mm. 
in  diameter  and  126  cm.  high.  To  avoid  the  extra  current,  the  plates  are 
lacquered,  and  are  held  together  by  wrapping  round  them  a  hempen  cord 
soaked  in  sealing-wax  varnish,  to  ensure  good  insolation  between  the  coils  and 
the  core.  This  core  is  built  into  an  oak  box  with  bricks  and  cement  to  such  a 
depth  that  the  legs  of  the  magnet  project  960  mm.,  the  box  being  870  mm.  long, 
255  mm.  wide,  and  295  mm.  deep.  The  coils  consist  partly  of  strips  of  sheet- 
copper  and  partly  of  copper  wire ;  100  kgs.  of  copper  strips  are  wound  round 
the  cylinder  in  rings,  each  of  which  has  16  turns,  the  successive  layers  being 
insulated  from  each  other  by  strips  of  sheet  guttapercha;  their  ends  are 
soldered  together  so  as  to  form  one  continuous  circuit.  Over  the  copper  strips 
are  wound  176  kgs.  of  copper  wire,  2  mm.  in  diameter,  partly  insulated  with 
wool  soaked  in  shellac,  and  partly  with  cotton  soaked  in  wax,  the  winding 
being  so  arranged  that  two  wires  are  wound  on  together.  In  this  way  6  double 
layers  of  2  wires  each  are  formed,  the  l^ers  being  separated  by  stout  paper* 
and  each  having  about  the  same  resistance  as  the  whole  of  the  coils  of  copper 
strip.  On  the  lid  of  the  box  is  a  commutator  and  an  arrangement  by  which 
the  several  layers  of  wire  can  be  connected  up  as  required.  The  poles  carry 
pole-pieces  of  88  mm.  strong  iron  plate,  which  can  be  moved  as  desired.  The 
following  table  gives  a  comparison  of  electro-magnets  of  large  size  which  have 
been  constructed  :^ 

Name.                      Dlstaaoe  Length   Diameter  Weight  Section     No.    Weight 

of  poles,  of  ooxe.     of  core,  of  core,  of  wire.      of     ofwve. 

MTn.,         Hm.          "Msn,  Kg.  Mm.    layers.     Kg. 

Faraday's  Woolwich  Bar    —          711         68-6  17*8  14-62       4  19-6 

Faraday's  Horseshoe    ...    102       1,168         96-25      64-S       14*62       8         20-8 

Pliicker's  Horseshoe     ...    284       1,820        102  84  14-98       8         86 

Greif swalder  Horseshoe     696      2,706       196        628  6-28      26       876 


r.  VOV  HBrmSB-ALTSHEOK— A  NEW  DTKAtf O  MACHINE  FOB 

CONTINUOUS  OUBBENTB.^ 
{SleUrotechnUeJie  ZeUsehrifi,  May,  lSSl,p.  168.) 

In  a  paper  read  before  the  Elektrotechnischer  Verein,  the  author  gave  an 
account  of  a  new  machine  of  his  invention.  He  commenced  with  a  short 
account  of  the  alternate-current  machine  of  Messrs.  Siemens^  from  which  the 
new  machine  is  derived.  On  the  bed-plate  of  the  alternate-current  machine 
are  fixed  two  iron  supports  of  a  circular  form.  On  the  inner  side  of  each  of 
these  supports  are  fixed  an  even  number  of  electro-magnets.  The  winding  of 
these  electro-magnets  is  so  arranged  that  each  one  has  the  opposite  polarity  of  the 
one  facing  it,  and  of  those  right  and  left  of  it  on  the  same  side  of  the  machine. 


*  The  abstract  of  this  paper  Is  glyeneomewhat  ftUly,  einoe  the  aoconnte  of  this  maohins  that 
have  already  appeared  in  Bngllah  periodicals  bare  been  more  or  lees  Inaccurate^ 
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Through  the  magnetic  fields  thus  prodnced  induction  coils  are  made  to 
rotate.    Two  of  these  coils  are  shown  in  the  figure,  and,  for  the  sake  of  distanet- 


Fio.  !• 


neas,  with  only  two  layers  of  wire  on  each  coil,  at  the  moment  when  the  one. 
half  of  the  coils  are  hetween  one  pair  of  electro-magnets,  and  the  other  half 
between  the  next  pair.  Thus  in  the  one  half  of  the  coil  an  upward  corrent  is 
produced,  and  in  the  other  half  a  downward  current,  and  these  two  corrents 


Flo.  s. 

reinforce  each  other.  When  by  the  continuance  of  the  rotation  the  coil  oomes 
Just  hetween  two  electro-magnets,  induced  currents  are  set  up  in  both  halves 
of  the  colly  and  a  little  further  on  the  two  opposite  currents  again  reunite,  and 
soon. 
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Am  the  nnmber  of  coils  is  equal  to  that  of  the  magnetic  fleldB,  the  current  is 
simnltaneonsly  reversed  in  all  the  coils.  In  consequence  of  the  opposite 
polarity  of  two  adjoining  magnetic  fields^  the  currents  which  circulate  round 
two  consecutive  coils  are  always  in  opposite  directions. 

The  ends  of  the  coils  are  so  connected  up  that  the  current  circulates  in  each 
coil  in  the  opposite  direction  from  that  in  the  preceding  coil,  and  thus  the  sum 
of  the  force  of  the  currents  entering  each  coil  at  the  same  time  is  obtained. 

In  the  above  figure,  as  well  as  in  those  which  follow,  for  the  sake  of  clear- 
ness^ the  coils  which  are  connected  up  in  the  circuit  in  the  opposite  way  to  the 
direction  in  which  they  are  wound  are  shown  in  black,  the  others  in  white, 
and  the  magnetic  fields  of  opposite  polarity  are  distinguished  by  the  black  and 
white  rectangles.  It  is  to  be  remarked  that  coils  which  approach  magnetic 
fields  of  similar  colour  induce  currents  in  the  direction  of  rotation  of  the 
machine,  while  coils  which  approach  magnetic  fields  of  dissimilar  colour 
induce  currents  in  the  opposite  direction.  It  will  be  seen  that  at  the  moment 
represented  in  the  figure  the  coils  are  approaching  magnetic  fields  of  the  same 
colour,  whilst  in  an  eighth  of  a  revolution  more  the  reverse  will  take  place,  so 
thaty  as  already  explained,  the  power  of  all  the  coils  is  united  to  produce  a 
positive  or  negative  current,  while  by  the  continued  revolution  of  the  machine 
strong  currents  will  be  induced,  rapidly  following  each  other  in  opposite  direc- 
tions, and  constitutiug  an  alternating  current. 

The  new  dynamo  machine  has  nearly  the  same  external  appearance  as  the 
alternate-current  machine.    The  essential  difference  is  that  in  the  new  machine 


FZO.S. 
the  number  of  induction  coils  is  not  equal  to  the  number  of  pairs  of  electro- 
magnets.   The  number  of  each  can  be  varied  at  pleasure,  but  we  will  suppose 
that  in  the  present  instance  there  are  10  magnetic  fields  and  8  coils,  as  shown 
in  Sig.  8. 
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81x106  the  magnetic  fields  are  at  a  different  distance  impart  from  theooili, 
only  two  of  the  latter,  diametrically  opposite  to  each  other,  can  be  aimnltane- 
oosly  in  the  magnetic  fields,  the  other  coils  being  at  a  greater  or  lem  diiitawct 
from  the  adjoining  fields. 

When  the  coils  rotate,  therefore,  the  maxima  of  the  current  do  not,  as  in 
the  alternating  machine,  enter  similar  coils  simaltaneonaly,  bat  enter  sacceam 
coils  at  successiye  moments. 

In  order  to  unite  all  these  induced  currents  into  one  continuoua  covrent, 
the  ends  of  the  armature-coils  are  so  connected  up  that  the  wire  on  all  tbe  ooilj 
forms  a  continuous  closed  circuit,  and  is  wound  round  two  adjoining  ooila  in 
opposite  directions.  Thus  the  induced  currents  which  are  produced  in  two  con- 
secutiye  coils  reinforce  each  other  as  the  coils  approach  simultaneoualy  the 
corresponding  magnetic  fields,  which  of  course  ha^e  different  polarities^  as  sees 
in  Fig.  3.  The  axle  of  the  machine  carries  a  commutator,  which  consists  of  40 
plates  insulated  from  each  other  and  from  the  axle.  The  oommutator  plates 
are  connected  in  8  groups  in  such  a  way  that  each  group  includes  5  plates,  each 
of  which  is  separated  from  any  other  plate  of  the  same  group  by  the  7  plates  of 
the  other  groups.  These  connections  are  made  by  means  of  8  metal  zingE 
attached  to  the  axle,  but  insulated  from  it,  from  each  of  which  five  wires  lead 
to  the  commutator  plates  of  the  respective  groups.  From  the  connecting  wiit 
between  each  two  consecutive  coils  a  wire  goes  to  each  one  of  the  groups  of  the 
oommutator,  and  in  such  a  way  that  two  consecutive  connections  between  the 
coils  are  connected  to  two  consecutive  plates  of  the  commutator. 

The  current  is  taken  off  at  two  diametrically  opposite  points  of  the 
conmiutator,  by  means  of  springs  or  brushes. 

The  working  of  the  machine  will  be  understood  by  reference  to  Fig.  S,  in 
which,  besides  the  coils  and  magnetic  fields,  the  commutator  with  its  groaps  of 
plates  is  indicated  by  the  outer  numbered  circle,  the  position  of  the  brxisihes  by 
the  signs  -f-  &nd  — ,  and  the  connecting  wires  between  the  coils  by  the  lizkss 
numbered  1  to  8«  For  the  sake  of  clearness,  the  connections  between  the  coils 
and  the  plates  have  been  left  out,  but  it  must  be  remembered  that  each  of  the 
wires  numbered  1  to  8  is  connected  to  each  of  the  five  plates  which  bears  the 
corresponding  number. 

Imagine  now  that  the  coils,  together  with  the  commutator,  rotate  in  the 
direction  shown  by  the  arrow,  viz.,  with  the  hands  of  a  watoh«  then  no  matter 
at  what  moment  we.  consider  the  position  of  the  coils  with  respect  to  the 
magnetic  fields,  we  shall  find  that  we  can  alwi^s  draw  a  straight  line  through 
the  centre  of  the  diagram,  whioh  will  divide  it  into  two  halves^  in  one  of  whiefa 
like-coloured  coils  and  fields  approach  each  other^  and  in  the  other  half  unlike- 
coloured.    This  line  is  shown  dotted  in  the  figure. 

All  the  coils  in  the  one  half  give  a  positive  current  in  the  direction  c£ 
rotation,  and  the  coils  in  the  other  half  in  the  contrary  direction ;  accozdinglj 
firom  both  halves  positive  electricity  is  led  to  the  point  7,  and  negitiye  tiedzi- 
city  to  the  point  8.  It  will  also  be  seen  from  the  figure  that  the  platea  7  and  I 
of  the  commutator,  which  are  in  connection  with  connecting  wires  7  and  8  sf 


ttae  «oUi,  ue  tindar  ths  bnuhM  on  eitiier  jtda,  utd  tbeteCora  a  ovnnt  will  flow 
timngb  the  eztemAl  eiionit  of  the  nucliliie. 

In  A  nmllkr  mannet  it  will  b«  found  Uut  for  any  oUier  poiitdOD  ol  the 
nutohine,  the  Inuginary  Una  of  divinon  alwaji  oati  the  two  pointi  of  the  inner 
oiiele  in  connection  with  the  limilulj  nnmbered  plate*  of  the  conunntator, 
which  are  for  that  poution  in  oontact  with  the  bnuhee,  whenca  it  followi  that 
from  Uie  -t-  hnuh  a  oontinnoni  posLtiTs  current  a  obtained,  and  a  continuona 
negative  enrretit  from  the  bruih  marked  — . 

The  new  oontinuooa-onnent  machine  and  the  older  dynamo  machinea  hare 
thii  point  in  common,  that  in  the  two  halves  the  ennent  flows  in  parallel  •hunt 
eironit*.  While  in  the  latter,  however,  the  two  ihout  cLreoita  maintain  their 
position,  in  the  new  moehine  they  revolve  in  an  opposite  direction  to,  and  mnoh 
buter  than,  the  axle,  bat  on  acconnt  of  the  peculiar  arrangement  of  the 
oommntator  platea  the  ends  of  both  circaita  are  alwaya  in  contact  with  the 
bnuhee. 

The  general  arrangement  of  nich  a  machine  ii  aa  follows,  it  being  nnder- 
■tood  that  the  ntunber  of  coil*  miut  not  be  eqnal  to  the  number  of  magnetic 
flalda:— Let  a  be  an  even  nnmber  of  rotating  coUa,  and  n  +  9  the  nnmber  of 

pain  of  electro-magneti,  the  commutator  should  have  n  (  ^  ->-  1  1  parts. 
Between  the  winding!  of  every  two  coila  there  is  a  conneoti<m  with  ^ -i-  1  parts 
of  tbe  oommntator,  which  are  at  eqnal  distances  from  each  other.  The  cnrrent 
i*  always  taken  off  at  two  diametrically  opposed  points  of  the  commutator. 


Instead  of  there  being  more  magnetic  fields  than  coils,  there  may  be  fewer, 
as  is  seen  by  changing  the  +  sign  into  —  in  the  above  quantities,  and  the 
diflbTence  need  not  be  always  equal  to  3.    For  instance,  while  retaining  10 


472  ABSTBAOTB. 

magnetic  fields^  the  nmnber  of  coils  may  be  dpnbled,  ue.^  there  may  be  16  ooili. 
Thifl  givei  an  advantage  in  that  the  sparking  at  the  commutator  is  len,  and 
the  machine  works  better  and  more  steadily.  Fig,  4  shows  a  diagram  of  such 
a  machine. 

The  coils  are  arranged  in  two  series,  so  that  one  coil  half  covers  the  end  of 
the  opposite  coil  in  the  second  series.  It  will  be  seen  from  the  flgare  that  the 
coils  into  which  the  currents  enter  in  immediate  succession  do  not  follow  eaidi 
other,  but  are  arranged  in  a  zigseag  manner  along  a  circle,  and  are  connected 
consecutively  in  the  circuit  of  the  current.  On  this  account,  the  connections 
between  the  coils,  which  in  Fig.  8  appeared  as  a  circle,  are  here  shown  as  lines 
crossing  the  circle  backwards  and  forwards.  In  this  case  the  commutator  has 
80  parts. 

The  author  claims  the  following  advantages  for  his  new  machine.  The 
electro-magnets  are  directly  excited  by  the  continuous  current  circulating  in 
their  coils,  while  in  former  continuous-current  machines  the  more  important 
pole  is  magnetised  by  induction,  and  therefore  with  less  strength.  The  rotating 
coils  contain  no  iron,  and  no  reversal  of  the  magnetic  poles  occurs  in  the  whole 
machine,  and  thus  the  loss  of  power,  due  to  heating  of  the  iron  by  such  reversals, 
is  avoided.  In  the  existing  machines  of  Gramme  or  Siemens,  this  heating  docs 
not  reach  a  large  amount,  since  the  poles  are  only  reversed  twice  in  each 
revolution ;  but  in  the  machine  here  described,  the  reversals,  supposing  an  iron 
core  to  be  used,  as  in  the  Alliance  machine,  would  be  much  more  frequent^  and 
the  heating  would  be  considerable,  entailing  a  greater  expenditure  of  power  lo 
drive  the  machine.  Another  advantage  lies  in  the  simple  manner  of  windiag 
the  coils,  and  in  the  possibility  of  thoroughly  insulating  the  wire  from  the  body 
of  the  machine.  The  armatures  of  the  older  types  of  machine  had  to  be 
wound  by  hand,  whereas  the  coils  of  the  new  machine  can  be  readily  wound  in 
a  lathe. 

The  author  proceeds  to  compare  the  respective  merits  of  continuous-cuirent 
machines  and  alternate-current  machines.  The  amount  of  light  given  by  the 
two  kinds  of  machines  is  about  the  same,  but  in  the  continuous-current  one, 
since  the  positive  carbon  is  placed  at  the  top,  the  light  is  thrown  more  down- 
wards, while  with  alternate-current  machines  each  carbon  is  equally  hot,  and 
the  light  is  more  equally  diffused.  The  alternate  current  gives  the  best  light  in 
a  horizontal  direction,  and  the  continuous  current  in  a  downward  direction.  A 
further  advantage  of  the  alternate  current  machines  is  that,  as  the  electro- 
magnets are  excited  by  a  current  from  a  small  dynamo  machine,  they  are  not 
so  sensitive  to  any  slight  variations  of  resistance  in  the  circuit,  and  they  thos 
give  a  steadier  light.  This  method  of  exciting  the  electro-magnets  by  a  current 
from  a  primary  machine  can  also  be  adopted  very  successfully  with  continooos 
current  machines.  Also  the  alternate-current  machines  do  not  require  any 
commutator.  This  is  the  most  critical  part  of  a  dynamo  machine,  both  on 
account  of  the  sparking,  which  cannot  be  entirely  prevented,  and  because  any 
faulty  insulation  may  lead  to  great  damage  to  the  machine.  With  alternate- 
current  machines,  again,  several  independent  circuits  can  be  derived  from  the 


ABSTBA0T8.  478 

same  machine^  bo  that  the  lamps  may  be  easily  arranged  in  gronps,  any  one  of 
which  may  be  extingnished  without  affecting  the  othen.  Neither  machine  has 
a  decided  superiority^  but  each  has  its  special  uses.  Both  kinds  can  be  used  to 
work  differential  lamps,  it  being  only  necessary  to  proportion  the  thickness  of 
the  wire  on  the  armature  to  the  power  required  for  the  lamps.  Whilst,  there- 
fore, both  kinds  of  machines  can  be  suitably  employed  for  lighting,  the  con- 
tinuous-current machines  are  alone  available  for  electro-plating,  refining  of 
metals  by  electrolysis,  or  for  transxnission  of  power. 

The  author  concluded  by  observing  that  the  machine  was  still  too  new  to 
admit  of  a  full  comparison  with  the  older  types,  but  he  thought  that^  by  uniting 
the  currents  arising  from  different  poles  of  the  machine,  a  new  principle  had 
been  introduced,  which  would  prove  of  importance  in  the  further  development 
of  dynamo-electric  machines. 
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•  Commissioner  for  the  Electrical  Exhibition. 
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In  Paris — ^Aylmer,  J.,  C.E. 


In  London — Webb,  F.  H. 


•  • 


General  Classification  of  Objects  in  the  Exhibition. 


I  >  I 


GROUP  L— PRODUCTION  OP  ELECTRICITY. 

Class    1.— Statical  Electricity. 

Class    2. — Batteries  and  Accessories. 

Class    3.— ^Magneto  and  Dynamo  Electric  Machines. 

GROUP  XL— TRANSMISSION  OP  ELECTRICITY. 
Class    4. — Cables,  Wire,  Accessories,  and  Lightning  Protectors. 

GROUP  in.— ELECTROMETRY. 
Class    5. — Apparatus  used  in  Electrical  Measurements. 

GROUP  IV.— APPLICATIONS  OP  ELECTRICITY. 

Class    6.— Telegraphic  Signalling. 

Class    7. — Telephonic,  Microphonic,  and  Photophonic  Apparatus. 

Class    8. — ^Electric  Light. 

Class    9. — ^Electric  Motors  used  in  the  Transmission  of  Power. 

Class  10. — Medical  Electricity. 

Class  11. — Electro-Chemical  Apparatus. 

Class  12. — Instruments  for  Measurement,  Electro-Magnets,  Compasses. 

CIass  18. — ^Various  Apparatus. 

GROUP  v.— GENERAL  MACHINERY. 

Class  14. — Steam,  Gas,  and  Hydraulic  Motors  and  suitable  Transmitters 

for  Electric  Industries. 

GROUP  VI.— BIBLIOGRAPHY,  HISTORY. 

3lass  15. — Bibliographical  Collections  of  Scientific  Works,  and  of  those 

referring  to  Electrical  Industries,  Flans,  Maps,  &c, 

IJlass  16. — Historical  Collections  of  Apparatus  used  in  the  early  investiga- 
tions and  in  the  oldest  applications  of  Electricity. 

A  2 


Explanation  of  Reference  Numbers  in  this  Guide  Book. 


■•♦• 


"  7  and  3.    Gr.  i.,  cl.  8, 1444— Gr.  iv.,  cl.  8, 1608— Gr.  iv.,  cL  11, 1621. 

ANGLO^MERICAN  BRUSH  ELECTRIC  LIGHT 

CORPORATION,  LIMITED, 

74,  HatUm  Garden,  London^  E.Cr 

Means — ^Firat,  that  the  Brush  Company'B  exhibits  occupy  stalls  num- 
bered 7  and  S  in  this  Guide  Book,  and  may  be  seen  in  this  order  b^  i 
visitor  following  the  route  indicated  in  this  book;  secondly,  that  tfaeyiR 
classified  under  group  i.,  class  8,  in  the  French  Official  Catalpgne,  and 
bear  the  number  1444  in  that  group  and  class;  that  they  are  also  danfie': 
under  group  iv.,  class  8,  bearing  the  number  1502  in  that  group  and  clw: 
and  again  under  group  iv.,  class  11,  where  they  bear  the  number  1521* 


BRITISH  MACHINERY  SECTION, 


South  East  of  the  Electric  Railway  Station. 


The  numben  in  this  Guide  Book  tomiiienee  at  the  Bait  end  of  the  British  Haehinery 

Section. 


7  and  3.    6r.  i.,  cl.  3, 1444  ■  Gr.  iy.,  ol.  8, 1602^6r.  iv.,  oL  1 1, 1621. 

ANGLO-AMERICAN   BRUSH  ELECTRIC  LIGHT 

CORPORATION,  LIMITED. 

74,  Hatton  Garden,  London,  E,C. 
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One  dynamo-electric  machiney  capable  of  working  40  «=  2,000  candle 
power  arc  lamps. 

One  ditto  16  ~  2,000  ditto. 

One  ditto  a  single  light  of  6,000  candle  power. 

One  dynamo-electric  machine,  capable  of  working  8  lights  of  2,000 
candle  power  each. 

4  lights  of  3,000. 
„  2,000. 
„  160,000. 
„  50,000. 
„  3,000. 
„      1,500. 

One  plating  machine  and  about  100  assorted  arc  lamps. 
There  will  also  be  exhibited  a  dynamo  machine,  driving  about  200 
Lane  Fox  incandescent  lamps.    In  addition  to  the  above  there  will  be  a 
collection  of  various  details  of  lamps,  carbonsi  wiree,  &c. 


One 

ditto 

4 

One 

ditto 

2 

One 

ditto 

1 

One 

ditto 

1 

One 

ditto 

1 

One 

ditto 

1 
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2.    6r.  IT.,  cL  8, 1616. 

J.    W.    SWAN, 

INCANDESCENCE  LAMPS  OF  VARIOUS  FORMS  AND  WITH 

VARIOUSLY  ARRANGED  PimNCJS. 

Swanks  Laaap  conaistB  of  a  bulb  of  glasB  (from  which  air  has  been 
almost  completely  exhausted)  containing  a  thin  filament  of  carboii,  vhidi, 
when  an  electric  current  passes  through  it,  becomes  incandescent. 
This  exhibit  comprises  chandelier,  bracket,  and  table  lamps. 
Among  the  special  adaptations  of  this  lamp,  Mr.  Swan  exhibits  :— 
The  miner's  lamp,  of  various  designs. 
The  diver's  lamp. 
Workshop  lamps. 
A  group  of  lampS|  arranged  for  signalling,  &c. 

5,  as  above. 

2  and  3.    Or.  v.,  cL  14. 

ROBEY  ft  CO., 

Lincoln  and  117,  dnium  Street,  London,  E.C. 

PATENT   ROBEY  FIXED  ENGINE  &  LOCOMOTIVE  BOILEB 

COMBINED. 

One  2a-h.p.  patent  <<Rohey"  electric  light,  fixed  engine.    ^  Drifingtb 

ofMesss. 

standi  S^ 

lands, 

and  of 

Mr.Sm. 

gtami 
No.  2. 

This  engine  is  specially  designed  for  providing  economical  steam  pover 
in  a  small  space.  We  would  direct  attention  to  the  way  in  which  tb' 
boiler  is  connected  to  the  engine  by  being  bolted  to  the  cylinder  onlji 
and  carried  by  rollers  working  in  grooves  at  firebox,  and  thus  rellermf 
the  boiler  of  all  strain.    The  base-plate  is  formed  at  one  end  into  an  asli 


One  40-h.p, 

ditto 

ditto. 

One  25-h.p. 

ditto 

ditto. 

One  20-h.p. 

ditto 

ditto. 

One  16-h.p. 

ditto 

ditto. 

One  12-h.p. 

ditto 

ditto. 

One  12-h.p. 

ditto 

ditto. 

One  14-h.p. 

ditto 

ditto. 

pit  widi  damper  iooxB,  and  is  made  raitable  for  reoeiviiig  the  fizeboz  end 
of  the  boiler^  the  oliher  end  of  which  ia  carried  bja  crutohHshaped  oaating 
fixed  over  the  cylindera.  The  end  of  the  base-plate  imder  lihe  cylinders 
is  formed  into  a  feed  water-heater  tank  into  which  the  cylinder  cock 
discharges  all  condensed  water,  and  into  which  a  portion  of  the  exhaust  is 
BO  directed  as  to  heat  the  feed  water  to  nearly  boiling  point  before  going 
into  the  boiler.  The  whole  of  the  parts  of  both  engine  and  boiler  being 
included  on  one  foundation  or  base-plate,  heavy  and  expensive  foundations 
are  dispensed  with,  the  weight  of  the  boiler  and  its  contained  water  acting 
aa  an  extra  weight  to  assist  in  keeping  the  whole  machinery  in  rigid 
position.  AU  engines  are  fitted  with  patent  equilibrium  governors,  which 
are  admirably  adapted  for  working  in  connection  with  electric  light 
apparatus. 

4.    Gr.  iv.,  el.  9, 1617. 

LATIMER  CLARK,  MUIRHEAD  &  CO., 

Eegency  Street,  Westminater,  London, 

Dr.  Hopkinson's  electro-magneto  machine  for  continuous  currents. 
Ditto  ditto  alternate  currents. 

6.    Gr.  iv.,  cL  8, 1609. 

ROWATT  &  PYPE'S  ELECTRIC  CO.,  LIMITED, 

52,  Queen  Victoria  Street^  London,  E,C, 

Schuckerfs  dynamo  machine. 
Two  Siemens'  D.2  machines. 

6.    Gr.  i.,  cl.  8|  1443— Gr.  ▼.,  cl.  14, 1633. 

R.  E.  CROMPTON  &  CO., 

Arc  Worki,  Chelnu/ord, 

The  main  exhibit  is  a  compound  semi-portable  steam  engine,  con- 
structed by  Messrs.  Marshall,  Sons,  &  Ck).,  of  Gainsborough,  to  speci- 
fication of  exhibitors. 

In  this  engine  the  desire  has  been  to  produce  a  design  free  from 
complication  and  to  obtain  great  regularity  of  strain  on  the  crank 
shaft  throughout  each  reyolution,  and  at  the  same  lime  get  the  advantage 
of  using  high  grades  of  expansion. 
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There  are  two  o^inders,  7  and  11^  dia.,  both  tfaorongUy  rteni 
jacketted.  The  high  pressure  cylinder  has  a  stide  Talve,  the  cat  oS  of 
which  ia  controlled  by  a  Hartnell  governor,  Bimilar  to  those  used  on  the j 
simple  engines  in  all  their  permanent  installations. 

The  engine  can  be  started  when  all  circuits  are  closed  (and  conaequentlj 
considerable  power  is  required)  by  opening  a  small  yalve  and  thui  admitdai 
the  steam  direct  from  the  boiler  to  both  cylinders ;  after  the  esgioe  gets 
well  under  way  this  valve  is  closed  and  the  engine  works  oompoond.  Wit)i 
this  engine  at  Paris  it  is  expected  to  work  twelve  lights  on  four  Biirgk 
Machines,  with  a  consumption  of  40  lbs.  of  Welsh  ooal  per  hoar,  in  otib 
words  the  exhibitors  hope  to  obtain  a  light  of  1500  candles  per  hmk 
expenditure  of  each  lb.  of  fuel*  They  are  Bhowing7<>ur  Biirgin  Dynoao- 
Electric  Machines,  The  first  two  are  of  their  ordinary  patten,  tbe 
armature  being  wound  with  .057  wire.  The  magnets  .141  wire.  The 
total  internal  resistance  of  he  machine  being  2.16  ohms*  The  K  M.F. 
at  1550  revs,  per  minute  is  200  volts.  Three  arc  lights,  nominallj  4u'> 
candles  each,  can  be  burned  in  series. 

The  third  machine  is  wound  with  same  wire  on  magnets,  U: 
.065  wire  on  armature,  ItsE.  M.  F.  is  160  volts.  Two  very  large  kc 
lights,  50  per  cent,  larger  than  those  named  above,  can  be  burned  in  series, 
or  sixty  Swan  lamps  can  be  burned  in  three  series  of  twenty  each. 

The  fourth  machine  is  wound  with  similar  wire  to  the  first  named,  br. 
has  ten  rings  instead  of  eight,  and  consequently  has  a  collecting  cjlindff 
with  dxty  divisions.  This  machine  drives  from  four  to  ax  arc  ligHta  of 
equal  power  to  those  first  named*    The  E.  M«  F.  is  800  volts. 

7.  Gr.  i.,  cl.  8, 1446. 

BRITISH  ELECTRIC  LIGHT  COMPANY, 

Heddan  Street^JRegnd  Street,  London. 

Gramme  machines  of  various  new  types,  giving  variable  cazreoti 
according  to  requirements. 

Various  apparatus  for  use  with  above. 

8.  Gr.  v.,  cl.  14. 

THE  DOWSON  ECONOMIC  GAS  CO.,  LIMITED, 

3,  Great  Q^e§n  Street,  Weeiminster,  London. 

This  exhibit  represents  an  apparatus  for  making  cheap  gas  suitable  k 
gas  engines,  which  can  drive  dynamo  and  other  niA^^i«i»».    After  avrenl 
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triab  witli  Bome  ofMeasn.  CroBdey'B  Si-b.p.  (nominal)  ''Otto''  gas 
engines,  it  has  been  proved  that  by  using  this  gaa  the  actual  consumption 
of  coal,  after  allowing  10  per  cent,  for  waste  and  impurities,  is  lA  lbs. 
per  indicated  h.p.  per  hour.  The  total  cost  of  this  gas,  including  wages, 
&c.,  and  when  made  on  a  comparatiyely  small  scale,  is  under  one  shilling 
for  the  equivalent  of  1000  c.f.  of  ordinary  coal  gas  which  usually  costs 
38.  to  4«.  The  cost  can  be  still  farther  reduced  when  the  gas  is  made  on 
a  large  scale.  This  gas  has  been  in  use  over  two  years  for  several 
manufacturing  processes,  and  the  above  figures  as  to  cost  have  been  fully 
confirmed.  The  exhibitors  shew  also  models  of  their  apparatus  in  the 
General  British  Section.    The  inventor  is  Mr.  J.  Emerson  Dowson,  C.E. 

0.    Gr.  i.,  d.  3, 1449. 

W.  T.  HENLEY, 

North  Woolwich^  London, 
One  vertical  dynamo  electric  machine. 
Two  horizontal  dynamo  electric  machines. 

10.    6r.  v.,  cl.  14, 1644. 

WALLIS  &  STEVENS, 

North  Hants  Iron  Works,  Basingstoke, 

A  semi-fixed  steam  engine,  with  patent  governor  gear  for  adjusting  the 
speed  while  in  motion  to  any  desired  point.  An  invaluable  addition,  as 
the  speed  required  to  give  the  best  light  vanes  constantly  with  the  state  of 
the  atmosphere  and  the  adhesion  of  the  belts. 

77.    Gr.  v.,  cl.  14, 1640. 

RANSOMES,  HEAD,  &  JEPPERIES, 

9,  Oracichurch  Street,  London,  and  Ipswich, 

Messrs.  Ransomes,  Head,  &  JefEeries,  of  the  Orwell  Works,  Ipswich, 
and  9,  Gracechurch  Street,  London,  who  have  devoted  considerable 
attention  to  the  manufacture  of  steam  engines  specially  adapted  for 
driving  electric  light  machines,  exhibit  the  following,  namely  :^ 

1.  10'h.p,  Semi-Portable  Engine^  with  multitubular  boiler,  patent 
automatic  governor  expansion  gear,  with  all  usual  fittings,  specially  adapted 
for  driving  dynamo-electric  machines.  This  engine  is  of  the  same  type 
as  the  one  employed  for  driving  the  electric  light  on  the  Thames  Embank- 
ment, London. 

1.  H  eizej  6-A.p.  Vertical  Engine^  with  patent  automatic  governor, 
expansion  gear,  and  usual  fittings.    This  type  of  engine  is  used  on  board 
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steamers,  and  is  arranged  to  drire  he  dynamo  machine  by  geaixng  initead 
of  belting,  ahhoogh  a  plain  flywheel  can  be  oaed  when  prefinrred. 

12.    Ghr.  v.,  el.  14, 1643. 

THOMSON,  STERNE  ft  CO.,  LIMITED, 

The  Crown  Iron  Works,  Glasgow  ; 
10,  Victoria  Chambers,  Westminster,  London,  S.  W,;  and 

10,  Rue  Laffitte,  Paris. 

CLERK'S  PATENT  GAS  ENGINE. 
In  Clerk^s  patent  gas  engine  an  ignition  is  made  at  every  reyolution 
instead  of  one  ignition  at  every  two  or  more  revolations,  as  is  usual  in 
existing  gas  engines;  the  power  is  therefore  much  greater  for  the  size  of  the 
engine.  By  a  special  and  simple  arrangement  all  tendency  to  back  ignition 
is  avoided,  and  the  engine  may  be  worked  up  to  its  full  available  power 
without  a  tendency  to  irregularity.  It  is  much  steadier  than  ordinary  gas 
engines,  and  therefore  better  snited  for  dynamo  electric  purpoaea.  It  is 
extremely  simple,  and  has  no  gearing  wheels  of  any  kind.  The  preaBore 
necessary  on  the  ignition  slide  is  very  low,  as  the  ignition  port  is  small 
There  is  thus  no  liability  of  the  valve  to  cut  up  or  possibility  of  absorbing 
power. 

14.    Gr.  v.,  cl.  U,  1687. 

PETER  BROTHERHOOD, 

56,  Compton  Street^  London,  B.C.,  arid  10,  Rue  Laffitte^  Paris. 

One  Brotherhood  d-eye  engine,  driving  a  No.  5  Bmah  dynamo-electric 
machine. 

One  Brotherhood  S-eye  engine,  driving  a  pair  of  Dr.  Siemens* 
dynamo-electric  machines. 

One  Brotherhood  d-eye  engine,  driving  a  pair  of  G.  T.  Giamme 
dynamo-electric  machines.  • 

/&     Gr.  v.,  cl.  14. 

A.  FIQDES, 

LewiiCs  Mead^  Bristol. 

The  ''  Fiddes  "  silent  gas  engine,  in  motion.  By  means  of  an  entirely 
new  action  in  gas  engines,  the  "  Fiddes "  gas  engine  is  rendered  very 
powerful  and  simple  in  construction,  as  well  as  using  less  gas  than  most 
other  gas  engines. 
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GENERAL  BRITISH  SECTION. 


North  West  of  the  Electric  Railway  Station, 


The  numbers  in  this  Quide  Book  commence  at  the  North  East  end  of  the  General 

British  Section. 


/.  OFFICE  OP  THE  ROYAL  BRITISH  COMMISSION. 

2  and  3.    Gr.  ii,,  d.  4, 1461— 6r.  iv.,  d.  6, 1491— Gr.  iv.,  ol.  8, 1614- 

MESSRS.  SIEMENS  BROTHERS  ft  CO., 

CharUon,  near  Woolwich, 

Nine  battery  cells  of  yarions  patterns  and  sizes. 

Three  battery  boxes. 

Six  Siemens'  patent  dynamo  machines,  D^  upright  in  operation,  excited 
by  one  D^  dynamo  machine. 

One  Siemens'  patent  alternate  current  machine,  W*in  operatioDi 
excited  by  a  D*  dynamo  machine. 

One  Siemens*  patent  W^  alternate  machine,  arranged  to  burn  28  lights 
in  4  circuits  of  7  lights  each. 

One  Siemens'  patent  D*  dynamo  machine  upright. 

One  ditto  D^  ditto. 

One  ditto  D«  ditto. 

One  ditto  D*  ditto. 

One  ditto  D'  ditto,         having  its  electro-magnets 

connected  parallel  with  the  external  circuit. 

One  Siemens'  large  dynamo- electric  quantity  exploders.  Fuses  (-inch 
length  of  iridio-platinum  wire  0.0015-inch  diameter,  through  70  units. 

One  Siemens'  mall  ditto.  Fuses  ^-inch  of  same  size  iridio-platinum 
wire,  through  50  units. 
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One  Siemens'  magneto-electric  quantity  esploderi  with  9  magnets. 

One  ditto  ditto,  with  6  magnets. 

One  ditto  ditto        ditto,        cheap  fonn. 

One  ditto    large  djnamo-electric  tension  exploder.      Lengtli 

of  spark  ^^  inch. 

One  ditto    small        ditto.     Length  of  spark  ^^%  inch. 

One  Siemens'  magneto-electric  tension  exploder,  with  9  magnets. 
Length  of  spark  j}^  inch. 

One  Siemens'  magneto-electric  tension  exploder,  with  6  magnets. 
Length  of  spark  j^^  inch. 

One  Siemens'  magneto-electric  tension  exploder,  with  6  magnets, 
cheaper  form.    Length  of  spark  ji%jj  inch. 

One  Siemens'  No.  10  iron  tabular  tel^raph  pole,  with  4  Btretdung 
insulators. 

One  Siemens'  No.  5  iron  'tubular  telegraph  pole,  with  buckled  plate 
and  4  intermediate  insulators. 

One  Siemens'  No.  105  iron  tubular  telegraph  pole,  with  Le  Grand  and 
SutclifiPs  patent  base-pile. 

One  Siemens'  No.  110  iron  tubular  telegraph  pole,  with  Le  Grand  and 
SutclifPs  patent  base-pile. 

Two  rammers  for  driving  piles. 

One  short  wooden  pole,  with  17  insulators  of  various  patterns. 

One  short  wooden  pole,  with  22  insulators  of  various  patterns. 

One  short  wrought  iron  pole,  with  11  insulators  of  various  patterns. 

One  short  wrought  iron  pole,  with  10  insulators  of  various  patterns. 

One  small  box,  with  samples  of  Siemens'  compound  wire. 

Four  small  coUs  of  Siemens'  compound  wire. 

Three  insulators  for  electric  light  leading  wire. 

Samples  of  leading  wire  for  electric  light  use. 

Samples  of  underground  cable  for  electric  light  use. 

One  dial  pattern  testing  bridge. 

One  portable  testing  bridge. 

One  set  of  testing  apparatus,  on  ebonite  pillars. 

One  Thomson's  reflecting  galvanometer. 

One  portable  folding  lamp  and  scale  stand  for  same. 

One  Jacob's  transparent    ditto. 

One  Siemens'  universal  galvanometer. 

One  Obach's  galvanometer  for  measuring  powerful  currents. 

One  Siemens'  electro-djnamometer  for  measuring  powerful  currents. 
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One  Siemens'  electro-djrnamometer  for  measuring  small  currents. 

One  duplex  condenser  from  ^  to  2  m.£.  capacity. 

One  condenser  of  0.87  m.f.  capacity. 

One  Siemens'  electrical  pyrometer,  complete. 

One  box  of  comparison  resistance  coils,  10,000  ohms. 

One  box  of  branch  resistance  coils,  from  2  to  1000  ohms. 

One  carbon  resistance  frame,  8  units. 

One  hoop*iron  resistance  frame,  0.1  to  1  unit. 

One  set  of  portable  field  outpost  tel^raph  apparatus. 

Two  intermediate  Morse  double-current  duplex  translation  instruments. 

Two  Morse  double*current  self -starting  end  local  instruments. 

One  model  ABC  instrument,  with  finger  key. 

One  round  ditto        ditto        ditto  handle. 

One  square  ditto        ditto  ditto. 

Six  Siemens'  hanging  pendulum  lamps,  burning  in  connection  with  the 
6  D'  dynamo  machines. 

Eight  Siemens'  differential  lamps,  burning  in  oonnection  with  the 
W*  D*  machines. 

One  Siemens'  hanging  pendulum  lamp,  with  abutment  pole.  City  of 
London  pattern,  with  reflector. 

One  Siemens'  hanging  pendulum  lamp,  enclosed  in  square  lantern, 
with  reflector. 

One  Siemens'  hanging  pendulum  lamp,  with  cover  removed 

One  Siemens'  large  pendulum  lamp,  upright. 

One  ditto  ditto,       with  abutment  pole  in  parabolic 

reflector. 

One  Siemens'  small  pendulum  lamp,  upright. 

One  ditto  ditto,      with  abutment  pole. 

One  ditto  ditto,      in  reflector,  upon  cast  iron  stand, 

with  universal  motion. 

One  Siemens'  duplex  hanging  pendulum  lamp  on  stand. 

Two  Siemens'  difEerential  lamps,  with  abutment  poles  on  lamp  posts. 
City  of  London  pattern. 

One  Siemens'  differential  lamp,  with  cover  removed. 

One  ditto  ditto,  for  ships  use. 

One  ditto  ditto,  with  cam  adjustment. 

One  ditto  medium  f ocus^keeping  clockwork  lamp,  with 

reflector  and  focus  observer. 
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One  Siemens*  small  foous-keeping  clockwork  lamp  in  Fiesnel  reflector, 
upon  cost  iron  stand,  with  nrnversal  motion. 

One  Siemens'  small  focns-keeping  lamp,  as  above,  with  cover  removed. 

One  Siemens'  lamp,  with  horizontal  carbons. 

One  globular  lantern,  with  pendant,  ash  tray,  counterweighti  and 
20-inch  alabaster  globe. 

One  globular  lantern,  with  reflector,  City  of  London  pattern. 

One  square  lantern,  with  inverted  umbrella-shaped  reflector  and 
weather  covers. 

Samples  of  carbon  rods  for  electric  light. 

One  single-leaf  horse-shoe  magnet,  weighing  1  lb.  9}  ozs.,  and  capable 
of  supporting  S\  lbs. 

One  five-leaf  horse-shoe  magnet,  weighing  7  lbs.  15  ozs.,  and  cafiable 
of  supporting  84  lbs. 

One  micrometer  gauge,  graduated  inch  ajid  millimeter. 

One  „  „  inch. 


4.  MESSRS.  SIEMENS'  SUBMAEINB  TELEGRAPH  TROPHY. 
Centre  of  East  end  of  OenercU  British  Section. 

One  submarine  trophy,  consisting  of — 

A  telegraph  buoy,  completely  rigged  with  flagstaff,  lamps,  and 
bridlechain. 

A  coil  of  6  by  4  steel  and  hemp  grappling  rope,  one  end 
shackled  on  to  the  bridlechain  of  buoy,  and  the  other  to  a  miuihroom 
anchor. 

A  2^-cwt.  ordinary  5-prong  grapnel. 

A  set  of  connections  for  steel  and  hemp  grappling  rope. 

A  model  of  their  telegraph  steamer  ''  Faraday," 

Three  stones  picked  up  from  the  bed  of  the  North  Atlantic 
Ocean. 

Specimens,  illustrating  manu&cture  of  gutta  percha  and  guttta 
perchacore. 

Specimens,  illustrating  manufacture  of  India  rubber  and  India 
rubber  core. 

Gases  containing  specimens  of  submarinei  subterranean,  militazy, 
and  torpedo  cables. 
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Platino  Braziliera  cable,  1873. 
Direct  United  States  cable,  1874. 
French  Atlantic  cable,  1879. 
New  American  Atlantic  cables. 


Table  to  the  South  of  the  preceding  Trophy. 

6.     6r.  It.,  cl.  6, 1400. 

MESSRS.  SAXBY  ft  FARMER, 

Patent  Railway  Signal  WorkSy  Canterbury  Roadj  London,  N^W. 

Full-size  machine,  illustrating  ''  The  mechanical  union  of  the  block 
and  interlocking  systems."  The  apparatus  consists  of  seven  levers  for 
working  points  and  signals,  and  the  necessary  telegraphic  block  signalling 
instruments  for  working  between  three  consecutive  stations  on  a  railway. 
The  important  feature  of  this  invention  is  that  it  combines  in  one  apparatus 
the  levers  for  working  the  points  and  signals,  and  the  handles  of  the  train 
telegraph  instruments,  all  being  reciprocally  interlocked,  so  that  they 
caomot  be  manipulated  in  a  contradictory  manner. 

Some  of  the  special  advantages  are  that  the  points  and  out-door  signals 
must  be  in  proper  position  before  "  line  clear  "  can  be  telegraphed,  and  no 
points  can  be  improperly  shifted  after  the  line  has  been  signalled  "  dear.*' 
Having  signalled  "  line  clear  "  once  it  is  impossible  to  do  so  a  second  time 
until  the  first  train  has  passed  out  of  the  section.  All  points  which  have 
been  locked  by  the  action  of  giving  ''line  dear"  remain  locked  till  the 
expected  train  has  passed  through  the  station. 

The  out-door  starting  signal  is  oompdled  to  be  re-set  to  danger  behind 
every  train,  and  it  is  impossible  to  signal  a  train  to  enter  a  block  section 
vritbout  first  announcing  it  to  the  next  station  on  the  tdegiaph.  The 
starting  signal  to  permit  entrance  into  a  blodc  section  cannot  be  given 
i^ithout  the  consent  and  concurrent  action  of  the  signalman  at  both  ends 
of  the  section. 
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Table  to  the  South  West  of  Messrs,  Siemens'  Trophy. 
South  East  end  of  Table. 

6.  Gr.  iy.,  cl.  6, 1481. 

W.  M.  POXCROPT, 

54,  Compton  Street,  ClerhenweU,  London,  B.C. 

Ck>inprifleB  block  inBtrainent  oMeSy  single  needle,  North  Eistera 
Railway  pattern;  speaking  instrument  casesy  single  needle,  Midlsnd 
Railway  pattern,  speaking  instrument  cases,  G.P.O.  pattern  fivr  com- 
mutator instrument,  also  Grower  bell  telephone  cases,  as  adopted  by  Her 
Majesty's  Government,  or  G.P.O. ;  also  special  telephone  and  batterj 
cases  combined.  Being  portable  they  can  be  used  for  men  of  war,  torpedo 
and  field  purposes.  Each  division,  boat,  &c.,  being  supplied  with  one  bj 
the  paying  out  of  a  wire,  communication  is  easily  maintained.  Tnoi- 
mitter  and  receiver  case. 

7.  Gr.  i.,  d.  2, 1486— Gr.  ii.,  cL  4, 1462. 

JOSEPH  BOURNE  ft  SON, 

Denby  Pottery,  near  Derby, 

8PBCIMBN8  OP  STONEWARE  INSULATORS,  BATTERY  JABS, 

&c. 

The  peculiar  qualities  resulting  from  the  composition  of  the  paste  from 
which  these  insulators  are  produced  are  a  high  degree  of  vitrefaction,  com- 
bined with  great  toughness  and  strength.  These  qualities  have  led,  nnoe 
the  commencement  of  the  manu&cture,  thirty  years  ago,  to  a  huge  and 
increasing  demand.  For  many  years  the  firm  enjoyed  the  exclusive  light 
to  manufiicture  the  well-known  double  V  insulators,  patented  by  Bfr. 
Varleyi  whilst  these  and  other  shapes—notably  the  Z  pattern— have  beeo 
laigely  supplied  to  the  English  (Government  Telegraph  Department 
Specimens  of  these  are  exhibited. 

The  larger  exhibits  are  copies  of  the  designs  of  Colonial  and  Foreign 
Engineers,  who  look  for  strength  and  durability,  as  well  as  perfect  inso- 
lation for  long  distances,  whilst  the  smaller  specimens  have  been  fiHUvi 
equally  adapted  to  telephone  and  mining  purposes. 

The  same  qualities  enter  into  the  composition  of  the  battery  celli  ex- 
hibited. 
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8.  Gr.  ir.,  d.  13, 1684. 

WEBB  BROWNE  WOLSEY, 

22,  Harrington  Square^  London,  N,W, 

Electric  Automatic  Tell  Tale  Till,  three  specimens  of  an,  arranged  for 
English,  French,  and  American  currency. 

The  object  of  this  invention  is  for  the  protection  of  retail  traders  from 
the  pilfering  of  employes  entrusted  to  take  cash.  It  is  quite  novel  in  its 
operation  and  construction,  and  is  patented  in  Great  Britain,  America,  and 
other  coimtries.  The  mechanism  is  contained  in  a  small  box,  on  the  top 
of  which  are  several  dials  for  the  £  8.  d,,  &c.  On  these  are  registered 
not  only  each  separate  amount  paid  in,  but  they  show  at  a  glance  the  total 
of  the  money  that  has  been  received  during  the  day;  moreover,  at  each 
operation  it  rings  out  on  different  bells  the  various  amounts  paid  by  the 
customer,  either  in  front  of  the  payer  or  in  any  other  convenient  place. 
It  cannot  be  tampered  with  and  is  adapted  to  any  kind  of  trade,  especially 
for  very  quick  businesses.  It  requires  but  little  attention,  as  it  is  worked 
by  a  Leclanch6  batteiy  (that  requires  charging  four  times  during  the 
3'^ear),  and  is  not  very  liable  to  get  out  of  order. 

9.  Gr.  ii.,  cl.  4, 1463— Gr.  iv.,  cl.  12, 1526. 

MESSRS.  W.  T.  HENLEY, 

North  Woobnch. 

A  Case  of  Samples  of  Oablea  manufactured  by  Messrs.  W.  T.  Henley 
up  to  1879. 

A  Permanent  Magnet 

70.    Gr.  V.  cl.  14,  1542. 

FREDERICK  J.  SMITH, 

Taunton. 

DTNAMOMETER  (MODEL). 

The  dynamometer  is  designed  to  show  at  any  instant  the  amount  of 
force  transmitted  in  working  any  machine  luder  trial. 

Description:  two  bevil  wheelsi  one  receiving  motion  from  a  prime 
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movery  the  other  transnutdog  the  motion  to  the  mabhine  to  be  tested,  in 
in  gear  with  a  third  bevil  wheel  between  them,  the  axis  of  which  ia  li 
right  angles  with  the  azie  of  the  former  wheeb,  and  capable  o!  Itrgs 
angular  displacement ;  this  displacement,  which  is  controlled  by  a  spsd 
spring,  is  drawn  on  a  drum  carrying  paper,  which  moves  at  a  oertunntk 
to  the  belt  speed.  The  diagram,  as  in  other  cases,  shows  the  force  tzus- 
mitted.  Another  tracer,  actuated  by  an  electro-magnet,  controlled  bj 
a  seconds  pendulum,  indicates  on  the  same  paper  the  seconds  duriog  wbick 
any  particular  area  of  diagram  has  been  traced.  The  ooonter  shows  the 
number  of  revolutions  for  rough  approximation. 

The  dynamometer  exhibited  is  intended  for  light  laboratory  work,  ud 
has  been  used  in  connection  with  the  whirling  table,  and  in  electric  td 
heat  quesdons. 

77.    Gr.  IT.,  d.  7, 1498— Or.  ir.,  d.  12, 1624— 6r.  vi.,  d.  16, 1661. 

CONRAD  W.  COOKE,  CE.,  M.  Soc,  T.E.,  and  E., 

5,  Westmimter  Chambers^  VteUnia'  Street^  London. 

(1)  TELEPHONIC  ALARUM. 

This  instrument  oonsistB  of  a  brass  wheel  centred  to  an  upright  bracket 
attached  to  a  stand,  and  capable  of  being  rotated  in  a  vertical  pkne  bj  i 
small  winch  handle  projecting  from  its  &ce.  The  edge  of  this  wheel, 
which  is  about  2^  inches  in  diameter,  is  milled,  and  against  the  js^ 
edge  presses  the  point  of  a  light  metallic  spring,  so  placed  that  when  the 
wheel  is  turned  the  point  of  the  spring  rises  and  fidls  as  the  teeth  of  tbe 
milling  pass  beneath  it ;  and,  both  being  induded  in  the  drcuit  of  > 
battery  and  tdephone,  a  vibratory  or  intermittent  current  is  prodaoed  wha 
the  wheel  is  turned.  In  order  to  prevent  the  battery  being  by  mistske  le& 
in  connexion  with  the  telephone  line,  whereby  it  would  be  running  to  wb« 
and  injury  be  done  to  the  tdephones  in  circuit,  the  instrument  is  pioTidec 
with  an  ordinary  electric  bell-push  or  transmitting  key  attached  to  tb^ 
stand  of  the  instrument,  and  the  connexions  with  the  attachment  temu*' 
screws  and  the  spring  and  whed  are  so  arranged  that  the  battery  v^ 
whed  are  cut  out  of  the  circuit  altogether,  unless  the  button  is  pressed  tf 
in  the  act  of  ringing  an  electric  bell.  In  order  to  call  attention  at  a  <^'^ 
tant  station  all  that  is  necessary  is  to  press  down  the  button  with  thelt/^ 
hand|  and  to  give  a  ton  to  the  whed  with  the  right. 
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(2)  GALVANOMETRIC  BATTERY  FOR  DEMONSTRATING  THE 
INTERNAL  CURRENT  TRANSMITTED  THROUGH  THE  LIQUID 

WITHIN  A  VOLTAIC  CELL. 

This  instrument  consists  of  two  glass  oeUs  united  together  by  a  small 
tube  about  two  feet  long,  and  convoluted  into  two  circular  coils  after  the 
manner  of  a  Thomson's  Reflecting  Galvanometer.  Within  the  coils  is 
suspended  an  astatic  system  of  magnetic  needles,  to  which  is  atta'^hed 
a  light  mirror,  by  which  its  deflections  may  be  made  apparent  by  the 
movement  of  a  spot  of  light  on  a  screen.  It  may  therefore  in  this  respect 
be  looked  upon  as  a  Thomson's  Reflecting  Gralvanometer,  with  coiled 
liquid  instead  of  with  metallic  wires.  The  elements  are  placed  one  in 
each  of  the  little  cells,  and  may  be  connected  by  a  key ;  or,  by  placing  a 
reflecting  galvanometer  in  the  external  circuit,  both  currents  may  be 
simultaneously  indicated  on  the  screen  and  their  interdependence  or 
identity  be  demonstrated.  Below  the  base  of  the  instrument  is  a  fine 
slightly  magnetised  sewing  needle,  which  can  be  rotated  on  a  vertical  axis 
through  a  small  angle  by  means  of  a  little  lever,  and  by  which  the  instru- 
ment may  be  ab justed  to  zero. 

(8)  A  modified  form  of  the  last  instrument,  in  which  each  of  the  four 
glass  coils  constitutes  part  of  a  separate  circuit  between  the  two  glass  coiIb 
containing  the  elements,  each  being  coiled  in  such  a  direction  with  respect 
to  the  magnetic  needles,  that  the  dynamic  effect  of  all  four  currents  upon 
the  astatic  system  is  the  same  in  direction.  By  this  arrangement  the  total 
resistance  is  reduced  to  the  proportion  of  almost  16  to  1,  and  a  very  much 
more  sensitive  instrument  is  obtained.  The  glass  work  of  this  galvano- 
meter, which  is  a  marvel  of  difiicult  glass  blowing — the  two  cells  and  four 
coiled  tubes  being  all  in  one  piece — was  made  for  and  presented  to  the 
exhibitor  by  Mr.  Charles  H.  Gimingham. 

Mr.  Conrad  W.  Cooke  also  exhibits  specimens  of  early  forms  of 
telegraph  keys;  an  ivory  pocket  compass  and  sun  dial  265  years  old ;  an 
old  compass  from  China,  and  one  of  the  late  Sir  Charles  Wheatstone's 
polarised  relays. 

12.    Gr.  iv.,  a  7, 1496. 

THE  GOWER-BELL   TELEPHONE    CO,,  LIMITED. 

9,  Great  Winchester  Street,  London, 

Gower-Bell  loud-speaking  telephones,  being  the  form  of  instrument 
adopted  by  the  British  Government  Telegraph  authorities. 

B  2 
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13.    Gp.  ill.,  el  5, 1473. 

MAX  SABEL, 

2,  Coleman  Street  Buildings^  Moorgaie  Street. 

a.  Rolls  of  Telegraph  Tape 

For  Wheatstone  instrument,  rapid  automatic  ivriter. 
For  Sir  W.  Thomson's  recording  instrument,  submarine  cable. 
For  Cowper's  telegraph  writer. 
For  the  Morse,  Hughes  &  Meyer  systems,  &c.,  &c. 
For  automatic  machines. 
h*  Rolls  of  Bibboti'paper,  or  winding-tapes, 
c.  Rolls  of  Tape  for  railway  metals,  testing  machines,  train  vtioci) 
gauges,  and  all  other  technical  purposes,  according  to  instructions. 

The  rolls  are  made  in  all  sizes,  to  fit  exactly  the  respective  macUQes. 
and  the  paper  is  tinted  any  shade  required :  the  paper  will  possess  &- 
the  properties  which  are  required.  The  strips  are  rolled  tagbt  on  de 
drum,  parallel  along  the  whole  length,  cut  sharp  and  clean,  and  are  freed 
from  dust  by  a  patent  process. 

The  dust-free  glazed  telegraph  paper  is  also  shown,  and  is  muc.' 
superior  to  the  ordinary  unglazed  paper,  since  with  it  any  check  in  ranniii: 
off  the  drum  is  rendered  absolutely  impossible,  the  type  shows  up  sbvp 
and  clearly  defined,  and  the  ink  is  absorbed  in  the  shortest  possible  tine 

U.  W.  M.  POXCROPT, 

54,  Compton  Street,  Clerkenwell,  London,  E.C, 

Trophy  of  Telegraph  Instrument  Cases  in  the  centre  o£  precediog 
Table. 


Table  to  the  North  of  the  preceding   Table^   that  is  North  Wett  cj 

Messrs.  Siemens^s  Central  Trophy. 

IB,     6r.  ii.,  cl.  iy.,  1460. 

JAMES  E.  &  SAMUEL  SPENCER  (The  Rustless  and 

General  Iron  Co.), 

3,  Queen  Street  Place,  Cannon  Street,  E.C,     Works:  West  Brmv^^ 

Exhibit  consists  of  all  kinds  of  black,  galvanized,  enamelled,  andanu* 
corrode  (coated  by  Barff's  rustless  process)  Wrought  Iron  Tube*  a^^ 
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Fittings;  ako  wrought  and  cast  iron  telegraph  poles  and  fittings,  cast  iron 
pipes,  plain  and  coated  by  Dr.  Angus  Smith's  solution,  insulators  and  the 
various  accessories  of  telegraph,  telephone,  and  electric  light  companies. 

A  seryice  of  these  anti-corrodo  tubes,  which  had  lain  for  eighteen 
months  in  sandj  soil,  impregnated  with  salt  water,  in  South  America, 
were,  on  being  recently  uncovered,  reported  by  the  engineer  who  re- 
ported on  them  to  be  quite  sound,  and  free  from  corrosion. 

These  anti-corrodo  tubes  and  fittings  are  particularly  applicable  for 
telegraph  poles  and  conveying  wires  underground,  as,  being  incorrodible, 
they  do  not  choke  from  internal  corrosion  nor  require  replacing  at  frequent 
intervals  like  ordinary  tubes.  Thus  that  great  inconvenience  to  the  public 
— the  breaking  up  of  roads — is  done  away  with,  except  in  the  first  instance 
for  laying, 

16.  Gr.  ii.,  cl.  4, 1469. 

REID   BROTHERS, 

12,  Wharf  Road,  London^  N, 

Sole  proprietors  of  Heaviside's  patent  wire  for  the  prevention  of 
induction  in  telepone  circuits  both  in  underground  and  suspended  wires. 

Sole  licensees  for  Creighton's  patent  insulator  for  fixing  wires  without 
the  use  or  aid  of  binding  wire. 

17.  DOWSON  &  CO., 

3,  Oreat  Queen  Street,  Westmineter. 

Model  of  Economic  Gas  Generating  Apparatus,  shown  iu  the  British 
Machineiy  Section. 

18.  Gr.  iv.,  cl.  6, 1486. 

T.  REID, 

68,  St.  Andrew's  Street^  Dundee. 

19.  Gr.  i.,  d.  2, 1438— Gr.  iv.,  cl.  8, 1608. 

Mr.  F.  E.  FAHRIG, 

Southampton, 

1.  Samples  of  the  finest  English  gas  retort  carbon  cut  by  F.  E.  Fahrig's 
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improved  machinery  into  diverse  shapes  for  different  purposes,  Tuylnz 
from  a  Urge  battery  plate  or  block  to  small  1-inch  by  ^  o£  an  inch  discs 
for  telephonic  purposes.  This  kind  is  superior  to  manufactured  or  coq- 
pressed  carbon,  especially  for  battery  plates,  and  excellent  results  are 
obtained  with  it  when  employed  as  electrodes  in  electric  lighting,  also  as 
electrodes  for  medical  purposes. 

2.  Crushed  carbon  for  battery  use. 

8.  Ditto        ditto    and  manganese. 

4.  Finest  quality  of  manganese  in  crystal  form  (benoxide  of  manganeK). 

5.  Pure  and  finest  carbon  dust  ibr  electro,  medical,  or  chemical  par- 
poaes,  containing  no  foreign  matters  suitable  for  analysis. 

AUTOMATIC  "  TIME  "  REGULATORS. 

An  arrangement  which  consists  of  a  self-winding  regulator  of  Vienia 
form,  and  as  many  dials  as  are  required ;  the  whole  ia  driven  by  a  Tery 
constant  gravity  battery  of  F.  E.  F.'s  construction,  and  lasts  for  two  yean, 
which  is  placed  in  the  regulator  cMe  (bottom) ;  it  is  a  most  reliable 
arrangement  and  without  trouble  whatsoever  a  correct  time  can  be  recorded 
in  many  placet  with  our  regulator  and  our  battery  only.  Here  the  labour 
of  winding  or  setting  hands,  or  watching  the  driving  clock  is  dispensod 
with ;  once  started,  the  pendulum  is  self-acting  and  complete.  The  aecRt 
of  its  correctness  lays  in  its  simplicity.  The  regulators  and  diverse  dials 
are  beautifully  designed,  and  are  with  or  without  illuminated  dials. 

20.    Gr.  ii.,  cl.  4, 1466— Gr.  iv.,  cl.  7, 1406. 

MESSRS.  RICHARD  JOHNSON  ft  NEPHEW, 

Bradford  Iron  Works,  Manchesier, 

No.  00  B.  W.  G.  Best  Galvanized  Iron  Rod  for  Cable  Armour.  The 
special  feature  of  this  specimen  is  to  show  the  great  length  that  c&n  \* 
made  in  one  piece  without  weld  or  joint,  thus  minimizing  welding  in  cabP> 
making,  and,  therefore,  less  weak  places.     This  coil  weighs  over  200  lbs. 

No.  8  B.  W.  G.  Galvanized  Telegraph  Wire  of  low  electrical  rcsistaDCi 
This  meets  in  every  re&pect  the  special  requirements  of  the  British  ?o^ 
Office  Authorities,  and  their  specification  can  be  manufactured  in  lengths 
of  single  pieces,  140  lbs.  each. 

No.  16  by  3  Ply  Galvanized  Telegraph  Wire]  Strand  is  also  prepare 
to  meet  the  British  Post  Ofiice  Authorities'  specifications  and  requiremeot^ 
in  every  respect. 
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No.  11  Galvanized  Special  Telephone  Wire  is  prepared  expready  £or 
telephone  work,  and  can  be  made  in  single  pieces  np  to  140  lbs.  if  required; 
and,  from  what  has  already  been  experienced  in  the  erection  of  telephone 
lines,  it  has  satisfactorily  filled  every  requirement. 

No.  15  Galvanized  Special  Telephone  Wire  of  a  high  breaking  strain. 
The  same  remarks  are  applicable  to  this  as  to  the  No.  11,  with  this  excep- 
tion :  this  is  prepared  for  erection  in  towns  and  dties  where  appearance 
and  light  supports  are  wanted,  and  at  the  same  time  giving  an  increased 
strain  as  a  margin  of  safety  from  lines  breaking  down  and  fiJling  across 
streets. 

2h    MESSRS.  RICHARD  JOHNSON  ft  NEPHEW. 

Trophy  of  Telegraphing  Wire  in  the  centre  of  the  preceding  Table. 


North  of  Messrs.  Siemens'  Central  Trophy, 

22.    Gr.  iv.,  cl.  8,  1607. 
,  R.  E.  CROMPTON  ft  CO., 

Arc  Works,  Chelmsford. 

Lamps.^^Theee  are  showing  twelve  arc  lamps  in  all,  and  eight  miner's 
r         lanterns,  fitted  with  Swan  lamps,  as  used  by  the  exhibitors  at  Pleasley 
CoUeries. 

Of  the  first-named,  nine  lamps  are  similar  in  type  to  those  they  are 
^         asing  at  King's  Cross  Station  and  at  Norwich. 

This  lamp  has  an  extra  magnet,  wound  with  fine  wire,  which  assists  in 
'         relieving  the  brake-wheel  from  the  pressure  of  the  jockey  armature. 

They  also  show  these  lamps  in  lanterns,  two  lamps  in  each  lantern,  with 
an  automatic  switch,  which  switches  in  the  spare  lamp  in  caae  any  failure 
^         occurs  in  the  lamp  first  lighted. 

Also  a  new  pattern  of  arc  lamp,  having  only  one  large  worm  wheel 
gearing  into  the  rack. 

They  also  show  a  new  pattern  double  lamp,  which  carries  a  double  set 
r         of  carbons,  which  will  run  twenty  hours  without  replacing  carbons. 
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Also  shown  are  some  aQtomalic  cat-out  switohes  for  use  with  angle 
lamp,  to  prevent  the  Mlare  of  any  one  lamp  a£Eecting  others  in  nme 
circuit. 


Against  the  North  toall  and  adjoining  the  office  of  the  British  CammiesiM, 

23.    6r.  iy.,  d.  6, 1489. 

JULIUS  SAX, 

103,  Great  Russell  Street,  Bloomshury, 

PATENT  MECHANICAL  &  ELECTRICAL  WATER  GAUGE. 

.  By  means  of  this  apparatus  the  engineer  at  the  Pumping  Stataon  is 
enabled  to  know  the  exact  state  of  the  cistern,  tank,  or  reservoir  at  aoj 
time  by  merely  looking  at  the  electric  dial,  which  may  be  fixed  close  to 
the  engine. 

The  apparatus  consists  of  two  parts — 

No.  1.    The  mechanical  indicating  water  gauge,  fixed  at  the  top 
of  the  cistern. 

No.  2.     The  electrical  coimterpart,  which  may  be  fixed  at  any 
distance  away  from  the  cistern. 

The  mechanical  water  gauge  carries  a  metal  float,  which  ia  so  arrsnged 
that  its  rising  and  &lling  will  cause  the  hand  on  the  dial  to  move  forward 
or  backward,  as  the  case  may  be,  and  if  once  set  so  as  to  point  on  the  dial 
the  height  of  the  water  in  the  cistern,  the  hand  would  always  follow  tha 
same  and  indicate  it. 

The  hand  on  the  electrical  dial  is  made  to  follow  the  movement  of  tbe 
hand  on  the  mechanical  dial  by  reversed  currents.  If  the  pointer  of  the 
electrical  dial  is  set  to  correspond  with  the  pointer  of  the  mechanical  dial, 
the  former  woidd  always  follow  the  latter,  whether  it  went  forward  or 
backward,  and  so  show  the  state  of  the  cistern  or  reservoir  at  any  distance 
away  from  it. 

The  apparatus  is  also  arranged  to  ring  an  alarm  bell,  both  when  the 
water  has  reached  either  the  highest  or  lowest  point. 

Also  electric  bells  for  offices,  &c.    Indicators  for  telephone  stations,  &c. 

MR.  JOHN  W.  FULLER'S  PATENT  "  MIRROR "  GALVANO- 
METER,  for  improving  the  working  of  long  Submarine  Telegraph  Gables, 
&c.     Also  combined  switch  and  commutator. 
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24.  Gr.  IT.,  cL  10, 1618. 

B.  COPSON  GARRATT, 

MEDICAL  ELECTRICIAN, 

15,  Firubury  Square ,  London,  JE,C. 

MAGNBTO.BLECTRIC  APPLIANCES. 

These  exhibits  show  the  latest  and  most  approved  method  of  treating 
disease  by  means  of  aura  or  carrentB,  discharged  from  permanent  magnets, 
enclosed  in  varioos  garments,  and  applied  to  the  motor  points  and  vital 
organs  of  the  human  frame. 

The  exhibitor  claims  that  he  has  solved  the  problem  of  the  adaptibilitj 
of  magnetic  treatment  to  intricate  cases  of  disease  by  introducing  com- 
pound magnets  of  various  powers  in  different  positioas,  according  to  the 
requirements  of  the  patient.  The  extreme  lightness  and  fiexibilty  of  his 
epecial  magnets,  enabling  him  to  concentrate  a  high  degree  of  magnetic 
power  at  any  desired  point  without  discomfort  or  appreciable  weight. 
It  is  also  claimed  that  magnets  prepared  by  this  special  process  perma- 
nently maintain  their  therapeutic  virtue. 

For  particulars  of  Mr.  Garratt's  method  of  treatment,  see  his  various 
pamphlets  on  Nerve  Invigoration  by  Electro  Magnetism.  Free  on  appli- 
cation. 

25.  Gr.  ii.,  d.  4, 1464. 

TELEGRAPH  CONSTRUCTION  AND   MAIN- 
TENANCE  CO.,  LIMITED, 

38,  Old  Broad  Sireet,  London. 

Specimens  of  submarine  telegraph  cables  laid  down  by  the  company 
between  the  years  1857  and  the  present  time. 

26.  Gr.  i.,  cl.  2.,  1440— Gr.  ii.,  cl.  4, 1468— Gr.  iii.,  cl.  5, 1472— 

Gr.  iv.,  cl.  6, 1486— Gr.  iv.,  cl.  7, 1499. 

EDWARD   PATERSON, 

76,  LiUh  Britain,  AldersgaU  Street,  Tendon,  and  %,  Rue  Martel,  Paris. 

1.  Electric  signals  for  hotels,  houses,  mines,  yachts,  &c.,  with  all 
accessories. 
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2.  Telephone  exchange  tableSi  with  universal  commutator,  ioificator, 
and  keys  specially  adapted  for  putting  subscribers  quickly  through  tu  the 
Exchange,  and  one  another. 

3.  Gower  bell  loud-speaking  telephones,  as  used  by  the  Brituh  Pos 
Office  authorities,  and  other  departments  of  Her  Majesty's  GoTemmenl 

4  Magneto  "  bell "  telephones,  in  ebonite  or  metal  leather,  OGfrend 


5.  Carbon  transmitters,  with  or  without  relays,  suitable  for  dutaDces 
up  to  100  miles* 

6.  Lightning  conductors,  patent  copper  tape  condactors  in  continQOQi 
lengths. 

7.  Manganese  Bnd  other  batteries  for  electric  signalling. 

8.  Profs.  Ayrton  &  Perry's  Portable  Electric  Light  Current  Gain- 
nometer.— Measures  directly  in  webers  the  strongest  electric  light  canaa, 
without  calculation  or  reference  to  any  table;  it  is  very  <*  dead-beat' 
The  accuracy  of  its  readings  can  at  any  moment  bo  checked  by  the  e&- 
ployment  of  only  a  single  cell  in  the  following  way  :»-the  thick  wire  ooile<l 
round  the  needle,  and  through  which  the  electric  light  current  ciFcohtaL 
is  in  reality  a  strand  or  little  cable  composed  of  ten  insulated  w&j  ^ 
which  are  usually  joined  in  multiple-arc  by  means  of  the  little  commntitcr 
seen  in  the  figure.  But  by  one  quarter  turn  of  this  commutator  the  vire: 
are  joined  in  series,  and  now  any  deflection  is  produced  by  exactly  (•«* 
tenth  of  the  current  previously  producing  the  same  deflection.  To  eiieck 
then  the  value,  in  webers,  of  a  current  producing  any  deflection,  we  bav^ 
merely  to  ascertain  the  strength,  in  webers,  of  the  weak  current  prodiKb: 
the  same  deflection  when  the  wires  are  in  scries,  or  indeed  any  other  de- 
flection will  do  equally  welL  since  the  coils  have  such  a  form  givec  to  tbt:: 
t  )at  the  strength  of  a  current  is  directly  proportioned  to  the  deflectioo:' 
produces. 

9.  Profs.  Ayrton  &  Perry's  Arc  Horse  Power  Measurer. — Indict 
the  horse  power  expended  in  any  electric  circuit,  and  the  accuracy  d  i-* 
readings  may  be  tested  by  a  single  cell  in  the  way  described  above,  tL 
instrument,  like  their  electric  light  galvanometer,  being  wound  wt. 
multiple  wires,  and  fitted  with  a  commutator. 

10.  Profe.  Ayrton  &  Perry's  Dispersion  Photometer. — Indicate*  •  • 
rectly  by  the  readings  on  the  scale  the  candle  power  of  the  brighest  Qlec'^ 
light.     The  electric  light  and  photometer  may  be  dose  together,  as  ^' 
weakening  of  the  bright  light  is  performed,  not  by  distance  but  by  tr- 
employment  of  a  very  thin  concave  lens,  the  position  of  which  is  adju?> 
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able.     Ilcnce  the  measurement  can  be  made  in  a  small  space,  and  does 
not  require,  as  in  the  case  of  the  older  kind  of  photometers,  a  long  dark 

room. 

11.  Profs.  Ayrton  &  Perry's  Dynamometer  Coupling.— For  measuring 
the  horse  power  transmitted  by  any  shaft,  as  for  example  that  connecting 
a  direct  working  three-cylinder  engine  with  a  dynamo  electric  machine. 

27.  MESSRS.  W.  T.  HENLEY, 

North  Woohoieh, 

28.  Gr.  iL,  cl.  4,  1464— Gr.  iii.,  d.  5, 1470— Gr.  ir.,  cl.  6, 1482— 

Gr.  iv.,  d.  13, 1530. 

INDIA    RUBBER,    GUTTA    PERCHA,    AND    TELE- 
GRAPH WORKS  CO., 

SilvertowTiy  London. 

RAILWAY  SIGNAL  INSTRUMENTS. 

Walker's  Patent  Train  Describer,  Receiver,  and  Sender.  This  train 
describer  attracts  attention  by  a  single  blow  on  a  bell,  which  is  so  con- 
structed as  to  strike  once  only  for  each  completed  signal ;  and  at  the  same 
time  to  point  out  upon  a  dial  the  name  of  the  coming  train. 

A  train  signal  is  made  by  simply  pulling  forward  with  the  finger  a 
soBall  lever  opposite  to  the  name  to  be  sent,  and  pressing  backward  a 
similar  lever  at  the  name  last  sent. 

The  complete  apparatus  includes  a  '^  Single  stroke  bell "  and  a  pair  of 
dial  instruments,  the  "  Sender"  with  labels  for  the  names  of  each  train,  and 
small  levers  or  handles  opposite  each  name> — ^the  ''  Receiver  "  with  labels 
to  correspond,  and  a  rotating  pointer,  or  index  in  the  centre  of  each  dial. 

Walker's  Patent  Direct  Action  Semaphore  Repeater,  shewing  the  three 
poaitigns  of  the  signal  arm. 

A  complete  set  of  Walker's  Electro-magnetic  Telegraph  Semaphores 
for  railway  block  signalling. 

Complete  set  of  Preece's  Single  Wire  Block  Signalling  Instruments, 
consisting  of  semaphore,  switch,  and  plunger. 

Single  Stroke  Direct  Action  Bell,  with  key  combined. 

Single  Stroke  Direct  Action  Bell. 

Morse  Direct  Ink  Writers  (receivers  only)  with  paper  wheel,  fitted  in 
drawer. 
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Mone  Pony  Soander  Instruments,  post  office  pattern* 

Morse  Single  Current  Keys,  post  office  patterui  on  teak  base. 

Bains  Fast-speed  Receiver  for  Automatic  Working,  fitted  with  qpeed 
regulator. 

Wbeatstone  A.B.C.  InstrumentSi  consisting  of  indicator,  oommimicator, 
and  clockwork  bell. 

The  Silvertown  Water  Level  Indicator,  for  showing  the  yaiying  height 
of  water  in  reservoirs,  &c. 

The  Silvertown  Water  Level  Contact  Maker,  for  above. 

Hall's  patent  Anemometer  with  Telephone  Receiver,  for  indica^? 
audibly  at  sur&ce,  rate  at  which  air  is  passing  through  underground 
workings  of  mines. 

SUNDRIES. 

Medical  Batteries,  fitted  with  graduated  commutator,  battery  reverser, 
and  interrupter. 

Samples  of  various  forms  of  the  new  Agglomerate  Ledanche  and 
other  cells,  suitable  for  tel^praph,  torpedo,  and  mining  porpoees,  for 
medical  use,  and  electric  signalling  generally. 

A  length  of  Brook's  Underground  Multiple  Cable  System,  laid  in  iron 
pipes,  with  telephones  connected. 

Case  of  samples  of  jute-covered  cables  for  Brook's  Undergzonnd 
Cable  System. 

Case  of  Submarine  Telegraph  Cables. 

Case  of  Carbons  for  Electric  Lightning. 

Samples  of  Gutta  Percha  covered  wires. 

Samples  of  India  Rubber  covered  wires. 

GALVANOMETERS. 

Sir  W.  Thomson's  Reflecting  Astatic  Galvanometer,  with  four  ooils,  in 
square  brass  case;  total  resistance  7,000  ohms,  complete  with  ahuntSf 
lamp  and  scale. 

Sir  W.  Thomson's  Reflecting  Marine  Galvanometer,  complete  with 

shunts,  lamp  and  scale. 

Small  Reflecting  Galvanometer,  with  oil  vessel,  shunts,  lamp  and  scale. 
Government  pattern. 

Portable  Astatic  Galvanometer,  in  brass  case,  with  jewelled  centres, 
having  a  resistance  of  about  1,000  ohms,  in  sling  leather  case,  fitted  witb 
controlling  magnet. 
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Tangent  Galvanometer,  Post  Office  pattenii  for  testing,  with  received 
currents,  fitted  with  resistance  coil,  shunt,  and  short  circuiting  key. 

Speaking  Galvanometer  for  submarine  cable  working,  vrith  lamp, 
condensing  lens,  and  scale  stand. 

Signalling  Key  for  above,  moimted  on  an  ebonite  base,  Silvertown 
pattern. 

RESISTANCE  COILS. 

Large  Set  of  Resistance  Coils,  dial  pattern,  arranged  in  units,  tens, 
hundreds,  and  thousands,  with  Wheatstone  Bridge  attached  of  two  tens, 
two  hundreds,  two  thousands,  and  two  ten  thousand  ohms. 

Set  of  Resistance  Coils,  with  Wheatstone  Biidge,  fitted  with  battery 
and  galvanometer  keys,  Post  Office  pattern,  in  polished  wood  case,  with 
lock  and  key. 

TORPEDO  APPARATUS. 

A  Seven-shutter  Signalling  and  Firing  Instrument  for  Circuit  Closing 
and  Ground  Torpedoes,  adapted  for  both  testing  and  firing. 

Torpedo  Testing  Table,  fitted  with  Wheatstone's  Bridge  and  Astatic 
Galvanometer,  set  of  resistance  coils  with  clip  for  platinum  wire,  three- 
coil  galvanometer,  key,  and  commutator. 

Pair  of  Telescopic  Firing  Arcs,  for  observing  and  converging  ^stations 
fitted  with  telescopic  firing  arm,  sights  with  platinum  contact,  levelling 
screws,  and  vernier  scale. 

Mathieaon's  Circuit  Closers  for  contact  torpedoes. 


Central  Pavilum^EoBt  tide. 

29.    Gr.  iv.,  cl.  6, 1487. 

POSTAL  TELEGRAPH  DEPARTMENT. 

MODERN  APPARATUS  AS  USED  BY  THE  BRITISH 

POST  OFFICE. 

[1.]    DOUBLE-CURRENT  SOUNDER  SET. 

The  key  in  this  instrument  sends  a  current  in  one  direction  when 
depressed,  and  a  current  in  the  reverse  direction  when  raised.  These 
currents  actuate  a  polarized  relay,  which  works  a  local  sounder. 
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[2.]    WHEATSTONE'S  AUTOMATIC  SET. 

Used  chiefly  for  "  press  "  work.  Will  tnmsmife  at  the  nte  of  13<J 
words  a  minute  and  upwards.  The  message  is  punched  out  on  a  slip  of 
paper  in  the  first  instance* 

[8.]    FAST  REPEATER  BOARD. 

Used  in  connection  with  the  Wheatstone  autooiatic  appantu^  for 
'*  repeating  "  over  long  lines.  The  repeater  set  is  placed  at  a  point  inter- 
mediate between  the  transmitting  and  receiving  stations. 

[4.]    FAST  DUPLEX  REPEATER. 

This  apparatus  is  used  for  repeating  the  signals  when  working  Whai- 
stone's  automatic  on  the  duplex  system,  and  may  be  also  used  £n  ordiDaiy 
angle  working. 

[5.]    UMSCHALTER  SWITCH. 

[6.]    MODERN  SET  OP  TESTING  APPARATUS. 

[7.]    NUMBERING    MACHINE    FOR    NUMBERING    MESSAGE 
FORMS. 

[8.]    MODERN  FORM  OF  TRAIN  SIGNALLING  APPARATCS, 
Invented  by  Preece,  and  used  on  the  South  Western  and  other  railvaj' 

[9.]    APPARATUS  CONNECTED  WITH  PNEUMATIC  TUBES. 

a.  Carriers  for  pneumatic  tubes. 

b.  Specitnena  of  pneumatic  tubes. 

c.  Specimens  of  pneumatic  tube  after  being  25  years  in  use. 

d.  Specimen  joint  in  pneumatic  tube. 

e.  Double  Sluice  Pneumatic  Valve  for  continuous  working. 
/.  Single  Sluice  Valve  for  intermittent  working. 

g.  Block  Signalling  Apparatus  for  notifying  the  departure  or  arrirJ 
of  earners. 

h.  Terminal  Signaller,  Automatic  signalling  apparatus  for  no^^'i^ 
the  arrival  of  carriers  at  the  distant  station. 

t.  Intermediate  Signaller,  Automatic  signalling  apparatus,  to  be  fite^ 
intermediate  upon  a  pneumatic  tube.  The  duration  of  the  electric  contic^ 
can  be  regulated  to  any  required  length  by  means  of  the  adjusting  s^ 
uhich  limits  the  admission  of  air  to  the  cylinder. 
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j.  Mandrd  used  in  making  joints  in  pnenmatic  tabes. 

k.  A  Pneumatic  Puncher  for  Wheatstone's  automatic  apparatus. 

[10.]    WATER  LEVEL  INDICATOR. 

For  indicating  the  height  of  the  water  level  in  a  reservoir.  The 
''transmitter"  sends  intermittent  currents  in  one  direction  or  the  other, 
according  as  a  float  in  the  reservoir  rises  or  falls.  The  "  receiver "  is 
worked  by  a  polarized  armature,  with  an  escapement,  which  is  propelled 
in  one  direction  or  the  oliher,  according  as  positive  or  negative  currents 
are  received  from  the  "  transmitter.'' 


Central  Pavilum — West  aide. 


Gr.  iv.,  cl.  16, 1558. 

HISTORICAL  TELEGRAPfflC  APPARATUS. 

Oftta. 

[1.]    1816.    RONALDS'  ELECTRIC   TELEGRAPH  (lent   by  Mr. 

Latimer  Clark). 

This  was  a  Dial  Telegraph.  Two  dials  (separated  by  a  wire)  were 
rotated  synchronously  by  clockwork.  When  a  letter  which  it  was  desired 
to  transmit  appeared  at  the  opening  in  the  dial  at  the  sending  end,  a 
charge  of  statical  electricity  from  a  Leyden  jar  was  sent  into  the  wire, 
which  caused  two  pith  balls  at  both  the  sending  and  receiving  ends  to 
diverge  simultaneously,  and  thus  to  indicate  the  letter.  Words  were  thus 
spelt  out.  Sir  Francis  Ronalds  used  copper  wire  insulated  in  glass  tubes 
protected  by  a  trough  of  wood  well  tarred.  A  portion  of  this  ex- 
perimental line  laid  down  in  his  garden  in  Hammersmith  on  the  Thames 
in  1816,  and  the  original  model  of  the  telegraph,  is  exhibited.  His  book, 
published  in  1828,  the  first  work  on  the  electric  telegraph  in  the  English 
language,  is  kindly  lent  by  Mr.  Latimer  Clark,  and  exhibited  in  another 
part  of  the  exhibition. 

a.  Portion  of  the  original  telegraph  line  laid  by  Ronalds  in  1816. 

b.  Original  model  of  Ronalds'  Dial  Telegraph  (1816). 

c.  "  Fossil"  Telegraph. 

d.  Insulators  used  by  Morse. 

t.  Original  type  cast  in  December,  1882,  by  Morse. 

/.  Specimen  of  first  cable  between  England  and  France,  1850. 
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[2. J    1887.    THE  "FOSSIL"  TELEGRAPH. 

The  first  underground  practical  telegraph  laid  between  EosfeoD  wi 
Camden  by  Cooke  &  Wheatstone  in  1887.     It  was  formed  of  copps  I 
wires  covered  with  cotton  and  pitch,  and  laid  in  grooFes  in  lengths  <n 
wood  of  a  triangular  section,  the  grooTes  being  fitted  up  bj  strips  d  tb  | 
same  material.    The  wood  so  prepared  was  buried  underground.    It  vis  I 
used  in  connection  with  Cooke  ^.  Wheatstone's  Five  Needle  Tel^grapk     ' 

a.  "  Fossil  **  Telegraph  (1887). 

b.  Specimen  of  first  cable  between  England  and  France  (1850). 

c.  Specimen  of  first  Atlantic  cable  (1858). 

[8.]    1887.    COOKE  &  WHEATSTONE'S  NEEDLE  TELEGRAPH. 

Five  needles  or  magnets   were  employed  in  conjunction  with  £t. 
Schweigger's  multipliers,  forming   five  distinct   galvanometers.      Bad 
multiplier  was  connected  in  the  circuit  of  a  separate  wire  and  each  need: 
had  two  movements,  limited  by  stops,  the  one  movement  being  to  ti^£ 
rightf  and  the  other  to  the  Ufl.    The  alphabet  was  formed  bj  the  ex- 
vergence  of    two   needles  simultaneously  deflected,  the    letters    beb: 
engraved  on  the  dial  at  the  points  where  the  projections  of  the  needle 
met     The  currents  were  transmitted  and  reversed  by  depressing  ompl': 
commutators.    Currents  from  galvanic  batteries  were  used.    The  five  11:^. 
wires  were  insulated  as  shown  in  the  **  Fossil  **  Telegraph.     The  instm- 
ment  shown  was  used  between  Paddington  and  West  Drayton  in  183\ 
This  instrument,  fix)m  its  peculiar  shape,  is  known  as  the  **  Hatchment ' 
Telegraph. 

[4.J    1888.    COOKE  &  WHEATSTONE'S  FOUR-NEBDLB  TELIr 

GRAPH. 

Since  G,  Q,  J,  U,  and  Z  are  very  litde  used  in  the  English  langnage, 
it  was  found  that  the  remaining  letters  of  the  alphabet  could  be  formed  bj 
the  deflection  of  four  needles,  and  such  an  instrument  was  employed  oc 
the  London  and  Blackwall  Railway  in  1840.  In  this  instrament,  t^ 
letters  H  and  P  are  formed  by  one  needle  only. 

[5.]    1842.     COOKE    &    WHEATSTONE'S    DOUBLE  -  NEEDLE 

TELEGRAPH. 

Owing  to  the  frequent  failure  of  one  or  two  out  of  the  four  wires*  it 
was  soon  found  by  the  operators  that  an  alphabet  could  be  formed  by  tare 
needles  only,  if  advantage  were  taken  of  repeated  momentary  iDoveind'i>. 
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either  separate  or  combined,  instead  of  prolonged  deflections.  This 
identical  instrument  was  fixed  at  Slongh  in  1842.  Kindly  lent  by  Messrs. 
Heid  Bros. 

L6.]  1850.  COOKE  &  WHEATSTONB'S  DOUBLE  NEEDLE  in 
a  gothic  case  made  specially  for  the  new  Houses  of  Parliament. 

[7.]  1852.  THE  MODERN  FORM  OP  DOUBLE  NEEDLE 
modified  by  Messrs.  Edwin  &  Latimer  Clark,  still  used  to  a  small  extent 
on  some^ilways  in  England. 

[8.]    1846.    THE  SINGLE-NEEDLE  INSTRUMENT  OP  COOKE 

&  WHEATSTONB. 

It  was  soon  found  that  an  alphabet  could  be  formed  by  the  movements 
of  one  needle  only,  by  taking  advantage  of  momentary  deflections  of  the 
needle  to  one  side  or  the  other.  At  first  an  arbitrary  alphabet  was  used| 
but  in  the 

[9. J     1869.    MODERN  FORM  OP  SINGLE  NEEDLE, 

The  Grerman  Unison  Morse  Alphabet  was  adapted,  and  the  form  of  the 
instrument  much  improved.    The  change  of  alphabet  was  made  in  1855. 

[10.]    1843.    BAIN'S  L  AND  V.  TELEGRAPH. 

The  alphabet  is  formed  by  the  movements  of  two  pointers,  one  moving 
to  the  right  and  the  other  to  the  left,  according  to  the  direction  of  the 
current.  The  pointers  are  attached  to  circular  magnets  moving  inside 
coils.  A  code  similar  in  principle  to  that  of  the  single-needle  instrument 
was  employed  for  representing  the  letters. 

[11.]     1846.    HIGHTON'S  GOLD  LEAP  TELEGRAPH. 

A  small  strip  of  gold  leaf  inserted  in  a  glass  tube  passes  through  the 
field  of  a  permanent  magnet  and  forms  part  of  the  line  circuit.  ^VhGn 
a  current  passes  through  (he  gold  leaf,  it  moves  the  latter  to  the  right  or 
left,  according  to  the  direction  of  the  current.  The  alphabet  is  made  by 
repetitions  and  combinations  of  these  movements,  as  in  the  Single-Needle 
Instrument.  Batteries  and  commutators  were  used  as  in  Cooke  &  Wheat- 
stone's  single*needle  system. 

[12.]     1848.    HIGHTON'S  NEEDLE  TELEGRAPH. 

Used  by  the  British  and  Irish  Magnetic  Telegraph  XHompany.     A 
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horse-shoe  or  circular  magnet  within  a  circukr  coil|  and  woiked  bj  i 
reyendng  key  or  commutator,  is  used.  The  signala  are  similar  in  priodf^ 
to  those  of  Cooke  &  Wheatstone's  single  needle. 

[13.]    1852.    HIGHTON'S  NEEDLE  TELEGRAPH. 

Small  form  with  folding  doors.  Used  by  the  British  and  Irish  %• 
netic  Company.  Identioal  in  construction  with  the  original  f oim  wbieli  i! 
superseded. 

[14.]    1848.    HENLBTS  MAGNETO-ELECTRIC  DOTJBEE-NEE. 

DLB  INSTRUMENT. 

Used  by  the  British  and  Irish  Magnetic  Company.  The  needles  oolj 
move  on  one  side  of  their  vertical  podtion,  and  the  signals  are  made  np  of 
the  angle  and  combined  movements  of  the  two  needles.  This  instraiDet 
requires  two  line  wires,  and  is  worked  by  the  magneto-electric  conait 
generated  by  moving  the  handle  or  handles.  The  interior  needles  an 
small  straight  bar  magnets,  playing  between  the  semi-circular  pole  pieces 
of  an  electro  magnet.  The  needle  remains  on  the  side  on  which  it  is  le  * 
by  the  last  currenty  which  passes  through  the  coils,  and  does  not  reton  t: 
its  vertical  position  by  gravity,  as  in  Cooke  &  Wheatstone's  needle  in- 
strument. 

[16.  J    1848.    HENLEY'S  MAGNETO-ELECTRC  SINGLB-NEEDLE 

INSTRUMENT. 

Used  by  the  British  and  Irish  Magnetic  Tol^^raph  Company.  Simik 
in  action  to  the  last-named  instrument,  but  only  one  needle  and  ooe  lin: 
wire  were  employed.  The  alphabet  was  produced  by  oombinatiom  c: 
short  and  prolonged  deviations  of  the  needle,  as  in  the  Morse  code. 

[16.]     SERIES    OF    COILS    AND    NEEDLES    USED    IN   C0> 

NECTION   WITH    THE    NEEDLE    SYSTEM  OF 
COOKE  &  WHEATSTONB. 

a.  1846.  The  original  form,  with  long  coils  and  permanent  msgne^' 
needles. 

h,  1848.  Holmet^  small  Diamond  Needle.  This  was  a  great  impicT^ 
ment  in  the  original  form,  as  it  increased  the  speed  of  working  consideit:; 
by  diminishing  the  arc  of  vibration  of  the  needle. 

c.  1851.  Clark's  Needle. 

d*  1866.  Varhy' 8  Induced  Needle. 
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N.B. — This  preyented  demagnetization  by  atmospheric  electricity' 
very  frequent  source  of  trouble. 

e,  1866.  BrittarCa  Undemagnetuable  Needle. 
/.  1869.  SpagnolettCa  Induced  Needle. 
N.B.— This  is  the  modem  and  best  known  form. 

[17.]  1878.  NBALB'S  ACX)USTIC  DIAL  employed  on  a  single- 
needle  instrument  in  the  place  of  the  ordinary  dial.  Is  y^ry  similar  in 
action  to  a  Siemen's  Belay,  but  the  needle  is  held  in  the  vertical  position 
by  a  spiral  spring  behind  the  dial. 

[18.]  1880.  TIN  PLATE  SOUNDBB  for  converting  the  single- 
needle  instrument  from  a  visual  to  an  aural  apparatus.  The  sounder  is 
fixed  to  the  dial  of  the  ordinary  instrument,  the  ivory  pins  of  which  are 
removed;  the  needle  strikes  against  the  curved  surfaces  and  produces 
audible  sounds. 

[19.]     1855.    BEIGHT'S  BELL  WITH  BELAY. 

Used  by  the  British  and  Irish  Magnetic  Telegraph  Company.  The 
single-needle  alphabet  is  produced  by  striking  two  bells  of  different  tones, 
the  hammers  being  actuated  by  electro-magnets  worked  by  a  relay  and 
local  battery.  The  relay  is  double-acting,  and  consists  of  two  electro- 
magnetic bobbins  placed  side  by  side,  their  ends  being  furnished  with  pole 
pieces  turning  inwards.  Between  these  pole  pieces  at  each  end  of  the 
bobbins,  the  ends  of  permanentiy  magnetized  needles,  pivoted  on  vertical 
axes,  play ;  these  needles  are  so  placed  as  regards  their  polarity  that  a 
current  in  one  direction  moves  the  needle  which  closes  the  local  circuit  of 
the  right-hand  bell,  and  a  current  in  the  opposite  direction  moves  the  other 
needle,  which  closes  the  local  circuit  of  the  left-hand  bell.  The  signalling 
key  used  with  this  instrument  is  similar  to  that  used  with  Highton's  Single 
Needle.     This  instrument  superseded  Henley's  magnetic-electric  system. 

[20.]    1840.    COOKE  &  WHEATSTONE'S  ABC  INSTBUMENT. 

A  step  by  step  instrument.  The  letters  of  the  alphabet  are  arranged 
round  a  paper  disc  fixed  on  the  axle  of  an  escapement  wheel.  The  letters 
appear  at  an  opening  in  the  front  of  the  case.  The  escapement  is  similar 
to  the  **  ^happement-d-cheville,"  and  is  controlled  by  an  electro-magnet. 
There  are  as  many  teeth  in  the  escapement  wheel  as  there  are  letters  on 
the  revolving  disc ;  the  latter  moves  from  one  letter  to  the  other  for  each 
current  sent.    The  train  of  clockwork  is  actuated  by  a  main-spring. 

c  2 
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The  communicator  ia  bo  arranged  tbat  a  current  is  sent  when  its  spoked 
wheel  is  turned  through  a  distance  equal  to  that  dividing  &e  letters 
engraved  upon  it.  The  commutator,  fixed  on  the  axle  of  the  reroIriDk^ 
electro-magnet,  is  so  constructed  that  the  magneto- electric  currents  are  ^ 
in  the  same  direction. 

[21.]  1840.  SIMILAR  APPARATUS  to  the  for^;oing,  but  a  pointer 
is  used  instead  of  a  revolving  card. 

[22.]     1858.    MODERN    FORM    OF    WHEATSTONE'S    ABC 

INSTRUMENT. 

A  magneto-electric  instrument.  The  currents  for  working  the  same 
being  generated  by  the  revolution  of  an  armature  in  front  of  polirized 
electro-magnets.  The  depression  of  a  key  opposite  a  letter  arrests  tLe 
motion  of  the  pointer  and  cuts  off  the  currents  going  out  to  line. 

[28.]    COLLECTION  OF  KEYS. 

a.  1852.  SimpU  Spring  Key  used  with  Bain's  chemical  recordic: 
telegraph. 

5.  1854.  Key  for  sending  a  short  reversal  after  each  signal,  two  sets  of 
batteries  being  required.  When  the  key  is  up,  the  line  wire  is  connected 
to  the  receiving  apparatus. 

c.  1854.  Varley^B  Wheel  Key,  A  constant  current  is  maintained  oa 
the  line,  and  signals  are  made  by  depressing  the  key,  and  thru  reversirr 
the  current.  A  switch  is  used  for  making  the  necessary  alterations  to  the 
connections  for  sending  and  receiving. 

d.  1870.  Strokes  Key.  Similar  in  general  principle  to  Varle/s  kej, 
but  the  contacts  are  made  by  springs,  and  the  switch  action  is  attained 
by  moving  the  lever  of  the  key  to  the  right  or  left  as  required.  Wlstt 
the  lever  is  at  the  "  receive  *'  position  it  cannot  be  depressed. 

[24.]     COLLECTION  OF  RELAYS. 

a.  1868.  Andrews^  Relay  for  Hughes'  type-printing  instrument,  \3sA 
by  the  United  Kingdom  Telegraph  Company.  Its  peculiarity  consists  h 
the  relayed  currents  being  of  equal  length  and  independent  of  the  lenrtl! 
of  the  line  current. 

h,  1858.  Whitehou8e*8  Relay,  In  this  relay  a  small  permanent  hoi«e- 
shoe  magnet  oscillates  between  the  pole  pieces  of  an  electro-magnet  T^" 
adjustment  is  effected  by  the  attraction  of  another  small  permaaeB* 
•magnet,  instead  of  the  spiral  spring  generally  used. 
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c.  1856.  VarUjfi  Horizontal  Belay,  A  horizontal  bar  of  aoft  iron  ia 
pivoted  yerticallj  and  free  to  move  in  the  interior  of  two  cylindrioal 
bobbins.  The  ends  of  the  bar  which  project  beyond  the  bobbins  play 
between  the  poles  of  horse-shoe  permanent  magnets  fixed  at  each  end. 
The  relay  is  adjusted  by  moving  the  stops,  and  consequently  the  soft  iron 
bar,  to  one  side  or  the  other. 

d.  1870.  Stroh*8  Belay,  Two  curved  permanent  steel  magnets  are 
fixed  side  by  side  on  the  opposite  sides  of  a  vertical  bar,  whose  ends  work 
in  pivots.  The  poles  of  these  magnets  play  between  the  poles  of  two 
vertical  straight  electro-magnets. 

e.  1864.  Soft  Iron  Belay, 

/.  1855.  Varley* 8  Vertical  Belay,  The  coil  ia  wound  on  a  reel  of  soft 
iron,  upon  each  end  of  which  a  hollow  *'  casing  "  or  cap  of  the  same  material 
is  fitted,  almost  completely  encasing  the  coil  in  soft  iron.  The  armature  is 
crcacent-shaped,  and  is  magnetized  by  induction  from  a  compound  bar 
magnet  placed  behind.  The  crescent-shaped  portion  plays  between  the 
inner  ends  of  the  casings,  which  for  that  purpose  do  not  quite  meet,*  but 
leave  the  central  portion  of  the  coil  exposed.  An  ordinary  magnetic 
needle  pivoted  below  the  coil  is  acted  upon  by  the  latter,  and  serves  as  an 
indicator  to  call  attention.  The  arpaature  is  held  up  against  knife-edge 
bearings  by  two  helical  springs,  and  the  adjustment  is  efEected  by  varying 
the  tension  of  one  of  them. 

g.  1855.  Preec^e  Duplex  Belay,  Worked  on  the  leakage  principle. 
The  outgoing  current  from  either  station  passes  through  one  coil  of  the 
instrument  and  then  divides  between  the  second  coil,  which  is  connected 
to  line  and  a  resistance. 

[25.]  1850.  BAIN'S  CHEMICAL  TELEGRAPH,  as  used  by  the 
Electric  Telegraph  Company  in  place  of  the  double  needle  (No.  7).  The 
paper  ribbon  was  prepared  with  yellow  prussiate  of  potash  and  nitrate  of 
ammonia.  The  style  is  of  iron.  The  Steinheil  code — dots  in  two  parallel 
lines — was  occasionally  used,  but  was  entirely  superseded  by  the  Morse 
code  of  dots  and  dashes. 

[26.]  184G.  MAGNETO-ELECTRIC  MACHINE,  commonly  called 
the  ''  Thunder-pump,"  employed  for  releasing  the  clockwork  mechanism 
of  an  electric  alarum  or  bell.     Used  by  the  Electric  Telegraph  Company. 

[27.]     184G.    ALARUM  WITH  CENTRIFUGAL  HAMMER. 

Used  in  connection  with  Cooke  &  Wlieatstone's  first  needle  instruments. 
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MoTed  by  dookwork;  driven  by  a  mainspring;  released  by  an  dedro- 
magnet. 

[28.]    SET  OP  JOINTS  EMPLOYED  ON  IRON   LINE  WIBBS. 

1842.  Cooke  d  WheatsUme's. 

1844.  Reid^a. 

1851.  Clark's  " Britannia"  Joint. 

[29.]    1848.    WHBATSTONE'S   ORIGINAL   PORM    OP  RESIS- 

TANCE  COILS  FOR  TESTING. 

[80.]    RAILWAY  SIGNALLING  INSTRUMENTS. 

1845.  Earlt/  form  of  train  signalling  apparatus,  devised  by  Cooke, 
and  used  on  the  Norfolk  Railway. 

1854.  Edwin  Clark^s  Block  Signalling  Instrument^  fixed  on  the  LodcIod 
and  North  Western  Railway. 

1862.  Freed s  Semaphore  Signal,  osed  on  the  London  and  Soutb 
Western  Railway. 

[31.]    LIGHTNING  PROTECTORS. 

Selection  of  Lightning  Protectors  used  at  different  periods. 

a.  Latimer  Clark's  Protector. 

b.  Henley's  Protector. 

c.  S.  A.  Yarley's  Carbon  Protector,  or  Lightning  BridgCi  iritis 
longitudinal  section  of  the  same. 

d.  Varley's  Vacuum  Tube. 

e.  Reid's  Protector 

/.  Twisted  Wire  Protector. 
g.  Tube  Protector,  vrith  outer  glass  tube. 

A.  Ordinary  tube  protector  used  in  the  Post  Office  Telegnpl^ 
Department. 

t.  Comb  Protector  (exterior  and  interior). 

j.  Modem  Plate  Protector,  with  grooves. 

k. 

L     \  Old  forms  of  Protectors. 

m. 

n.  Yarley's  Original  Vacuum  Protector. 

o.  Varley's  Vacuum  Protector  (later  form). 

p.  Cable  Lightning  Protector,  in  use  by  the  Post  Office  Telegfl^ 
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Department,  having  in  addition  to  plates  a  metallic  bobbiui  eleotro-nickel 
plated,  in  connection  with  the  earth.  It  is  wound  with  a  fine  platinum  wire 
covered  with  silk  and  passed  through  melted  paraffine  wax,  the  wire  being 
placed  in  the  line  circuit.  The  metallic  bobbin  is  carefully  lacquered  to 
secure  insulation  in  damp  situations. 

q.  Modem  Plate  Protector  without  grooves,  in  use  by  the  Post  Office 
Telegraph  Department. 

[82.]    INSULATORS. 

A  selection  of  insulators  as  used  in  England  at  different  periods. 

a.  Iron  wire.  )      W.  F.  Cooke's  original  goose-quill  insu* 

h.  Three-strand  copper,  f  lator,  which  was  used  on  the  line  between 
Paddington  and  West  Drayton  in  1838. 

c.  Cooke  &  Wheatstone's  original  ring  insulator  (1840). 

(L  Cone  insulator,  original  form  (1845). 

e,      „  „         later         „ 

/.      „  „        form  for  repairing  broken  insulators, 

g.  Walker's  double-cone  insulator  (brown).    (1850.) 

A.        „  „  „  (white). 

I.  Physick's  insulator  (1847),  in  which  the  bolt  by  which  the  wire  is 
suspended  is  insulated  by  mastic  cement  in  the  cavity  at  the  top  of  the 
insulator. 

y.  Edwin  Clark's  brown  earthenware  insulator,  with  zinc  cap  (1850). 

k.  Do.,  with  groove  for  wire. 

/•  Do.,  glass  instead  of  earthenware. 

m.  (1851)  brown  earthenware. 

n.  „  glass. 

o.  Latimer  Clark's  invert  insulator,  corrugated  (1856). 

p,  Yarley*8  double-cup  insulator,  fitted. 

g.  Ditto,  in  separate  parts,  1862. 

r.  Varley's  No.  11  wire  double-cup  insulator, 

8.  Brown  earthenware  insulator  called  (Z). 

U  Jobson's  invert  white,  double  shed. 

11.        „  „  single      „ 

V.  South  Devon  invert  insulator  (brown). 

w.        „  „  „        (white). 

X.  Andrews'  invert  with  ebonite  inner  shed. 

y.        II  II  bolt  tube      ,,, 

X.        II  „  bolt  tube  and  shed. 
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•        '     • 

A,  Ebonite  iasolatory  single  shed. 

B.  Old  form  of  shackle. 
(7.  Bright's  shackle. 

jD.  Modern  terminal  insulator. 

E.  Cordeaox^s  screw  insulator  (1877). 

[33.]     Head  of  pole,  showing  mode  of  leading  in  and  tenniDStiog. 

[34.]     Old  form  of  testing  tablet. 

[35.]    COLLECTION  OF  BATTERIES. 

a.  1844.  Sand  Battery  in  wooden  trough.  This  battery  was  in  general 
use  in  England  on  the  lines  of  the  Electric  Telegraph  Campany  irom 
1844  tiU  1854. 

h.  Sand  Battery  in  Outia  Percha  Trough, 

c.  1853.  Trough  form  of  DanielVs  Battery,  This  superseded  theaanc 
battery  and  was  modified  and  introduced  bj  Mr.  John  Fuller. 

d.  Chamber  Daniell  Battery,  A  modified  form  of  trough  battery 
introduced  by  Mr.  John  Muirhead  in  1857. 

e.  Small- size  ditto. 

/.  DanielVa  Battery,    As  used  by  the  Postal  Telegraph  DepartmenL 

g,  h.  Bichromate  Battery  {large  and  medium  sizes).  As  used  bj 
the  Post  Office  Telegraph  Department,  introduced  by  Mr.  John  Fuller, 
1876. 

t.  Oravity  Leclanchi  Battery,  As  used  by  the  Post  Office  Telegnpb 
Department. 

1862.  Varletfa  Secondary  Battery,  Used  for  some  years  in  con- 
nection with  the  time  signals  at  the  central  station.  It  was  charged  by  an 
ordinary  battery  for  about  half  an  hour  previous  to  giving  the  time  signal' 

[86.]     SPECIMENS  OF  SUBMARINE  CABLES  IN  USE  BY  THE 

P.O.  TELEGRAPH  DEPARTMENT. 

a.  Isle  of  Man  (shore  end). 
h,  Wexford,  old  (deep  sea).    * 

c.  Renter's  (shore  end). 

d.  Belfast. 

e.  Seven-wire,  shore  end.     Modem  type. 
/.  One  ditto  ditto. 

g,  Dublin  (shore  end). 

h,  Seven-vrire,  deep  sea.     Modem  type. 
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I.  Wexford  (deep  sea). 
.    j.  One-wire  (deep  sea).    Modem  type. 
k.  Firth  of  Tay. 
/.  Wexford  (deep  eea). 
971.  North  Lowestoft  (deep  sea), 
n.  Wexford,  old  (shore  end). 
0,  South  Lowestoft  (shore  end). 
p»  Dublin  (deep  sea). 
q.  North  Lowestoft  (shore  end). 
r.  Renter's. 

8,  Channel  Islands  (shore  end). 
t.  Queen's  Ferry, 
u.  Channel  Islands. 


Against  the  North  Wall  at  the  North  West  comer  of  the  Post  Office  Central 

Pavilion, 

30.    Gr.  ir.,  cl.  6, 1478— Gr.  iv.,  cl.  8, 1604— Gr.  iy.,  el.  13, 1629. 

E.  B.  BRIGHT, 

45,  Oerrard  Street,  London, 

Street  Firs  Alarm,  Adopted  in  London  by  the  Metropolitan  Board  of 
Works.  Consisting  of  a  set  of  street  posts  and  wall  boxes  fixed  in 
position  and  connected  by  a  wire,  with  a  set  of  alarm  apparatus  for  a  fire 
brigade  station. 

This  system  of  fire  alarm  works  on  the  principle  of  the  electrical 
balance  and  dispenses  with  all  •  clockwork  and  intricate  mechanism.  A 
small  electro-magnetic  coil  of  definite  resistance  is  place  in  each  street 
post  or  wall  box,  and  is  brought  into  circuit  by  pulling  the  handle.  This 
increases  the  electrical  resistance  of  the  wire  along  the  streets,  which  had 
been  previously  balanced  by  a  corresponding  resistance  in  a  rheostat  at 
the  fire  brigade  station,  and  the  needle  of  a  galvanometer  relay  is 
defiected,  ringing  an  alarm  until  the  commutator  handle  on  being  turned 
inserts  an  additional  electrical .  resistance,  equivalent  to  that  of  the  alarm 
post,  whence  the  call  has  emanated.  The  locality  of  the  post  is  shown 
on  the  dial  of  the  commutator. 
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If  the  street  wire  is  oat  of  order,  attention  ie  immediately  called  to  it 
by  the  station  apparatus  ringing,  on  the  electrical  balance  being  disfearbed. 

Self -acting  Fire  A  larm  for  Buildings.  Illustrated  by  a  working  model, 
heat  detectors,  localisers,  and  commutators.  In  applying  this  apptratos 
the  small  heat  detecting  boxes  (about  an  inch  square)  are  placed  on  the 
cornice  or  ceiling  of  each  room  protected.  A  bi-metallic  spring  in  each 
box  is  expanded  on  any  undue  heat  arising,  and  makes  contact  with  a 
screw,  which  can  be  adjusted  to  any  required  degree  of  heat  in  exoeai  of 
the  normal  temperature.  A  small  resistance  coil  in  each  room  enables  the 
locality  of  the  fire  to  be  ascertained,  on  a  commutator  placed  at  the  pdotto 
which  the  alarm  is  to  be  communicated,  and  the  disturbance  of  the  electric 
balance  at  the  same  time,  rings  one  or  more  alarm  bells,  as  in  the  street 
fire  alarm  apparatus  already  described. 

Apparatus  for  Neutralizing  Electricity ^  developed  by  friction  during 
the  spinning  of  wool,  hair,  silk,  i&c,  with  a  diagram  in  illustration, 
already  described  in  the  Journal  of  the  Society,  No.  36,  Vol.  x. 

Direct  Acting  Sounder  for  telegraph  purposes.  This  tel^raph  in- 
strument can  be  worked  without  any  relay,  by  means  of  ten  Ledanch^  cells, 
through  10,000  B.A.  units  of  resistance. 

Combined  Needle  Instrument  and  Sounder,  In  this  apparatus,  the 
movements  of  the  indicating  needle,  so  largely  used  for  railway  purposes 
in  England,  are  supplemented  by  distinct  sounds. 

Improved  Printing  Telegraph  Instrument.  Von  Hoevenbergh's  patent. 
The  property  of  the  Automatic  Telegraph  Company. 


Against  the  Wall  next  to  Mr.  Bright s  exhibit. 

31.  Gr.  i.,  d.  2,  1439— Gr.  i.,  d.  8,  1461— Gr.  i.,  d.  4,  1466- 
Gr.  iii.,  d.  5, 1471-Gr.  !▼.,  d.  6, 1483— Gr.  iy.,  cl.  7, 1497 
— Gr.  iv.,  d.  8,  1618— Gr.  iy.,  d.  9.  1617— Gr.  iy.,  cl.  13, 
1631. 

MESSRS.  LATIMER  CLARK,  MUIRHEAD,  &  CO., 

Regency  Street^  Westminster, 

Globe  reseryoir  battery. 

Daniells'  battery,  in  glass  jar,  complete. 

12-ceU  Darnells'  battery,  ordinary  pattern,  slate  partitions. 

Callaud's  grayity  battery,  Daniells. 
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Hnirhead'g  lO-eell  porcelain  chamber  battery. 

Muirhead's  10-cell  ebonite  chamber  battery. 

Siemens'  snlphate  battery,  with  paper  pulp. 

Marie  Davie  battery. 

Chester  battery. 

Meidenger's  battery. 

Bichromate  of  potash  battery. 

Muirhead's  platinized  carbon  battery. 

Smee's  battery. 

Groove's  nitric  acid  battery. 

Bunsen's  battery. 

Howell's  patent  battery. 

De  la  Rue's  chloride  of  silver  battery,  small  size. 

Ditto  ditto,  large  size. 

Diamond's  thermo-electric  battery. 

Copper  and  zinc  plates  for  batteries. 

Porous  cells  for  batteries. 

Perforated  stoneware  cells  for  batteries. 

Carbon  plates  for  batteries. 

Battery  syringe  of  ebonite. 

Acid  pourers,  gutta  percha. 

Insulators,  various. 

Poles,  various  sizes.     Muirhead's  patent  compound  iron  tubular  form. 

Single  needle  instrument.  Post  Office  pattern,  with  drop  handle  and 
Spagnoletti's  undemagnetizable  diaL 

Single  needle  instrument.  Post  Office  pattemj  with  Highton's  key  and 
Spagnoletti's  undemagnetizable  dial. 

Single  needle  instrument,  Indian  pattern,  as  used  in  India  and  the 
Colonies. 

Single  needle  dial^  with  Spagnoletti's  undemagnetizable  needle. 

Single  needle  dial,  with  Varley's  undemagnetizable  needle. 

Ink  recording  telegraph  instrument  for  termioal  or  intermediate 
stations. 

Relay,  Post  Office  pattern. 

Relay,  Siemens'  pattern. 

Relay,  Muiriiead  &  Winter's  patent,  for  quadruples  working,  with 
double  tongue. 

Relay,  American  pattern,  with  soft  iron  cores. 

Sounder,  Post  Office  pattern. 


44 

Lamp,  scale  gtand,  ax\d  lais  And  atandy  for  Tluundon's  mirror 
galyanometer. 

Condenser,  20  micro&urads,  capacity,  subdiyided,  lugh  insolation. 

Railway  signalling  block  instrument,  Winter's. patent. 

Electric  lock  for  signal  point  levers.  Winter  &  Stoney's  patent. 

Lightning  protector,  Belgian  pattern. 

Lightning  protector,  Indian  pattern. 

Lightning  protector,  Maye's  pattern. 

Lightning  protector  for  submarine  cables,  Sannders\ 

Lightning  protector  for  submarine  cables,  Jamieson's. 

Lightning  protector  for  submarine  cable  and  land  line  coimection,  Pc^ 
Office  pattern. 

Lightning  protector  for  submarine  cables,  Eggington's  automatic. 

Smith's  translation  switch  for  submarine  cable  working. 

Saimders'  translation  switch  for  submarine  cable  working. 

Saunders'    translation  commutator,    used    in    connection    with  the 
translation  switch. 

Single  current  transmitting  Jcey. 

High  ton's  single  needle  reversing  key. 

Short-circuiting  key,  on  ebonite  pillars. 

Lambert's  charge  and  discharge  key. 

Battery  reversing  key,  on  ebonite  pillars. 

Graham's  British  Association  testing  key. 

L.  Clark's  standard  mercurous  sulphate  element,  E.  M.F.,  1A57  volts. 

Liveing's  patent  fire  damp  indicator  atid  measurer,  for  use  in  coal  mineiv. 

Cable  signalling  key. 

Cable  signalling  key,  Saunders'  improved  pattern,  with  rigid  arms. 

Commutator  board  for  simplex  and  duplex  working  on  cables. 

Short-circuiting  key. 

Single  contact  key. 

AMERICAN  APPARATUS. 

Combination  set  (key,  relay,  and  sounder). 

Duplex  set. 

Quadruplex  set. 

Repeater  set. 

Pocket  relay. 

No.  1  sounder.  •  •  -  • .. 

No.  1  key. 
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•  -  •  • 

A  10  by  12  Western  Union  BwitcH  board. 

Thomson's  mirror  astatic  galvanometer,  on  tripod  stand.' 

Thomson's  mirror  astatic  galvanometer,  with  ebonite  coil  frames,  to 
prevent  cross  leakage  at  the  coils,  and  on  hinges,  to  allow  of  easy  acoesfl 
to  the  coils  or  needle. 

Same  as  above,  small  pattern. 

Battery  syringe,  brass. 

Marine  galvanometer  for  use  on  board  telegraph  ships. 

Post  Office  resistance  coils,  as  used  by  the  Government  telegraph 
authorities  for  testing  telegraph  lines,  cables,  batteries,  &c. 

Resistance  coils,  1  to  10,-000  in  the  aggregate  (small  portable  set). 

Medical  battery,  20  cells,  chloride  of  silver,  and  fittings. 

Quantity  galvanometer,  with  vertical  needle  and  thick  wire  coils. 

Portable  galvanometer  for  linemen,  with  quantity  and  intensity  coils. 

Portable  galvanometer,  brass  case,  jewelled  centres,  1000  ohms 
resistance. 

Single  needle-speaking  detector,  can  be  used  either  for  speaking  or 
testing  purposes. 

Galvanometer,  with  double  shunts.     L.  Clark's  pattern. 

Schwendler's  tangent  galvanometer,  with  two  coils,  and'  set  of  shunts 
for  comparing  resistances  and  electro-motive  forces. 

Inductive  resistance,  Muirhead's  patent. 

Resistance  bridge,  specially  designed  for  balancing  cables  on  Muirhead's 
duplex  system. 

^  unit  rheostat,  used  with  Muirhead's  patent  system  of  duplex  working. 

High  resistance  rheostat,  used  with  Muirhead's  patent  system  of  duplex 
working. 

Pole  changers  or  battery  reversers  for  quadruplex  working  on 
Muirhead  &  Winter's  system. 

Resistance  coils,  1  to  10,000  ohms,  with  bridge. 

Resistance  coils  :  — ^units,  tens,  hundreds,  thoujsands,  with  rectangular 
blocks,  and  proportional  coils. 

Standard  resistance  coils — 1  ohm. 

10  ohms. 

100  ohms. 

1000  ohms. 

Rheostat,  post  office  pattern,  for  duplex  working. 

Thomson  &  Varley's  slide  resistance  coils,  registered  design. 

Condenser,  standard  I  microfarad  capacity.  
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Condenser,  standard  i  microfarad  capacity* 
Condenser,  standard  1  micro&rad  capacity. 

Condenser,  standard  1  microfarad  capacity,  sub-diyided  1,  2,  S,  4  ==  1 
xnicro&iad. 

One  eccentric  clamp. 

One  pair  of  dimbers  and  straps. 

One  splicing  clamp. 

One  splicing  wrench. 

One  Uhlich  soldering  pot. 

AMERICAN  APPARATUS. 

No.  50  hotel  annunciator. 

No.  6  call  ditto. 

No.  6  burglar  alarm  ditto. 

Toung  window  spring. 

Lewis  ditto. 

Spear  door  ditto. 

Western  Electric  ditto. 

4-inch  skeleton  vibrating  bell. 

6-inch  ditto. 

4-inch  ditto,  lock  attachment. 

4-inch  ditto,  constant  ringer. 

Compound  push  board. 

Bell  pushes,  various. 

No.  2  electric  pen  outfit. 

Gamewell  fire  alarm  box« 

8-inch  gong. 

Call  box. 

4-wire  arm,  disk^  spring  jack. 

Union  SMdvel  screw. 

Wire  stay« 

Stay  rod,  8|^  feet  long. 

Stay  rod  for  iron  pole. 

Pole  bolts. 

Draw-vice  and  key. 

Draw-tongs. 

6-inch  cutting  pliers. 

8-inch  ditto. 
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Soldering  irons, 

Fletcher's  patent  soldering  tool. 

Joint-twisting  tooL 

Gun-metal  muff  for  wire  jointing. 

Spanish  spoon. 

One  set  of  contact  rods. 


North  West  corner  of  the  Table  standing  at  the  North  West  of  the  Post 

Office^  Central  Pavilion. 

32.  Gr.  iii ,  d.  6.,  1476— Gr.  iv.,  d.  12, 1627. 

SIR  WILLIAM   THOMSON, 

The  University^  Glasgow, 

Absolute  electrometer.  For  description  see  British  Association  Beport 
for  1867,  Committee  of  Standards  of  Electrical  Resistance,  or  Thomson's 
Beprint  of  Papers  on  Electro- Statics  and  Magnetism.  Maker,  James 
White,  241,  Sauchiehall  Street,  Glasgow. 

Quadrant  electrometer.  For  description  see  British  Association  Report 
for  1867,  Committee  of  Standards  of  Electrical  Resistance,  or  Thomson's 
Reprint  of  Papers  on  Electro-Statics  and  Magnetism.  Maker,  James 
White,  241,  Sauchiehall  Street,  Glasgow. 

Improved  mariner's  compass,  with  sim  and  star  azimuth  mirror  and 
binnacle  containing  correctors  for  quadrantal,  semi-circular,  and  heeling 
errors.  See  instructions  which  accompany  the  instrmnent.  Maker,  James 
White,  241,  Sauchiehall  Street,  Glasgow. 

33,  Gr.  ir.,  d.  10.,  1620* 

J.  A.  RUDGE, 

1,  New  Baud  Street  Place,  Bath. 

MAGNETO-ELECTRIC  FLESH  RUBBER  OR  BRUSH. 

A  Siemens'  armature  is  made  to  revolve  between  the  poles  of  a 
magnetised  steel  frame  by  nieans  of  cog  wheels.  To  the  axis  of  the  prin- 
cipal wheel  is  attached  a  circular  rubber  made  of  felt,  or  a  brush  of  fine 
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silver  wire.  The  rubber  is  first  to  be  drawn  through  •  a  plate  containbg 
water,  and  then  drawn  over  the  part  where  the  electricity  is  to  be  aj^Iied. 
By  this  means  a  gentle  current  is  obtained,  which  is  very  beneficial  ht 
medical  purposes.  It  can  be  used  by  the  patient  without  any  assiEtance, 
it  is  very  portable,  and  can  be  carried  in  the  pocket,  supplying  a  mnt 
long  felt  by  the  medical  profession. 

34.     Gr.  iv.,  cl.  6— Grl  iv.,  cl.  18. 

C.  E.  SPAGNOLETTI,  M.I.C.E., 

Great  Western  Railway  Station,  Paddington,  London, 

ELECTRICAL  FIRE  ALARM. 

For  giving  immediate  information  of  an  outbreak  of  fire,  at  or  near  any 
given  street,  or  place,  to  the  dep6t  where  the  engines  are  kept. 

This  system  consists  of  an  apparatus  fixed  in  the  engine  dep^  and 
worked  from  various  given  outlying  stations,  one  line  wire  is  only  required, 
a  constant  current  is  always  on  the  wire,  so  that  it  is  always  under  test,  and 
proved  correct.  Any  accident  to  the  wire  at  once  causes  a  bell  to  ring, 
and  thus  reports  itself  defective. 

In  the  engine  house  is  fised  a  dial  with  a  pointer  traveUing  round  it, 
like  the  hand  of  a  clock.  The  dial  is  divided  into  divisions,  and  each 
division  shews  the  name  of  a  street  or  place,  a  bell  and  galvanometer  is 
attached,  the  latter  is  always  deflected,  a  plunger  is  attached  to  the  instro- 
ment  for  resetting  the  pointer,  and  which  at  the  same  time  acknowledges 
to  the  station  sending  the  alarm  the  receipt  of  its  signal. 

The  apparatus  at  the  outlying  station  is  a  box  containing  a  bell,  and  a 
metal  ball  that  rolls  down  an  inclined  plane,  making  contact  as  it  runs, 
and  sending  currents  which  act  on  the  dial  apparatus  at  the  engine  depot, 
so  that  in  case  of  fire  the  handle  has  but  to  be  lifted,  and  the  ball  at  once 
begins  to  roll.  This  sets  the  bell  ringing  at  the  engine  house,  and  the 
pointer  to  work,  and  it  stops  pointing  to  the  street  from  whence  the  alann 
was  given.  At  the  engine  house  the  plunger  is  pushed  in  which  resets 
the  pointer  of  the  dial  instrument,  and  rings  the  bell  In  the  box  at  die 
place  the  alarm  was  sent  from.  On  receiving  this  the  man  sets  his  bail 
again,  and  this  resets  the  galvanometer  and  stops  the  ringing  of  the  bell 
at  the  engine  house,  thus  giving  notice  that  he  has  reset  the  ball  readj 
for  another  signal,  and  that  all  is  in  perfect  order  again.  This  is  under 
the  consideration  of  the  London  authorities. 
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INDUCED    NEEDLE    FOR    NEEDLE    TELEGRAPH    INSTRU- 
MENTS. 

At)oat  60,000  of  these  are  now  in  use.  It  e£Eectiiallj  prevents  a 
magnetic  needle  from  the  efEects  of  lightning,  getting  weak,  neutralized  or 
reversed,  the  signals  are  very  strong,  and  the  beat  of  the  needle  precise 
and  distinct. 

Permanent  magnets,  so  placed  outside  the  coils  as  to  induce  magnetism 
into  the  inner  soft  iron  needle,  which  is  divided  in  its  axle  by  a  piece  of 
brass  to  divert  the  magnetism  to  its  proper  place.  The  inner  needle  being 
of  soft  iron,  and  being  induced  by  the  outer  magnets,  can  never  be  dis- 
charged, and  therefore  always  remains  the  same.  Delays,  expense  of 
labour,  and  repairs  to  instruments  are  saved,  and  broken  pivots  avoided. 
It  is  now  nearly  generally  used  on  all  railways,  and  in  the  Colonies,  and 
the  Government  have  some  on  trial. 

ELECTRICAL  LOCKING  OP  RAILWAY  SIGNAL  LEVERS. 

By  this  system  the  starting  signal  lever  is  unlocked  by  the  station  in 
advance,  before  it  can  be  pulled  over  to  lower  the  semaphore  arm  for  an 
engine  driver  to  start.  The  operation  is  this :  suppose  A  and  B  to  be  two 
stations  and  a  train  is  waiting  at  (or  approaching  if  a  fast  train  to  pass)  A, 
the  signalman  rings  a  bell  by  a  certain  code  to  B,  signifying  *'  take  lock 
off  lever,"  B  replies  by  returning  the  same  code  on  the  bell,  and  takes  the 
lock  off ;  an  indicator  at  A  shows  him  "  lock  off."  The  signal  is  lowered 
then  by  A  for  the  train  to  depart,  and  is  put  to  '^  danger  "  again  after  the 
train's  departure  to  protect  it  from  a  following  train,  and  by  this  act  the 
lever  is  again  locked ;  it  can  only  be  unlocked  by  B,  and  B  cannot  imlock 
it  again  imtil  the  train  has  arrived  at  the  given  point  at  his  station 
required  to  reset  the  apparatus  Modified  arrangements  of  this  system 
are  made  for  working  large  yards,  where  shunting  operations  incessantly 
occur,  for  the  prevention  of  accident  and  damage  to  stock. 

The  system  consists  of  lever  lock,  a  catch  and  discharge  apparatus,  a 
plunger,  key  or  button  for  working,  and  a  resetting  apparatus. 

It  is  being  fitted  on  the  Great  Western  Railway,  and  apparatus  is 
being  made  for  putting  it  on  the  Metropolitan  Railway,  London. 

SPAGNOLETTrS  BLOCK  TELEGRAPH  INSTRUMENTS. 

As  used  in  England  on  the  Metropolitan  EailvTays  and  Great  Western 
Railway,  &c.,  in  the  Dutch,  Rhenisb,  Holland,  and  in  South  Austialia. 

to 
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This  in£trument  always  shews  the  coDdition  of  the  line,  whether 
" dear"  or  blockedi  train  on  line;  it  self  registers  the  exhaustion  of  the 
battery,  thereby  giving  a  signalman  three  or  four  days'  notice  that  d 
battery  power  requires  attentioD,  and  also  any  defect  to  the  line,  wire, 
instruments,  <&c.  It  is  simple  in  construction,  not  easily  deranged,  and 
very  simple  to  work.  It  is  adapted  for  three  line  wires,  two  line  wires, 
and  one  line  wire.  It  can  be  worked  on  the  permanent  current  system  or 
otherwise.  The  pressure  of  the  red  key  with  red  table  produces  Ae  red 
signal,  *' train  on  line,"  and  the  white  key  with  the  white  table  the  white 
signal  **  line  clear.'*  The  colours  assimilate  the  telegraph  signals  with  the 
ordinary  visual  signals  used  on  a  railway  by  day  and  night.  A  bell  is 
used  in  conjunction  with  this  instrument,  by  which  certain  codes  sre 
sent  and  returned,  conforming  the  working  of  the  instrument,  which  adds  to 
safety  in  working  a  railway.  This  system  of  working,  and  o£  odouriqg 
instmmentSi  has  since  become  general. 


86.    6r.  iv.,  cl.  8, 1610. 

KILLINOWORTH    HEDOBS, 

25,  Queen  Awufs  Oate^  WutmiiuUr^  8,W. 

1.  A  Hedges'  patent  electric  lamp,  in  which  the  carbons  fidl  by  gravity 
down  two  inclined  troughs  on  to  a  block  of  refractory  material,  which 
considerably  augments  the  brilliancy  and  improves  the  colour  of  the  light 
Samples  of  blocks. 

2.  A  Hedges'  patent  focussing  electric  lamp,  of  simple  form,  in  which 
the  positive  carbon  is  supported  by  means  of  a  smaller  carbon  meeting  it 
at  or  near  the  point,  the  negative  being  held  up  by  means  of  a  stop.  The 
lamp  will  take  carbons  2  feet  in  length,  the  resistance  being  always  the 
same,  as  the  current  enters  at  the  lower  end  contact  The  separation  of 
the  carbons  is  effected  by  means  of  an  electro-magnet. 

3.  A  patent  differential  lamp,  similar  to  the  above,  but  separated  hj 
means  of  a  solenoid  with  novel  form  of  core  and  high  resistance  magnet, 
arranged  to  neutralize  action  of  same. 

4.  Pointed  iron  weights,  for  insertion  in  the  troughs  of  Hedges'  lamps, 
for  the  purpose  of  enabling  the  short  lengths  of  carbon  to  be  used. 

5.  The  Electric  Light  Supply  Company's  standard  form  of  patent  tvo- 
way  switch,  in  which  sparking  is  reduced  to  a  minimum,  and  the  weariog 
sur&cea  can  be  adjusted. 
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6.  Deyiator  and  electric  light  indicator,  as  desigDed  for  use  in  (be 
Liverpool  Docks.  The  deviator  enables  the  current  from  a  i^re  machine 
to  be  instantaneoualj  switched  on  to  any  circuit  where  the  current  is  found 
to  fail.  The  indicator  shows  pn  which  circuit  this  takes  place  and  rings  a 
bell  when  the  current  ceases. 

7.  Drawings  and  photographs  of  Hedges'  lamps,  arrangement  of  por- 
table electric  lighting  tackle,  with  special  frictional  driving  gear,  and  stan- 
dard self-supporting  beacon  posts,  as  used  in  the  Liverpool  Docks. 

36.  Gr.  ir.,  d.  7, 1601. 

C.  J.  WOLLASTON, 

28,  St  Peterdmrg  Place,  Bayawater,  London, 

Portable  naval  and  military  loud-speaking  telephones,  used  by  the 
British  Government  Naval  and  Military  Authorities. 

37.  Gr.  i.,  cL  2, 1437— Gr.  1,  d.  3, 1448— Gr.  iii.,  d.  5, 14ea 

COXETER  ft  SON, 

23  oiuf  24,  Oraflcn  Street  Eaet,  Tottenham  Court  Road, 

MEDICAL  BATTERIES. 

Components: —Zinc; — platinum,  and  peroxide  of  manganese,  &c., 
charged  with  chloride  of  ammonium. 

The  fluid  capadty  of  each  cell  is  fully  equal  to  that  of  the  Ledanchfe 
medical  cell,  but  a  battery  of  corresponding  niunber  of  cells  occupies 
considerably  less  space ;  they  are  therefore  really  portable,  and  the  electro- 
motive force  and  constancy  are  everything  that  can  be  desired. 

These  cells  are  used  either  for  galvanic  batteries  or  for  working  coils. 

ACCESSORIES. 

(7o//ecfor.— >This  is  so  constructed  that  it  is  impossible  for  any  portion 
of  the  battery  to  remain  short  circuited,  but  it  allows  of  increase  or 
decrease  of  current  strength  without  interruption  of  the  current. 

A  new  plan  is  also  introduced  which  allows  of  the  cells  being  equally 
worked ;  this  has  only  hitherto  been  accomplished  by  employing  two  dials. 

Oalvanometer, — This  is  fitted  mto.the  lid  of  the  csxae  and  is  the  most 

» 

sensitive  vertical  galvanometer  hitherto  constructed.    When  the  circuit  is 

B  2 
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oompleted  with  die  patient  it  showB  by  tbe  deflection  of  tlie  needhtlK 
actual  amount  of  current  strength  marked  approximately  in  lG]leT!i)n 
An  adjunct  specially  fierrioeable  in  diagnoeb  is  a  lerer  AatiiDOTed 
forward  (by  meana  of  a  screw  head),  and  which  acts  at  will  as  a  itop  to 
prevent  the  needle  falling  back  to  zero  at  eachintermption  of  thecomnt; 
the  swinging  of  the  needle  is  thus  prevented  and  the  deflectioii  noted 
instsntaneoosly. 

Rheostat. — ^The  graduation  of  strengtii  in  the  indaoed  comDtis 
obtained  by  a  rheostat  attached  to  the  element  beard  of  the  onls. 

The  batteries  are  made  up  in  ▼arions  sizes  and  styles,  the  neveit 
arrangements  being  in  Combination  batteries.  The  most  importut  d 
these  combines  in  one  case  a  60-ceIl  galyanic  battery,  a  coil  batteiy,  ud 
a  delicate  galyano-cansdc  battery,  all  worked  by  the  same  ekmentB, 
arranged  so  as  to  be  worked  either  for  quantity  or  intensity  by  a  to? 
simple  eontriyance. 

88.  LATIMER  CLARK  ft  MUIRHEAD, 

24,  lUgemcy  Street,  Weitmineter,  London. 
Trophy  of  Telegraph  Insulators  in  the  centre  of  this  Table. 


TaMe  due  South  of  the  last.    North  West  comer. 

39.    Or.  iy.,  oL  10, 1619. 

J.   L.  PULVERMACHER, 
194,  Regent  Street^  London^  and  63,  Rue  Ckabarol^  Paris, 

High  tension  Toltaio  chain  battery  of  novel  construction  and  i 
instantaneous  action,  with  restorable  zinc  elements. 

Pocket  Toltaio  battery,  for  medical  use. 
„  „  „        for  private  use. 

Electrolytic  dosometre,  an  instrument  for  measuring  small  quandties 
of  electricity. 

Eleotro-Fhynological  chain  bands  for  dry  application. 

Safety  fiwtening  electrodes. 
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Electrode  flesh  bnuih  and  hair  ditto. 
Ditto        tooth  bmdi. 
Ditto        slippers. 
Ditto       safety  fimtening  pads. 

Ditto  tissue  sheeting  for  difiEosing  high  tension  eleotrioty  to  persons 
whikt  lying  in  bed. 

40.    Gr.  ii.,  el.  4, 1466. 

THE  WHITECROSS  WIRE  AND  IRON  CO.»  Limited* 

Warruigton. 

Two  coils  of  telegraph  wire  as  supplied  to  the  English,  Indian,  and 
G>lonial  Governments,  manufiustured  solely  in  their  patent  rolling  mills 
and  finished  by  special  appliances.  Weight  of  pieces,  150  lbs.  without 
weld  or  joint.  Binding  wires  for  telegraph  use,  and  sample  coil  of  special 
homogenous  wire  for  submarine  cables. 

4h    Gr.  i.,  d.  2, 1448— Gr.  ii.,  d.  4, 1468. 

JAMBS  STIFF  ft  SONS» 
LoMtbrn  PoUery^  Lambeth^  London, 

VABIOUS  POROUS  CELLS  AND  STONEWARE  BATTBBT  JAB& 

Specially  adapted  to  eaoh  other;  the  porous  oells  made  in  all  sizesy 
with  gkzed  upper  edges. 

Flat  porous  plates,  all  sizes. 

Flat  porous  linings  in  red  and  white  ware. 

The  stoneware  insulators  are  thoroughly  vitrified  and  made  in  all  the 
usual  shspes. 

Models  of  condensing  coils,  receiTers,  retorts,  stills,  dip  arms,  acid 
pans,  plumbago  crucibles,  and  all  kinds  of  stoneware  chemicul  apparatus 
specially  suited  for  electrical  and  telegraphic  purposes  are  also  shown. 

42;    Gr.  ii.,  cL  4, 1467— Gr.  vi.,  cL  15, 1649. 

R.  S.  NBWALL  ft  CO., 

180,  Strandy  London,  W.C. 

Samples  of  early  submarine  cables  firom  1851  to  1858. 
Samples  of  copper  cords  for  electric  lighting. 
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Samples  of  copper  rope  and  ribbon  lightning  condnotora. 

Samples  of  iron  rope  and  ribbon  ligbtning  oondnctors. 

Points  and  fiutenings  for  above. 

Anderson's  portable  galvanometer  for  testing  lightning  oondacton. 

» 

43,  Gv.  iv.,  d.  8, 1606. 

S.  COHNE, 
83|  Oraeechurch  Street^  London, 

1.  An  electric  lamp  of  a  simple  oonstmctioni  baaed  on  hydrostetic 
principals.  No  mechanism,  and  is  not  easilj  to  be  pat  oat  of  order,  and 
of  a  very  cheap  cost. 

2.  Transparent  globe,  allowing  the  light  to  traverse  withoat  being 
hnrtf ol  to  the  eyes.  It  is  based  on  physical  law.  When  the  light  passes 
from  one  medium  to  another  there  is  a  partial  reflection. 

8.  Carbons  emanating  a  white  and  steady  light,  as  the  ordinaxj 
carbons  in  use. 

44.  Gr.  i.,  cl.  8,  l|146-«r.  iiL,  cL  5,  1467— Gr.  iv.,  d.  6,  1476- 

Gr.  iv.,  cl.  7, 140S. 

BLAKEY,   EMMOTT   ft  CO., 

t JSqnare  Boad,  H^difaz^  England, 

1.  Single-needle  block  instrument. 

2.  Warburton  &  Croesley's  patent  bell  instramentp 
8.  Warburton  &  Crosslqy's  patent  relay. 

4..  Croadey's  transmitter,  in  glass  case. 

5.  Croesley's  transmitter,  with  magnetic  case  bell  and  generatar. 

6.  An  18*in.  plate  electrical  machine. 

7.  Eempd's  electrical  speed  indicator. 

•  *  •  , 

46.  NEW  ALL  ft  CO., 

.  180,  Sirand,  Londouy  W.C. 
Trophy  of  Lightning  Conductor  Stands  i^  the  centre  of  this  Table. 
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Tabk  West  qf  the  preceding. 

46.    Gr.  L,  cl.  8, 1446. 

BRITISH  ELECTRIC  LIGHT  CO., 

Haddon  Street,  R^ent  Street,  London, 

Electric  arc  and  incandescent  lamps. 

Various  apparatus  for  use  in  electric  lightning,  &c. 


Stand  qX  the  centre  of  the  West  End  of  the  British  General  Section, 

47.    Gt.  iii.,  cl.  5, 1469— Gr.  iv.,  cl.  6, 1479. 

MESSRS.  ELLIOTT  BROTHERS, 

101,  St.  Martin's  Lane,  London,  W.C. 

Exhibit :  Various  galvanometers,  resistance  coils,  condensers,  electro* 
meters,  keys,  switches,  &c.,  for  electrical  purposes. 


North  of  Messrs.  Elliotts  Stand. 
48.    6r.  i.,  cl.  1, 1436. 

t        .  .  . 

A.  APPS, 
438,  Strand,  London. 

Induction  coil,  giving  a  spark  in  air  8  feet  and  a  half  in  length. 
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TdUe  South  Weit  of  Metan.  ElUotft  Central  Stand. 

49.    Gr.  i.,  d.  2, 1441— Gr.  iii.,  d.  6, 1474— 6r.  It.,  cL  6, 1488- 
Gr.  iy.,  d.  11, 16S2- 

R.  SABINE, 
Crotmont  Haute,  Hcmpton  Wiek,  London, 

I 

MOVEMENT  PRODUCED  IN  MERCURY  SURFACES  BY 

ELECTRO-CHEMICAL  ACTION. 

The  purpose  of  this  apparatuB  is  to  demonstrate  that  the  currents 
which  have  been  observed  bjr  moving  mercury  electrodes  are  due  to  dif- 
ferent d^ees  of  oxidation  of  the  exposed  surfaces;  and  that  the  moTemect 
of  mercury  globules  in  capillary  and  other  tubes  when  traversed  by  corrents 
is  due  to  rotary  motion  set  up  through  rapid  oxidation  and  deoxidation  of 
different  points  of  the  sur&ce,  and  not  to  changes  of  capillary  constant  u 
has  been  erroneously  supposed. 

GALVANIC  ELEMENT,  CONSISTING  OP  SELENIUM  PLATES 

IN  WATER. 

When  a  galvanic  element  is  made  up  of  two  similar  plates  of  ciyatal- 
lized  selenium  immersed  in  water,  and  light  is  allowed  to  fall  upon  one 
of  them,  the  plate  which  is  illuminated  becomes  electro-negative  to  the 
plate  which  is  in  the  dark.  The  elements  shown  each  consist  of  a  single 
plate  of  selenium  forming  a  separation  between  two  water  cells  with  lead 
electrodes,  light  being  allowed  to  fall  on  one  side  or  the  other  of  the  plate 
The  purpose  of  this  construction  is  to  lessen  the  resistance. 

APPARATUS  FOR  DETERMINING  THE  CONTOUR  OF  WAVES 

IN  TELEGRAPH  CABLES. 

This  apparatus  ooncdsts  of  a  rotating  chronoscope  which  acts  upon  two 
small  contact  keys.  The  first  key  reverses  the  current  on  starting  ^ 
apparatus,  and  the  second  key,  which  is  moved  after  a  determined  interval, 
removes  an  accumulator  from  a  given  point  in  the  cable  and  discharges  it 
through  a  galvanometer.  In  this  way,  by  repeated  experiments  with  dif- 
ferent intervals,  the  time  is  found  which  the  neutral  point  due  to  tbe 
reversal  of  the  battery  takes  to  travel  through  a  given  length  of  cable. 
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LANTERN  8LIDB,  WITH  A8TATI0  QALYANOHBTBB. 

This  18  arranged  fi>r  tiEn  ?riih  a  Scioptacon.  It  projacts  the  image  of 
a  straight  photographed  scale  upon  the  screen,  the  indication  being  given 
hj  the  shadow  of  an  arm  carried  hj  the  astatic  needle. 

COMMUTATOR  POR  FOUR  CIRCUITS, 

This  waa  oonstmcted  for  experiments  in  which  it  ia  required  to  very 
quickly  change  two  or  four  circuits  from  series  to  parellel.  By  the  simple 
rotation  of  the  barrel  through  a  small  angle,  four  circuits  (such  as  galvano- 
meter coils  or  elements)  can  in  an  instant  be  placed  in  serieSj  or  two  and 
twO|  or  all  parallel. 

APPARATUS  FOR  DETERMINING  VERY  SHORT  INTERVALS 

OF  TIME. 

This  system  is  based  upon  the  known  law  of  discharge  of  electrically 
charged  bodies  through  resistance.  It  consists  of  an  accumulator  of 
known  capacity  and  a  coil  of  known  resistanc?.  The  accumulator  is  first 
charged  and  then  allowed  to  discharge,  during  the  interval  which  is  to  be 
measured,  through  the  resistance.  The  residue  of  charge  compared  with 
the  initial  charge  enables  the  interval  to  be  exactly  calculated.  Thus  the 
time  of  contact  of  a  hammer  striking  upon  an  anvil  is  found  to  be 
0.00005  second. 

ARRANGEMENT  OF  TESTING  APPARATUS. 

In  this  arrangement  a  discharge  key  is  used,  the  three  points  of  which 
are  introduced  into  the  Wheatstone  Bridge  system  in  such  a  way  that 
either  (1)  Insidation,  (2)  Discharge,  (8)  Constants,  lor  (4)  Copper  resist- 
ance can  be  measured  with  a  umple  set  of  apparatus  without  changing  any 
connections  and  without  the  employment  of  commutators.  All  the  con- 
nections are  made  in  the  air  by  thick  wires  which  are  visible. 

BO.    Gr.  iv.,  cl  6, 1480. 

EXCHANGE  TELEGRAPH  CO., 

17,  and  18,  ComhiU,  London. 

The  apparatus  exhibited  by  the  Exchange  Telegraph  Company  consists 
of  a  number  of  type  printing  telegraph  instruments  connected  with  and 
working  from  a  transmitter. 
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The  Teoeivev  o(mtdiiB.ar  fypo  arhoely  which  i^.  rotated  by  cwrenti  in 
alternate  directions,  transmitted  by  means  of  a  commutator  in  the  tnos- 
mitter  working  through  relays.  The  impulses  which  cause  rotation  of  th« 
t3rpe  wheel  are  too  rapid  to  permit  of  the  action  of  the  automatic  snitch 
which  controls  the  action  of  the  printing  mechanism,  on  account  of  tKe 
period  of  vibration  of  the  automatic  switch  being  much  slower  than  this 
of  the  type  propelment. 

A  pause  in  the  transmission  of  the  alternate  currents  detenmneB  the 
action  of  this  part  of  the  mechanism,  and  causes  the  printing  to  be  effected 

Synchronism  between  different  instruments  in  a  circuit  ia  obtained  bj 
means  of  a  lever,  which  is  carried  by  the  motion  of  the  type  wheel  into 
the  path  of  a  projection  from  the  escapement  axis,  and  eventually  arrests 
its  rotation.  This  detent  is  removed  and  replaced  at  its  starting  pdnt 
every  time  a  pause,  which  causes  printing,  takes  place,  and  thus  enables 
the  transmitting  operator  to  set  the  wheels  at  zero  at  any  time. 

The  instruments  are  constructed  by  Messrs.  Elliott  Bros.,  and  are  iht 
invention  of  Mr.  F.  Higgins,  Engineer  to  the  Exchange  Telegraph  Company, 
Limited,  17  and  18,  Cornhill,  London,  E.C. 

61.    Gr.  i.,  cl,  2,  1442— Gr.  iv.,  cl.  7,  1600-^6r.  iv.,  cl.  8,  1613- 
6r.  iv.,  cl.  12, 1626— Gr.  iv.,  cL  IS,  1638. 

THE  SCIENTIFIC  TOY  AND  GENERAL  NOVELTY 

CO., 

Kirkwood  Road,  Peckham,  London^  S,E, 

1.  Inexpensive  Toys /or  the  instruction  and  amusement  of  youth. 
Boxes  of  apparatus,  comprising  horseshoe  and  bar  magnets,  compa^r 

magnetic  fish,  &c.,  and  book  of  experiments. 

Boxes  of  apparatus,  comprising  Electrophorus,  Leyden  jar,  Electro- 
scope Discharger,  insulated  table,  with  balls,  &c.,  and  book  of  experiment! 

A  model  electric  lamp,  automatic  action,  consmning  "  Renier  "  carbons, 
bums  two  hours  without  attention,  with  instructions  -for  oonatructii^ 
battery  for  working  same. 

2.  Cheap  Apparatus  for  Children  and  Beginners, 
Bichromate  Fuller  Bunsen  and  other  batteries. 

8.  The  Oalvanaphone^  or  Electric  Songster, 

A  small  transmitter  conveys  vocal  and  other  musical  sounds  to  tl  - 
galvanophone  (another  small  instrument),  which  reproduces  the  flui.< 
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greatly  inoreMed  in  volume  and  effeot,  ihoa,  a  long  ioftly  hnamed'at  one 
end  is  multiplied  and  literally  roared  ont  at  the  oilier. 

Comic  NoHonB  in  Perpetual  MoUone, 

A  small  ornamental  cabinet  which  requires  neither  clookwork,  spring, 
wire  connectioDs,  galvanic  pile,  nor  battery  of  any  kind,  but  is  complete  in 
itself,  and  which  causes  all  inanimate  objects  placed  on  the  top  ci  die 
cabinet  to  become  apparently  instantly  endowed  with  life.  The  objecta 
comprise  comic  heads,  birds,  figures,  &o. 

62,    Gr.  iv.,  d.  8. 

ROWATT  &  PYPE'S  ELECTRIC  CO.,  LIMITED, 

52,  Queen  Victoria  Street^  London,  E,C, 

THE    PILSKN    AEG  LAMP    (PIETTE    &   KRIZIK'S    PATENT), 

EXHIBITED  BY  JAMES  FYFS. 

This  lamp  effects  automatically  the  regulation  of  Ae  distance  of  the 
carbons  without  the  aid  of  clockwork  or  other  like  meehaaiam  by  the  use 
of  solenoids  having  special  cores,  such  solenoids  and  cores  being  aj^oable 
where,  as  in  electric  lamps,  uniformity  of  attractiye  force  has  to  be 
maintained  throughout  a  considerable  length  of  stroke.  Two  solenoid 
coils  are  placed  end  to  end,  with  their  axes  in  the  same  straight  line,  and 
with  one  iron  core  free  to  slide  lengthwise  within  both,  this  core  carrying 
at  its  end  one  of  the  carbons  of  the  lamp,  and  being  balanced  when  it  is 
vertical,  or  running  on  rollers  when  it  is  horizontal.  The  one  solenoid 
coil  of  low  resistance  is  in  the  lamp  circuit;  the  other  of  high  resistance 
is  in  a  branch  circuit  connecting  the  conductors  to  and  from  the  lamp. 
The  core  is  so  shaped  that  so  long  as  the  two  solenoids  exert  equal 
attractive  forces  it  remains  stationary,  notwithstanding  that  it  may  have 
been  previously  moved  lengthwise,  so  as  to  extend  further  into,  or  through 
the  oiie  coil  than  the  other;  and  in  order  that  it  may  have  this  property 
it  is  made  with  the  mass  of  its  metal  reduced  towards  the  ends.' 

Twenty  Pilsen  arc  lamps  will  be  shown  at  the  Paris  Exhibition, 
worked  by  Schuckerfs  dynamo  machines.  Each  lamp  estimated  at  what 
is  popularly  known  as  2,000  candles. 

JOEL'S   INGANDESGENT    ELBGTRIG    LAMP,  EXHIBITED   BY 

JAMES  FYFE. 

In  this  lamp  the  light  is  produced  by  the  heating  to  incandescence  of 
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the  end  of  a  thin  ovbon  rod  or  pencil,  which  fiurms  one  deetrad^ud 
which  is  oontinaoiuly  fed  through  Bpecial  end  nmple  contact  jam  agiiatt 
a  fixed  cylinder  of  copper  forming  another  electrode,  The  leogdi  of 
carbon  between  the  jaws  and  the  copper  cylinder  is  about  }  inch,  sad  froa 
this  the  light  emanates,  chiefly,  howeyer,  at  that  part  near  the  fixed  cylin- 
der, where  it  becomes  pointed  by  the  action  of  the  current,  and  tlienfin 
more  intensely  heated.  In  addition  to  the  light  produced  by  the  incsB- 
descence  of  the  carbon,  there  is  also  the  glow  or  flame  firom  the  ades  of 
the  burning  carbon  to  the  copper  electrode,  similar  to  the  flame  of  an  ue 
light — the  light  thus  taking  an  intermediate  position  between  the  porelj 
incandescent  system  of  Edison  and  the  arc  lamp  of  Serrin. 

In  the  fi^rms  to  be  shown  at  the  Paris  Exhibition,  the  lamps  are 
arranged  for  suspension,  such  as  from  the  roof  of  an  office,  or  a  room,  as 
well  as  in  the  form  of  a  standard  lamp  resting  on  the  floor,  or  on  tht  top 
of  an  ofiBce  table.  In  the  latter  case  the  copper  electrode  is  TerdcaOj 
above  the  carbon.  In  either  form  the  introduction  of  fresh  carbons  is  i 
very  simple  and  easy  matter.  The  current  for  two  sets  of  the  twenty  "  Jod" 
lamps  will  be  worked  by  two  of  Siemen's  D  2  machines  running  at  l^i 
revolutions  per  minutCi  generating  from  20  to  80  webers, 

68.    Or.  ii.,  d.  4, 1884— 6r.  vi.,  d.  16.  666. 

SUBMARINE  TELEGRAPH  COMPANY, 
2,  Throgmorkm  Atfenne^  Zamdon* 

Specimens  of  telegraph  cables  belonging  to  these  companies  whi^ 
have  been  laid  down  between  England  and  France  and  England  and  otk 
parts  of  the  continent  of  Europe. 

Specimens  of  cables  which  have  been  broken  by  the  dragging  of  ahii^ 
anchors  or  injured  from  other  causes. 

Specimens  of  cables  whose  exterior  iron  wires  have  been  destrojed  bj 
oxidation. 

Specimens  of  the  experimental  wire  covered  with  gutta  perdukonlyas'' 
of  the  first  iron-covered  cables  laid  down  by  the  companies  between  G^^ 
and  Dover  and  Ostend  and  Dover  in  1851  and  1852. 
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64.    Gr.  iii.,  cl.  5, 1466— 6r.  iv.,  cl.  8,  lOOS— Gr.  iv.,  cl.  12, 1623— 
Gr.  iv.,  d.  18, 1686— Gr.  t.,  cL  14—1636. 

W.  E.  AYRTON  ft  JOHN  PERRY, 
68,  Sloane  Situt^  London. 

1.  PORTABLE  ELECTRIC  LIGHT  CURRENT  GALVANOMETER, 

Measures  directly  in  webers  the  strongest  electric  light  currents, 
Tnthout  calculation  or  reference  to  any  table;  it  is  very  "dead-beat." 
The  accuracy  of  its  reading  can  at  any  moment  be  checked  by  the  em- 
ployment of  only  a  single  oeU  in  the  following  way :— the  thick  wire  coiled 
round  the  needle,  and  through  which  the  electric  light  current  circulates, 
is  in  reality  a  strand  or  little  cable  composed  of  ten  insulated  wires,  and 
which  are  usually  joined  in  mtdtiple-arc  by  means  of  the  litde  commutator 
seen  in  the  figure.  But  by  one  quarter  turn  of  this  commutator  the  wires 
are  joined  in  series,  and  now  any  deflection  is  produced  by  exactly  one- 
tenth  of  the  current  previously  producing  the  same  deflection.  To  check 
then  the  value,  in  webers,  of  a  current  producing  any  deflection,  we  have 
merely  to  ascertain  the  strength,  in  webers,  of  the  weak  current  producing 
the  same  deflection  when  the  wires  are  in  series,  or  indeed  any  other  de- 
flection will  do  equally  well,  since  the  coils  have  such  a  form  given  to  them 
that  the  strength  of  a  current  is  directly  proportioned  to  the  deflection  it 
produces.  (Maker  of  this  and  the  following  four  exhibits,  Messrs.  Paterson, 
76,  Little  Britain,  London.) 

2.  DISPERSION  PHOTOMETER 

Indicates  directly  by  the  readings  on  the  scale  the  candle  power  of  the 
brightest  electric  light.  The  electric  light  and  photometer  may  be  dose 
together,  as  the  weakening  of  the  bright  light  is  performed,  not  by  distance 
but  by  the  employment  of  a  very  thin  concave  lens,  the  position  of  which 
is  adjustable.  Hence  the  measurement  can  be  made  is  a  small  space,  and 
does  not  require,  as  in  the  case  of  the  older  kind  of  photometers,  a  long 
dark  room, 

8.  ARC  HORSE  POWER  MEASURER. 

Indicates  the  horse  power  expended  in  any  electric  circuit,  and  the 
accuracy  of  its  readings  may  be  tested  by  a  single  cell  in  the  way  described 
above,  this  instrument,  like  their  electric  light  galvanometer,  being  wound 
with  multiple  wires,  and  fitted  with  a  commutator. 
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4»  DYNAMOMETER  COUPLING. 

For  measuring  the  work  transmitted  directly  by  a  shaft  to  any  machme, 
as  for  example  the  work  transmitted  by  the  shaft  of  a  direct  working  three- 
cylinder  engine  to  a  dynamo  electric  machine.  In  place  of  the  ordinary 
coupling  connecting  the  two  sections  of  a  shaft  end  on,  is  substituted  this 
dynamometer  coupling,  consisting  of  two  parts,  connected  together  by  ^iral 
springs  and  keyed  respectively  to  the  two  ends  of  the  shaft.  The  extension 
of  these  springs  measuring  the  couple  exerted  by  the  driving  portion  of  the 
shaft  on  the  driven  is  observed  optically  from  the  magnitude  of  the  radius 
of  the  circle  described  by  a  bright  bead  attached  to  the  coupling,  aod 
which  by  a  simple  system  of  light  rigid  links  moves  radially  as  the  spiral 
springs  are  more  or  less  extended. 

5.  MODEL  OF  MULTIPLE  REFLECTOR. 

To  illustrate  their  method  of  greatly  magnifying  the  indications  of 
reflecting  instruments,  without  increasing  the  distance  between  the  instra- 
ment  and  scale,  by  the  addition  of  a  small  fixed  mirror  placed  eztzemelj 
close  to  the  moveable  one. 
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In  Gallery  upstairs. 

55.     Gr.  iv.,  cl.  6, 1484— Gr.  iv.,  cl.  7, 1408. 

LOUIS  DE  BEJAR  O'LAWLOR, 

11,  Wharton  Road,  West  Keruington  Parh^  London. 

Fire  alarm  in  case  of  fire  or  other  urgent  cases  with  use  of  telephony. 
Only  one  house  is  in  communication  at  the  time  with  the  central  station. 
If  several  houses  call  at  the  same  time,  the  nearest  to  the  station  will  be 
the  first  to  send  a  message  automatically,  and  one  after  the  other  will  send 
the  messages  in  order,  without  confusion  or  delay  in  transmission. 

Social  telegraphy  system.  With  only  two  wires  communicatibn  is 
maintained  with  telephones  in  the  line,  and  the  matter  commuicated  is 
kept  secret.     The  instruments  are  automatic. 


In  Historical  Section  upstairs. . 

66.    Gr.  TL,  cl.  16, 1664. 

ROYAL  INSTITUTION  OP  GREAT  BRITAIN. 

FARADAY'S  ORIGINAL  INSTRUMENTS  OF  RESEARCH. 

1.  A  magnet  made  at  the  London  Institution  by  an  electric  discharge 
from  70  square  feet  of  charged  Bur&ce.  Present :  Sir  H.  Davy,  Pepys, 
Gordon,  Bostock,  and  Faraday.     (November  14th,  1820.) 

2.  Original  apparatus  with  which  Faraday  obtained  the  magneto- 
electric  spark. 

A  welded  ring  of  soft  iron,  6  inches  in  diameter,  -Ithsof  an  inch  thick, 
one  part  covered  by  a  helix  A,  containing  about  70  feet  of  insulated  copper 
wire,  occupying  about  9  inches  in  length  upon  the  ring. 

The  other  part  covered  by  a  second  helix  B,  containing  about  60  feet 
of  insulated  copper  wire.  The  helixes  are  separated  from  each  other  at 
their  extremities  by  half  an  inch  of  the  uncovered  iron. 

The  iron  ring  was  converted  into  a  magnet  by  passing  a  voltaic  oorrent 
through  the  helix  A.    This  induced'  m  electric  current  in  the  helix  B^  and 
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a  small  spark  was  for  a  moment  seen  at  the  carbon  tennioals.  (Phil 
Trans.  1881.) 

8.  Faraday's  original  ^tpparatns  for  magneto-electric  indnctkxi  by  a 
permanet  magnet. 

A  pasteboard  tube  is  sorronnded  bya  heUz  C  of  insulated  oopperwire. 
The  diameter  of  the  tnbe  allows  a  cjlindrical  bar  magnet  to  pasB  fredj 
into  it.     The  terminal  wires  of  the  helix  are  connected  with  a  galTaDometer. 

On  the  introduction  of  a  permanent  bar  magnet  into  the  helix,  and  on 
its  withdrawal  from  it,  currents  of  electricity  were  induced  in  tiie  helix, 
which  caused  a  deflection  of  the  galvanometer  needle.     (PhiL  Traiu.  1831.) 

4.  Various  helizeSy  spirals,  &o.,  used  by  Faraday  in  his  researches  on 
magneto-electric  induction,  &o.     (Phil.  Trans.  1831.) 

5.  Apparatus  used  by  Faraday  for  the  condensation  and  liqoifacdoiiof 
gases,  consisting  of  condensing  pump  and  connections,  conducting  and  other 
tubes,  gauges,  sealed  tubes  for  containing  the  liquified  gases^  &C}  &£• 
(Phil.  Trans.  1845.) 

6.  Bars  of  borate  of  lead  glass  made  and  used  by  Faradaj  for  tie 
action  of  magnets  on  polarized  light.     (Phil.  Trans.  1845.) 

7.  Glass  tubes  prepared  and  used  by  Faraday  for  testing  the  magnetic 
and  diamagnetic  character  of  gases. 

The  tubes  containing  the  gas  to  be  examined  were  suspended  in  ik 
magnetic  field  of  a  powerful  magnet,  the  result  being  ei^er  attraction  or 
repulsion  of  the  tubes  as  the  gases  they  contained  were  either  magnetic  cr 
diamagnetic.    (Phil.  Trans.  1850.) 

8.  Faraday's  rotating  rectangle  for  illustrating  the  inductive  action  of 
the  earth. 

The  apparatus,  proTided  with  a  commutator  for  collecting  the  current^ 
was  attached  to  a  galvanometer,  and  rotated  in  the  line  of  the  magnet 
meridian,  when  the  electric  current  induced  in  the  rectangle  deflected  tbe 
galvanometer  needle.     (Phil.  Ttans.  1852.) 

67.    Gr.  ir.,  cl.  16, 1662. 

KING'S  COLLEGE,  LONDON. 

[1.]    ORIGINAL  EHEOSTAT. 

In  the  early  experiments  (prior  to  1840),  when  resistance  was  reqni^ 
to  be  introduced  into  electric  circuits,'  this  appears  to  have  been  doD^  ^J 
wires   suspended  from  insulating  supports  (e.  g.y  Bonalds  in  1820." 
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Hammersmith  and  Wheatotone  in  1834,  in  his  *'  Duration  of  Elactric 
Light"  experimentB).  As  galvanic  electricity  requires  less  provision  for 
insulation,  resistances  (about  1840)  assumed  a  less  cumbrous  form,  the 
wire  being  coiled  upon  a  frame,  or  upon  a  cylindrical  block  of  wood,  a 
provision  sometimes  being  made  by  which  the  whole  or  only  half  the  length 
of  wire  could  at  pleasure  be  taken  into  the  circuit.  Faraday  advanced 
upon  this  by  furnishing  a  fixed  wooden  cylinder,  having  a  wire  coiled 
helically  upon  it,  with  a  sliding  contact,  so  that  any  number  of  whole 
convolutions  could  be  introduced  into  the  circuit  (vide  Exhibit,  No.  8 
Bheostat  given  by  Faraday  to  C.  W.).  In  all  these  arrangements,  the 
wire  when  not  of  constant  length,  was  increased  by  constant  augmentations, 
while  the  exact  measurement  was  done  by  the  galvanometer.  Wheotstone's 
improvement  consisted  in  making  the  resistance  so  finely  adjustable  that  it 
became  itself  the  measuring  instrument,  the  galvanometer  becoming  prac- 
tically only  an  indicator.  Wheatstone's  rheostat  consisted  of  a  length 
of  fine  metal  wire  wound  partly  upon  each  of  two  paraUel  cylinders,  one 
of  wood,  with  a  helical  groove  cut  upon  it,  the  other  brass,  mounted  upon 
a  suitable  stand.  By  means  of  a  handle,  these  cylinders  could  be  turned 
so  that  the  wire  could  be  wound  almost  entirely  upon  either  of  them. 
The  current  enters  the  apparatus  where  the  wire  is  fixed  to  the  metal  axis 
of  the  wooden  cylinder,  and  as  the  wood  is  insulating,  the  current  passes 
through  the  entire  length  of  wire  upon  the  cylinder,  and  enters  the  brass 
barrel  which  is  not  insulating,  at  the  point  where  it  first  touches  it.  There- 
fore the  greatest  available  resistance  is  obtained  when  the  full  length  of 
wire  is  wound  upon  the  wooden  cylinder,  and  the  lesst  when  it  is  wound 
upon  the  brass.  The  intermediate  values  are  exactly  indicated  by  a 
scale  shewing  the  number  of  convolutions  unwound  and  by  a  pointer  and 
gratuated  circle  at  one  end  which  shews  the  fractions  of  convolutions. 
The  instrument  (Exhibit  No.  1)  was  shown  to  Jacobi,  in  August,  1840, 
and  was  referred  to  by  him  at  the  B.A.  Meeting,  in  Glasgow  that  year. 

[2.]    NEEDLE  FOR  SHEWING  CONCENTRICITY,  Ac. 

[3.]    RHEOSTAT  GIVEN  BY  FARADAY  TO  WHBATSTONB, 
(See  remarks  of  No.  1  Exhibit  above. 

[4.]     WHEATSTONE  ORIGINAL  BRIDGE,        I 
[5  and  6].  TWO  PLAINER  BRIDGES.  ] 

This  apparatus,  was  designed  by  WheatsUHie  (1840-3),  and  called  by 
him  the  *'  diftrential  reiisUmoe  meoiurer,**     The  arrangement  of  four 
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oircuito  in  which  the  baliwce  principle  is  the  same  as  that  on  vhick 
Wheatstone  haaed  hia  inabixment,  had  been  described  for  another  pnrpoie 
in  1883  by  Mr.  Christie.  The  bridge  consiBtB  of  a  mshogBJij  board,  oa 
which  four  copper  wires  are  stretched  between  suitable  binding  acrewB. 
Two  binding  screws  are  on  one  side  of  the  board  for  receiying  the  ends  d 
the  galvanometer,  and  two  similar  binding  screws  on  the  other  side  are  for  the 
battery.  The  four  *'  bridge  "  wires  are  so  arranged  that  one  of  them  goes 
from  each  of  the  galvanometer  binding  screws  to  each  of  the  batteij 
binding  screws.  '*  If  the  four  wires  be  of  equal  length  and  thickneas  ud 
of  the  same  material,  perfect  equilibrium  is  established,  sothatarheomoter 
however  powerful  will  not  produce  the  least  deviation  of  the  needle  of  the 

galvanometer  from  zero But  if  a  resistance  be  inte^ 

posed  in  either  of  the  four  sides,  the  equilibrium  of  the  galvanometer  will 
be  disturbed."  (Wheatstone  Phil.  Trans,  v.  188,  p.  824).  A  difEereni 
arrangement  of  wires  was  published  by  Wheatstone  at  the  same  time.  In 
this  the  four  wires  were  placed  upon  the  board  in  the  shape  of  a  lozenge, 
the  extremities  being  connected  to  binding  screws.  The  binding  screiffi 
terminating  the  longer  axis  of  the  lozenge  received  the  galvanometer,  whik 
those  at  the  two  ends  of  the  shorter  axis  received  the  battery.  An  adjust- 
ment was  introduced  by  means  of  a  moveable  arm  attached  to  one  of  the 
terminalB,  by  which  a  portion  of  the  current  of  one  of  the  four  wiia 
could  be  shunted  to  obtain  equilibrum. 

AUTOMATIC  SYSTEM. 


[7a.]  Original  puncher ^  with  ivory  keys  (1858) 
[76.]  Puncher  of  later  daU  (ca.  1868) 

[28.]  Tnk  dot  printer        (1858) 
[24.]  Printer,  with  metallic  ribbon 
[25.]  Six  magnet  dot  printer 

[58.]  Rapid  dot  and  dash  transmitter. 


[88.]  Original  D  C  hej 

[84.]  D  C  keg  for  quick  reversals 
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Puncher. 


Receiver. 


} 


Wheatstone's  automatic  system,  as  its  name  implies, 
a  view  to  replace  manual  transmission  by  mechanism,  for 
obtaining  greater  accuracy  and  increased  speed.  "  Long 
are  perforated  by  a  machine  for  the  puxpoee  (called  a 


Transmitter. 

Key. 

designed  wi^ 
the  purpose  0^ 
strips  of  ppf 
punchir)t 
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apertures  grouped  to  represent  the  letters  of  the  alphabet  and  other  signs. 
A  strip  thus  prepared  is  placed  In  an  instrument  associated  with  the  source 
of  electric  power  (called  the  transmitter),  which  on  being  set  in  motion 
moves  it  along  and  causes  it  to  act  on  two  pins  in  such  a  manner  that  when 
one  of  them  is  elevated  the  current  is  transmitted  to  the  telegraph  circuit 
in  one  direction,  and  when  the  other  is  elevated  it  is  transmitted  in  the 
reverse  direction.  The  elevating  and  depressing  of  these  ping  are  governed 
bj  the  apertures  and  intervening  intervals  in  the  paper.  These  currents 
following  each  other  act  upon  a  writing  instrument  (called  the  receiver)  at 
the  distant  station  in  such  a  manner  as  to  produce  corresponding  marks  on 
a  slip  of  paper  moved  by  appropriate  mechanism."  {Comptw  Rendwi, 
1859,  V.  xiviii.,  p.  214). 

ABC  INSTRUMENTS. 

[d  to  20.]     ABC  instruments.     (1840  to  1860.) 
[26.1     ABC  receiver  with  revolving  dial,     {ca,  1843J 
[28.]     Combined  needle  and  revolving  dial  receiver, 
[29.]     ABC  receiver  in  black  case     (1 870.) 
[27.]     Call  bell. 

Dial  telegraphs  were  patented  by  Cooke  &  Wheatstone  in  1840, 
and  constructed  to  work  both  with  galvanic  and  magneto-electric  currents. 
The  use  of  galvanic  currents,  however,  in  this  system  did  not  long  survive 
its  invention,  the  form  with  magneto-electric  currents  being  that  almost 
exclusively  employed.  Since  1840  the  system  has,  at  various  dates,  been 
greatly  improved  upon,  and  very  extensively  employed  both  for  public 
and  private  uses.  The  apparatus  consists  essentially  of  three  distinct 
parts:— (1)  the  communicator;  (2)  the  indicator,  and  (3)  the  call  bell. 
The  conmiunicator  consists  of  a  small  box  upon  the  upper  side  of  which 
is  a  dial  having  its  circumference,  divided  into  equal  spaces,  marked  with 
the  letters  the  alphabet  and  numerals.  A  hand  or  pointer  pivotted  in 
the  centre  of  the  dial  is  made  to  rotate,  stopping  at  any  letter  at  the  will 
of  the  operator.  In  the  interior  is  a  permanent  magnet  and  coil  which 
produce  an  alternate  current  for  every  letter  which  the  hand  of  the 
communicator  passes  over.  The  indicator  has  a  dial  in  front  similar  in 
its  arrangements  to  that  of  the  communicator  but  smaller.  An  index  hand 
is  moved  round  with  a  step-by-step  motion  propelled  by  an  electro-magnetic 
in  its  interior,  its  movements  being  controlled  by  and  corresponding  with 
the  currents  sent  by  the  communicator.  The  bell  is  actuated  by  a  train 
of  clockwork  released  by  the  currents  of  the  communicator.     In   1879 
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there  were  between  7,000  and   8,000  of   the  improred  form  d  iIkk 
instrumenta  in  use. 

[21.]  Telegraphic  thermometer 

This  apparatus  consists  of  two  distinct  instruments  connected  togelkr 
by   telegraph   wires.      The   first   (A)   was    called   by   WheatBtone  tlie 
questioner;  the  second  (B)  the  responder.     The  "  questioner,"  which  ii 
always  retained  in  the  operating  room,  consists  of  a  rectangular  wooden 
box  having  on  the  top  a  dial-^ioe  engraved  with  thermometer  degrees.  A 
handle  in  front  causes  the  rotation  of  a  magnetic  arnuiture  in  the  inteiior, 
and  produces  alternate  currents  in  suitable  wire  coils,  smulsr  in  cod- 
struction  to  the  communicator  of  the  A  B  C  telegraph.     But  besides  this 
the  box  contains  also  a  small  electro-magnet,  the  armature  of  which  icti 
by  means  of  mechanism  upon  the  index  or  hand,  which  it  propels  nimd 
the  engraved  scale.     The  '^  responder,"  which  is  located  at  the  diEtenoe 
place  whose  temperature  is  to  be  be  measured,  is  contained  in  a  drciihr 
brass  box  showing  at  the  top  a  similar  dial  with  thermometic  degrees  and 
an  index.     It  contains  also  (1)  a  ''Breguet"  thermometer,  (2)  a  anall 
electro-magnet,  which  propels  a  disc,  making  as  many  steps  as  there  are 
half  degrees  upon  the  scale,  and  (8)  an  axis,  to  which  is  fixed  a  deHcste 
spiral  spring,  which  causes  a  pin  to  bear  lightly  against  the  hand  of  the 
thermometer  however  it  may  vary  its  position.     These  two  instnunentB 
are  connected  by  telegraph  wires.     The  action  of  the  apparatos  is  ss 
follows: — The  dial  of  A  being  brought  to  0^  and  the  handle  tamed,  the 
circuit  is  completed  with  the  electro-magnet  of  B.     A  disc  is  therehj 
caused  to  revolve  in  an  opposite  direction  to  the  graduation  of  the  scale 
until  a  pin,  originally  starting  from  0^,  comes  into  contact  with  a  stop  in 
the   thermometer  index,  and   completes   the   circuit  of  a   second  wire, 
so  that  now  both  electro-magnets  act  simultaneously,  and  the  index  of  A 
marces  over  a  space  corresponding  with  that  between  O*  and  the  deflected 
hand  of  the  thermometer. 

[22.]    BLEGTRIG  FIRE  ALARM. 

This  consists  of  a  mercury  thermometer  tube  in  which  the  meroniy 
expanding  by  heat  made  contact  with  a  platinum  wire  and  dosed  the 
circuit  of  an  electric  bell.  It  was  made  about  1888,  ancl  was  used  in 
the  inventor's  house. 

[80.]    ELEGTRO-MAGNETIG  GHRONOSGOPE. 

This  instrument  was  devised  by  Wbeatstone,  in  1840,  far  dw  «i>^ 
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mmmrement  of  muill  intervalf  of  time  prinoipallj  for  determining 
the  Telooitjr  of  porojeotileB.  Two  screenB  each  made  of  wire  led 
backwards  and  forwards  across  a  frame  are  placed  in  the  path  of  the 
ball  at  a  known  distance  apart.  The  wire  of  each  screen  forms  part 
of  a  separate  circuit  communicating  with  the  indicating  instrument. 
When  the  wires  are  successirely  broken  by  the  projectile  the  suooessiye 
interruptionB  of  the  two  currents  are  registered  bj  the  indicating 
instrument,  part  of  which  moves  with  a  known  velocity. 

[89.]    ROTATING  MIRROR,  SPARK  DISC,  Ac. 

This  apparatus  was  constructed  with  the  object  of  measuring  "the 
velocity  of  electricity,"  and  *'  the  duration  of  the  electric  light."  The 
plan  of  measuring  by  the  rotating  mirror  was  announced  by  Wheatstone 
in  1880,  but  his  complete  experiments  were  not  published  until  1884. 
His  plan  consists  essentially  in  viewing  the  image  of  the  spark  reflected 
from  a  plane  mirror,  which  is  rotated  800  times  a  second,  and  in  which 
the  reflected  image  of  a  luminous  point  therefore  passes  over  an  arc 
of  half  a  degree  in  about  the  ^T^Vmy  ^^  ^  second.  In  the  experiments 
on  the  velocity  of  electricity  a  leyden  jar  was  discharged  through  a 
copper  wire  half  a  mile  long,  interrupted  both  at  the  middle  and  at  its 
two  extremities.  The  wires  connected  with  the  coating  of  the  jar  and 
the  ends  of  the  copper  line  wire  were  connected  with  six  small  brass  balls 
placed  equidistant  in  a  line  with  each  other,  so  that  each  discharge  gave 
three  separate  sparks  close  together.  When  these  sparks  were  viewed  in 
the  rotating  mirror  a  deviation  of  half  a  degree  between  any  two 
neighbouring  images  would  indicate  a  speed  of  288,000  miles  per  second 
through  the  corresponding  half  of  the  wire.  Wheatstone  found  that 
when  the  velocity  of  the  mirror  exceeded  a  certain  limit  the  three  sparks 
were  elongated  into  three  parallel  lines  and  the  lengths  became  greater  as 
the  velocity  of  the  mirror  was  increased.  The  greatest  elongation  observed 
was  about  24®,  indicating  a  duration  of  the  spark  of  about  -j-fijpj  second, 
whilst  the  spark  due  to  the  middle  interruption  of  the  line  wire  was  never 
more  than  i  degree  in  arrear  of  the  sparks  due  to  the  two  ends  which 
were  always  simultaneous. 

[41.]    FIVE-NEEDLE  DIAL  AND  KEY. 

This  form  of  telegraph  instrument  was  the  subject  of  Messrs.  Cooke 
&  Wheatstone*8  first  patent  (1837).     The  receiver  consists  of  five  vertical 
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galTanoflCopes  placed  in  a  horizontal  line,  acToes  the  middle  of  a  loaEengfr- 
ehaped  board.  The  needles  of  the  galvanomMera  have  each  two  limited 
motions,  one  to  the  right,  the  other  to  the  left,  determined  by  tiie  direction  of 
the  current  producing  the  deflections.  Letters  of  th6  alphabet  are  indicited 
by  the  simultaneous  deflections  of  two  needles ;  but  numerals  by  the 
deflection  of  only  one.  Twenty  letters  of  the  alphabet  are  marked  t^ 
the  dial  and  occupy  the  points  of  intersection  of  the  varioua  conTergiog 
lines  indicated  by  two  deflected  needles ;  G,  J.  Q.  U.  X.  Z.  being  amitted. 
The  numerals  are  marked  upon  the  margin  of  the  lower  half  of  tbe 
lozenge-shaped  board.  The  key  used  with  this  system  has  five  brsM  ban 
corresponding  with  the  five  galvanometer  circuits,  over  each  of  which  ire 
two  spring  contacts,  one  connected  with  the  positive,  the  other  with  tbe 
negative  pole  of  the  battery,  so  that  by  pressing  the  suitable  button,  t 
right  or  left  hand  deflection  may  be  produced. 

[81.]     ORIGINAL  RELAY. 

[32.]     RELAY  IN  CASE. 

This  relay  was  patented  by  Cooke  &  Wheatstone  in  1837,  and  ww 
employed  for  sounding  an  alarm  in  connection  with  their  five-needle 
telegraph.  It  consists  of  a  vertical  galvanoscope  coil  and  a  magnet  needle, 
the  deflection  of  which  causes  a  small  metallic  fork  to  dip  into  two  caps 
of  mercury  and  to  close  the  circuit  of  a  local  battery  and  alarm. 

[51.]     ORIGINAL  DYNAMO-ELECTRIC  MACHINE. 

Prior  to  1866,  magneto-electric  machines  were  actuated  either  by  i 
permanent  magnet,  or  by  an  electro-magnet  deriving  its  power  from  a 
battery  placed  in  the  circuit  of  its  coil.  Early  in  1866,  the  discovery  wa3 
made  by  Wheatstone  that  an  electro-magnet,  if  it  possess  at  the  commence- 
ment the  slightest  polarity,  may  become  a  powerful  magnet  by  gradually 
augmenting  currents  which  itself  originates.  The  apparatus  exhibited 
was  made  for  Wheatstone  by  Mr.  A.  Stroh  in  the  summer  of  1866, 
and  was  shown  at  the  Rojral  Society  in  February  of  the  following  year. 
It  consists  of  a  flat  electro-magnet,  between  the  poles  of  which  rotates  a 
cylindrical  armature  of  soft  iron  coiled  longitudinally  with  wire,  and 
commonly  known  as  the  "  Siemens'  Armature."  It  was  found  that,  whca 
the  ends  of  the  armature  wire  were  connected  in  circuit  with  the  wire  <^ 
the  electro-magnet,  and  the  armature  rotated,  currents  of  considerable 
strength  were  quickly  generated  in  the  system.  The  explanation  of  thw 
which  Wheatstone  gave   is   as  follows  : — **  The    electro-magnet    always 
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retainfl  a  slight  residual  magnetism,  and  is  therefore  in  the  condition  of  a 
ireak  permanent  magnet;  the  motion  of  the  armature  occasions  feeble 
currents  in  alternate  directions  in  the  coils,  which  after  being  reduced 
to  the  same  direction  pass  into  the  coils  of  the  electro-magnet  in  such 
a  manner  as  to  increase  the  magnetism  of  the  iron  core  ;  the  magnet 
haying  thus  received  an  accession  of  strength,  produces  in  its  turn  more 
energetic  currents  in  the  coil  of  the  armature,  and  these  alternate  actions 
continue  until  a  maximum  is  attained,  depending  upon  the  rapidity  of  the 
motion  and  the  capacity  of  the  electro-magnet."  The  idea  of  a  dynamo- 
dectric  system  seems  to  have  occurred  to  several  experimenters  about  the 
same  time.  In  December,  1866,  Mr.  S.  A.  Varley  provisionally  patented 
a  machine  of  the  kind ;  and  in  January,  1867,  Dr.  Siemens  read  a  paper 
before  the  Academy  of  Sciences  upon  the  same  subject. 

[54.]     WHEATSTONE'S    ORIGINAL     DRAWINGS    OF     CABLE 
MAKING    AND    LAYING. 

The  scheme  embodied  in  these  drawings  and  the  experiments  in  con- 
nection with  the  subject  form  the  veritable  starting  point  of  submarine 
telegraphy.  In  1837,  Wheatstone  commenced  working  on  the  subject  of 
submarine  telegraphy,  and  in  February,  1840,  he  gave  evidence  before  a 
Select  Committee  of  the  House  of  Commons  on  the  practicability  of 
establishing  communication  by  means  of  a  cable  between  Dover  and 
Calais.  These  two  drawings  were  prepared  in  1840,  in  which  year  he 
visited  the  Continent  with  a  view  to  get  his  suggestion  carried  into  effect. 
Sheet  I.  shows  the  machines  for  insulating  and  making  up  the  proposed 
cable,  and  how  it  was  to  be  put  on  board  the  cable  laying  ship.  Sheet  U. 
shows  the  proposed  route  of  the  cable  from  the  South  Foreland  to  Cape 
Grisnez,  and  also  the  method  of  laying,  joining,  and  underunning. 

A  preliminary  experiment,  which  was  made  by  Wheatstone  in  1844, 
in  Swansea  Bay,  was  intended  to  test  the  practicability  of  this  scheme. 
He  tried  various  forms  of  insulation,  and  telegraphed  from  a  boat  in  the 
bay  to  the  Mumble  Head  Lighthouse.  The  results  were  highly  encouraging 
and  Wheatstone  was  preparing  seriously  to  carry  out  his  scheme  when 
gutta-percha  came  to  his  knowledge  (in  1845),  and  promised  obvious 
advantages  as  an  insulator,  but  he  failed  to  devise  a  means  of  applying  it 
to  the  wire.  A  method  to  do  this  was  soon  afterwards  invented,  which 
enabled  the  line  to  be  laid  in  1849  by  Mr.  Brett  over  the  identical  route 
previously  contemplated  by  Wheatstone. 
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In  Bibliographical  Section  uptUdrt. 

67.  Gr.  vi.,  cl  15, 1660. 

THE  SOCIETY  OF  TELEGRAPH  ENGINEERS 

AND  OP  ELECTRICIANS, 
4,  Broad  Sanchuay^  WeMtmuuterf  Lomion. 

[1.]    A  oomplete  set  of  the  Jounud  of  the  dodety,  9  Vols.,  1872-61. 

[2.]  The  Ronalds  Catalogue.  This  catalogue  contams  betweei 
18,000  and  14,000  entries,  comprisiug  not  only  the  Books,  Pamphlets,  asd 
Publications  in  the  Ronalds  Library,  of  which  it  lonns  the  catalogue, 
but  also  of  all  other  works  relating  to  Electricitj,  Magnetism,  and  tie 
Electric  Telegmph,  which  its  compiler  was  able  to  discover  during  a  kng 
life  devoted  to  the  work. 

68.  Gr.  vi.,  cl.  15, 1647. 

LATIMER  CLARK,  Mem.  Inst.  C.E., 

6,  WeMimituter  ChanAert,  Vktoria  Street,  London, 

Abebcorm  (Eabl  of). 

Calculations  and  Tables  relating  to  the  attractive  virtue  of  Load- 
stones.    8vo.  1729 

(Intereating  u  giving  the  Talue  of  loadttnnet  in  the  lut  century.) 

Affattatus  (Fobtunius). 

Physics  ac  AstronomicaB  oonsiderationes.  Venetis.     1549 

(This  early  writer  on  magnetism  was  the  first  to  publish  the  de* 
cUnation  of  the  magnetie  needle.  The  oredit  of  this  hat  been 
usually  ascribed  to  Robert  Norman,  in  his  "  Newe  Attractive, 
1581.*'  George  Hsrtmsnn  had,  howerer,  obsenred  the  phe- 
nomenon at  a  still  earlier  date.  See  Dove's  Repertorium,  VoL  ii., 
p.  129.    This  work  is  extremely  rare.) 

Bablowe  (Wm.) 

The  Navigator's  supply.     Sm.  4to.  London.     1597 

(This  Tory  scarce  old  tract  on  narigation  commences  with  a  full 
description  of  the  compass.) 

Magnetical  advertisements.  London.     1616 

(A  rare  and  early  treatise  on  the  magnet) 

Blondus  (M.  a.) 

De  Ventis  et  Navigatione.     4to.  Venetis.    1546 

(An  early  tract  on  navigation.  Contains  an  engraving  of  a  mari- 
ner's compass,  called  "  Pizis  vel  buzolus,"  from  which  the  French 
word  "  bottssole  "  and  the  lUlian  **  bussola.") 
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Caucus  (Nicolas). 

Philoflophia  MagDetioa.     Foh  ProBtaiit^Ck>loiiin.     1629 

(An  early  work  on  magnetiim.) 
COOKB  (W.  F.) 

Tel^aphic  Railways.    Syo.  London.     1842 

(The  earliMt  treatise  on  the  telegraph  as  applied  to  railways.) 
Dbsaquliebs  (J.  T.) 

Dissertation  concerning  Electricity.     8to.  London.     1742 

(The  earliest  English  work  on  eleetrieity.) 

Fbbdkbici  (J.  B.) 

Cryptographia.     4to.  Hamburg.     1685 

(Contahis,  at  page  234,  the  earliest  example  of  the  **  Morse  **  oode.) 
GiLBEBT  (Db.  Wm.) 

De  Magneto.    Fscap.  4to.  London.     1600 

(Gilbert  was  a  great  chemist  and  physicist,  and  physician  to  Queen 
Elisabeth.  This  author  is  generally  regarded  as  the  founder 
of  the  sdenoes  of  magnetism  and  electricity.) 

Gbbbn  (G.) 

llatbematical  Analysis  to  the  Theories  of  Electricity  and  Mag- 
netism.    4to.  Nottingham.     1828 

(A  fine  mathematical  treatise  on  electricity.  The  author  was  the 
first  to  introduce  the  word  **  potential  **  into  physics,  see  page  9. 
The  work  is  extremely  rare.) 

GuEBiGKs  (Orro  db). 

Experimenta  Nova.    De  vacuo  spatio.  fol.         Amstelodami.     1672 

(Ouerioke  was  the  inventor  of  the  air  pump,  and  the  plate  of  his 
experiments  with  this  machine,  at  page  104,  is  very  curious.  At 
page  148  he  gives  a  drawing  of  the  earliest  form  of  the  electrical 
machine.) 

KlBCHXB  (A.) 

Ars  Msgnesia.     4to.  Herbipoli.     1681 

(A  rare  and  early  treatise  en  magnetism.) 
Magnes  Sive  de  Arte  Magnetica.    4to.  Rome.     1641 

(^  early  and  important  treatise  on  magnetism.) 
Mabttn  (John)  Ain>  Chambebs  (Ephbaim). 

The  Philosophical  History  and  Memoirs  of  the  Royal  Academy 
of  Sdenoe  at  Paria;  or  Abridgement  of  all  the  Papers 
published  relating  to  Natural  Philosophy  from  1699  to  1720. 
8to.,  4  Tols.  1742 

(At  page  187,  mentions  experiments  made  by  Du  Yemay  in  1700 
before  the  Royal  Academy  of  Seienees  at  Paris,  showing  gal- 
▼anie  eouTulsions  of  a  firog's  leg.) 

MlLMEB  (ThOS.) 

Experiments  and  Observations  in  Electricity.     8to.    London.     1783 
(A  very  rare  treatise  on  electricity.    It  contains^  at  page  36,  a  de- 
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scription    of  the   kind    of  electrometer    known  as  Fcliia^ 
electrometer.) 

MORTCNSSON   (JaHANXVES). 

De  Electricitate,  sab  pneaidio  Samuelis  Kliogenstienia.  Siiu4to. 

UpnJiA.    1710 
(Believed  to  be  the  first  separately  printed  treatise  on  eleetddtj.) 

Nbckam  (Alex.) 

De  Nstarifl  Renun.     8vo.  Roy.  8to.  LondiiHL    186S 

(Alexander  Neckam,  JConk  of  St.  Albans  bom  1167*  died  1217,  it 
probably  the  earliest  writer  who  allndes  to  the  mariner's  oompan, 
see  page  183  and  preface  zzxt) 

Newton  (Sir  Isaac). 

Autograph  Letter  of.     4to.  London.    HU 

(Containing  an  Interesting  allusion  to  the  resemblance  of  the 
electric  spark  to  lightning.) 

NoBMAN  (Robert). 

The  Newe  Attractive.     (Ist  edition),  Syo.  London.    Id^l 

(Extremely  rare  work  on  the  magnetic  needle.  It  describes  kit 
discovery  of  the  dip  of  the  needle.  The  first  English  work  oa 
the  magnet,  and  the  earliest  work  but  two  on  the  subject.) 

Ohm  (G.  S.) 

Die  Galvanische  Eette.     8vo.  Berlin.    1827 

(The  original  treatise  on  the  weU-teown  '*  Ohm's  Law.") 

Porta  (J.  B.) 

Magie  Natnralis,  <&c.     Libri  iv.  NeapolL    156S 

In  four  books.  Contains,  at  pages  88-90,  an  interesting  chapter 
on  the  magnet  and  the  first  aUusion  to  teleprapby  by  the  magnetic 
needle.) 

Porta  (J.  B.) 

Magia  Naturalis.     Libri  xx.,  8vo.  Naples.    1601 

(In  twenty  books.  The  seventh  book—"  De  Mlrabilia  Magnetis," 
contains,  at  page  289,  the  earliest  description  of  a  suppowd 
magnetic  dial  telegraph.  There  are  nmmeroos  editions  of  thii 
work.    The  first  was  published  at  Naples  in  1689.) 

Pereorimus  (Petrus). 

De  Magneto,  &c    Sm.  4to.  ADgabnigL    1^^ 

(The  earliest  known  work  treatlag  speeiaUy  on  magnetismr- 
probably  the  rarest.) 

SiDLET  (Mark.) 

Magnetical  Bodies  and  Motions.     8m.  4to.  London.    161^ 

(A  scarce  and  early  tract  on  magnetism.) 

RiBss  (Philipp). 

Uber  Tekphonie  doioh  den  galTaniachan  Strom.     8to.  ^^" 

(The  first  description  of  an  electrical  telephone) 
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BoNALDs  (Francis.) 

Description  of  an  Electrical  Telegraph.     8vo.  London.     1828 

(This  very  remarkable  work  deacribet,  at  page  19,  the  eleotric 
telegraph  in  nearly  the  aame  form  as  it  exists  at  the  present  day. 
At  page  12,  he  clearly  forsees  the  effect  of  induction  on 
telegraph  wires.) 

Scots  Magazine.     (February  1,  1758.)     8vo.  Edinburgh.     1758 

(See  page  73.  The  letter  signed  C.  M.,  (t.e.  Charles  Marshall,) 
contains  the  earliest  known  mention  and  description  of  an 
electrical  telegraph.) 

SOEKMERINO  (S.  F.) 

Uber  Linen  Electrischen  Telegraphen.     4to.  Munchen.     1811 

(The  first  description  of  Soemmering's  experiments  on  the  tele- 
graph.) 

Stbinheil  (G.  a.) 

Uber  Telegraphie.     8vo.  Munchen.     1888 

(The  first  description  of  Steinheil's  telegraph.) 
Stradjb  (F.) 

Prolusiones  Academicn     8yo.  Lugduni.     1617 

(Strads's  curious  verses  on  an  imaginary  magnetic  telegraph  at 
page  d06  are  well  known.) 

SWAHHERDAM  (J.) 

Biblia  Naturae.     2  vols.,  fol.  .Lejden.     1787-8 

(2nd  vol.  describes  at  page  839  experiments  on  the  galranic  effect 
of  metals  on  the  legs  of  the  ih>g,  made  before  the  Qrand  Duke 
of  Tuscany.) 

SWEDENBORO  (B.) 

Principia  Rerun  Naturalium.     8  vols.,  la.  4to.  Dresdn.     1784 

(Ist  Tol.  contain  his  Tery  remarkable  InTestigattons  on  magnetism.) 
Taisiner   (J). 

De  Natura  Magnetis  et  Bjus  fiffeotibuB.     4to.  Colonia.     1562 

(The  second  earliest  work  on  magnetism.) 
VlNCENTIUS  (BeLLOVACENSIS). 

Speculum  Naturale.     2  vols.     Fol.  1478-1476 

(Contains  probably  the  earliest  printed  allusion  to  the  polarity  of 
the  magnetised  needle  and  its  use  for  the  purposes  of  navigation. 
See  Tol.  i.,  lib.  ix.,  cap.  xi.  and  xl.  Yincentius  was  Bishop  of 
Beauvais,  and  wrote  about  1260.) 

VOLTA  (A). 

De  vi  attractiva.  1769 

(VolU's  earliest  work.) 
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ON  THE  SYMPATHETIC  TELEGRAPH. 

The  Mlowiqg  books  oontBiD  early  aHqaiomi  to  un  imaginiy  mgute 
lekgnph,  fonned  faj  two  foinpMMa»  with  the  lefefeen  of  the  alfinbit 
writtMi  itmnd  the  drcmnferencey  and  with  the  two  needlea  magaetiaedbf 
the  aame  mugnet.  These  were  sapfMMed  when  at  a  disfainfip  from  od 
other  to  moTe  in  sfrnpathj.  This  imaginary  telegraph  was  fint  no- 
tiooed  by  BapCisfea  Porta  in  1558,  who  la  soppoaed  to  hme  derived  it  to 
Gaidinal  Bembo.  The  idea  has  been  continually  alluded  to  or  reproduoed 
in  a  Tariety  of  forms  by  later  writers  down  to  a  recent  period.  Amoog 
these  Famianns  Strada  in  his  Proloriones,  1617,  and  Addison  in  the 
Spectator  1711,  are  the  most  widely  known. 

1558.  Porta  (J.  B.) 

Magi«  Natoralis,  &c.    labri  ir.     8to.  NespolL    1^ 

(See  |wge  90.) 

1589.  Porta  (J.  B.) 

Magi«  Natoralis.    Libri  xx.     8to.  Naples.    1607 

(1st  edition  1588.  At  |wge  288,  Porte  giree  tlM  lint  elnr  deeerip- 
of  the  iympathetie  eompusoe.) 

1600.  Db  Sumde  (J.  H.)  (t.s.  Schwemtsr  Dahisl.) 

St^ganologia  and  Steganognphia.     12mo.  Nombeig.    1^^ 

(Withoat  dete.  See  page  127.  Janus  Hereoles  de  Sonde  is  an 
assumed  name.  Hiller  in  the  preface  to  his  Mjaienim  Artii 
Steganographiee  1682,  says  that  it  is  a  synonym  for  Dasid 
Sehwenter  Noribergense.  And  at  page  287  he  says,  *'  Schwenteri 
is  Est  Herenles  de  Sonde."  Oe  Sonde  gives  a  more  intaarcsCiag 
deeeription  of  the  m^gnetio  ttUgraph  than  any  other  writer.  He 
ealls  the  attention  of  his  eorrespondent  by  ringing  bells  by 
means  of  bar  magnets.  His  needles  are  also  moted  by  bar 
magnets,  and  the  letters  are  formed  by  one,  two^  or  three  etzolm 
to  the  right  or  left  as  in  Cooke  &  Wheatstone's  system.  Hit 
ideas  are  porely  eabalistic,  but  his  enrioos  antieipations  of  tht 
modem  telegraph  are  very  singnlar.  The  date  is  taken  from  the 
British  Museum  Catalogue.) 

1609.  Db  Boot  (B.) 

Le  Parfiuot  loaiUier  on  Histoire  des  Pierreries.  Ljon.    16^ 

(Ist  edition  published  in  1609.  Translated  by  Andre  Toll  into 
Latin  and  French.    See  page  698.) 

1609.  Db  Boot  (B.) 

Gemmarum  et  Lapidam  Historia.  Lugdoni  Bat    164* 

(Latin  translation  of  the  above  work  by  A.  Toll.    See  page  464.) 
1617.  Stbad^  (F.) 

Prolusiones  AcademiosB.     Sto.  LngdimL    161' 

(His  verses  on  the  imaginary  lover's  telegraph  are  well  known. 
See  pagt  806.) 
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1624.  Leubighon  (t.  e.  H.  Van  Ettkn). 

Recreation   MftthematiqTie  Gomposer  de  Plusieun   PioblemeB. 

8to.  Paris.     1626 

(Ist  edition  published  at  Pont  a  Mousson,  1624.  Thif  work  has 
gone  through  many  editions  and  has  been  translated  into 
English  and  I>iitoh.    See  Van  WMten*  1063.    See  page  94.) 

1629.  Cabeus  (Nicolas). 

Philoflophia  Magnetica.    Fol.  Prostant  Colonin.     1629 

(Cabeus  is  the  first  to  give  a  drawing  of  the  telegraph.  See  page 
302.) 

1629.  Pancirollus  (S.) 

Remm  Memorabilium  uve  deperditarum.    4to.     Fraooofarti.     1629 
(See  page  232.) 

1680.  Hakewill  (Gkoboe). 

An  apologie  or  declaration  of  the  power  and  proyidence  of  God 
in  the  goyemment  of  the  world.    Fcap,  fol.  London.     1630 

(See  p.  285.) 

1681.  Eibcheb(A.) 

Ars  Magnecda.  HerbipoU.    1681 

(See  pages  36  and  36.) 

1685.  Galileo  (6.) 

Dialogns  de  Bystemate  mondL  Aogostifle  Treboc.     1685 

(1st  edition  1632.    See  page  88.) 

1686.  Schwknteb  (Daniel). 

Delicis  Phjsioo-MathematiciD.    8  yols.  Nornberg.     1686 

(See  Vol.  i.,  page  846.) 

1687.  Sebvius  (Petbus.) 

De  I^atnra  Artisque  Miracnlis. 

(See  p.p.  466  and  336  of  Endter  (J.  A.)  Theatricom  STmpatheti- 
eum  Auotom.    Norimbergac  662. 

1641.  ElBCHEB  (A.) 

Magnes  siye  de  Arte  Magnetica,     Sm.  4to.  Rome.     1641 

(See  page  382.) 

1646.  Bbown(Thos.) 

Pseudodozia  Epidemioa  or  Enquiries  into  yery  many  reoeiyed 

tenents,  and  oommonlj  presamed  truths.    4to.       London.     1646 
(See  page  76.) 

1657.  TUBMEB  (BOBT.) 

An  Kotoria.    The  Notaiy  Art  of  Solomon,  showing  the  oaba- 
listical  key  of  magical  operationS|  &c.  London.     1657 

(8e«l>age  186.  the  first  BngUsh  writer  who  giTts  a  figure  of  the 
magnetic  dial.) 
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1661.  Glanvill  (J.) 

The  Tanitj  of  dogtnatiziiig,  and  an  apology  for  pluloaophj. 

I/mdoQ.   1661 
(See  page  202.) 

1668.  Westbn  (Wynant  von). 

Het  eente  Deel  van  de  Mathematiache  Vamaeek.     Arohem.    166S 
(See  page  125.) 

1665.  Glanvill  (J.) 

Scepeia  Sdentifioa;  or,  Confeat  Ignorance  the  way  to  Sdeoce, 
&c,  London.    1665 

(See  page  150.) 

1665.  ScHOTT  (P.  Gaspab). 

Schola  St^ianographioa.     4to.  1665 

(See  pages  258-260.    His  description  is  copied  from  De  Sonde.) 

1674.  Etten  (Ht.  van). 

Mathematical  Recreations;  or,  a  collection  of  many  problems  ex- 
tracted out  of  the  ancient  and  modem  philosophers.     London.  1674 

1676.  Heidel  (W.  E.) 

Steganographia,  &c.  Mogontio.    1676 

(See  page  858.) 

1677.  ScHOTT  (P.  G.) 

Magia  Universalis  Natone  et  Artis.    4  vols.,  4to.    Bambcrgc.   1677 
(See  vol.  iT,  page  48.    Copied  (torn,  De  Sonde.) 

1682.  Hilleb  (L.  H.) 

Mysteriam  Artis  Steganographicn.     8vo.  Uinue.    1682 

(This  book  is  referred  to  under  De  Sonde,  1640.) 

1684.  DeLakis. 

Magiaterium  NatoroB  et  Artu.  Opus  Physioo-Mathematioom. 
8  vols.  BrizioB.    1684-96 

(See  Tol.  iii.,  page  412.) 

1690.  Mabano  (J.  p.)  or  Turkish  Spy. 

Letters  writ  by  a  Turkish  Spy.    9  vols.,  22nd  edition,    London.   1734 
(See  vol.  i.,  p.  115.) 

1694.  WiLKiNS  (John). 

Mercury  or  the  secret  and  swift  measenger,  showing  how  a  mtn 
with  privacy  and  speed  communicate  his  thoughts  to  a 
fnend  at  any  diatanoe.    12mo.  London.    1694 

(See  page  147.) 

1696.  Vallxmomt  (De). 

La  Physique  (Xioolte  oa  traite  de  la  Baguette  Divinatoira 
Paris.  1696 

(The  Paris  edition,  1096,  has  an  appendix,  which  at  page  32  giTii 
an  aoooont  of  the  sTmpathetie  telegraph.) 
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1701-2.  Lk  Brun. 

Histoire  Critique  des  Pratiques  Superstitieuses.  2  vols.  Rouen.    1701 

1711.  Addison. 

The  Spectator,  December  6,  1711.  1711 

(Contains  a  well-kuown  and  interesting  chapter  on  the  sympathetie 
telegraph.) 

1736.  Bailit  (N.) 

Dictionarium  Britannicum.  London.     1786 

(See  the  word  **  Lodestone.") 

1762.  Diderot. 

Memoirs.      Gorrespondanoe  et  ouvrages    infedit^  de  Diderot 

Paris.     1841 

(See  page  278.    Diderot,  in  hie  letter  to  Madame  Volland  of  28th 
Jul  J,  1762,  alludes  to  Comas  (Ledra)  and  his  supposed  telegraph.) 

1762.  Du  Petit  Albert. 

Secrets   Merveilleuz  de  la  Magie  Naturelle   et  Gabalisdque. 
Lyon.  1762 

(See  page  228.) 

1772.  Barthelemt  (L*Abbe). 

(See  corretpondance  intfdittf  da  Madam  da  Dei&nd.   Vol.  iL,  p.  99.) 


69.    6r.  vi.,  cl.  15, 1646. 

CASSRLL,  FETTER,  &  GALPIN, 
La  BeUe  Sauvage  Yard^  London,  E,C, 

"  Science  for  AH,**  rolames  ii.  and  iii.,  and  monthly  parts  87-41. 

60.    Gr.  vi.,  cL  15, 1646. 

W,  T.  EMMOTT, 

41,  TwriMioek  Street^  London. 

Bound  Tolumes  of  ''Design  and  Work  '*  and  "Meclianical  World;  ** 
also  copy  of  each  week's  issue  published  during  the  exhibition. 

61    Gr.  Ti.,  cl.  15, 1648. 

MACMILLAN  &  CO., 
29  and  30,  Bedford  Street,  London. 

BockM  on  Electricity. 

62.    Gr.  ir.,  cl.  15, 1649. 

R.  S.  NEWALL, 
130,  Sirandf  London, 
Books  and  Pamphlets. 
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Rowan  ft  Fyfe  Electric  Co.  62 
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Smith,  Frederick  J 10       17 

Spagnoletti,  C.  E 84       48 
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Submarine  Telegraph  Co...  68       60 
Telegraph  Construction  ft 

Maintenance  Co 26       25 
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